












F.AD AND COLOUR WORKS. 
NINE ELMS. S.W. 


WORKS. 


BRASS 
IOCHESTER I 




WAREHOUSE. NINE ELMS, 




fejgKfigJ 


WHARF. NINE ELMS, S.W. 

{ p»i Elites from Victoria and St. 'James's Park Stations). 


VARNISH WORKS, MITCHAM, SURREY. 

Offices: ROCHESTER ROW. WESTMINSTER. S.W. 0 
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Telegraphic Address— Telephone - 

FARMILOE, LONDON." No. 3,022. 


T. & W FARMILOE. 


Offices 

ROCHESTER ROW, WESTMINSTER, S.W 

Show Rooms : 

ROCHESTER ROW, WESTMINSTER, S.W. 
Pi.ate-Gi.^ss Warkhooses i 
GREYCOAT STREET, WESTMINSTER, S.W. 

Window-Giass Warehouses ; 

ROCHESTER STREET, WESTMINSTER, S.W 

White Lead Works : 

88, NINE' ELMS LANE, S.W * 

Colour, Paint, &c, Works : 

ROCHESTER STREET, WESTMINSTER, b NINE ELMS, S.W. 

Varnish Works: 

MITCHAM. SURREY. 

Brass Foundry: 

NINE ELMS, S.W. 

Brass Finishing Works. 

ROCHESTER ROW, WESTMINSTER, S.W. 

Leaded Lights and Emiiossino Works 

ROCHESTER ROW. WESTMINSTER. S.W. 

Wharf and Storks : 

NINE ELM S, S. W. 


L2AD, MILLED Mier.TA 

,! laminated” 

„ PIPE 
,. ROM. PIPE 

LEAD ENCASED TIN PIPE 

„ SHt»T 
„ NAILS 


St a tt ufactu rtrs of— 
LKAD WASNBft* 

„ SPAL* 

„ SASH WI10HT.1 
WINDOW LUAO 
SOLb£R 

y\.y> iuums’ BRvMSWORK 
W. c. APPARATUS 
PUMPS 

I WATftR WAJTE PREVKN. 
j TKKS 

I SANITARY APPLIANCES 


FAINTS 
COLOURS 
VARNISHES . 



CONCINTKATKI) M 7k. 

KMN 0 SS 2 D ANO 0 *Na- 
MKSTAt OLAM 


All Communication? to be addressed to the Offices. 

















\MBtOX I 

V*l*X*U ir (]MMI Htuuvat mo Co., 
179 A 190. Vitro* '1'ULMtu Hixict, K.C. 




June, ‘ S94. 

Rochester Row, 

Westminster, London, S.W, 

/Ltf to submil to you our New Illustrated 

Catalogue, which -ivc have made as■ complete as possible. 
We have included the latest 'Patented Sanitary Appliances , 
and Having made special arrangements with the Manu¬ 
facturers, are enabled to supply these goods at the lowest 
prices. 

Metals and,Foreign Glass.— As the prices of these 
fluctuate so much we have not published prices, but shall 
be pleased to quote specially at any time. 

This Catalogue cancels all previous.ones, and prices arc 
subject to alteration without notice. 

All goods delivered free in London , or to Railway 
Companies or Carriers, unless otherwise speeijied. 

In ordering please quote Nos. and Sizes , which are all 
that art necessary, but please do not out the leaves out of the 
Catalogue. 

We would call your attention to the Regulations of the 
various Water Companies, County Council, &c. (pages 562 
to 579 and 916). 

Your obedient Servants, 

T. & W. FARMILOE. 

Manufacturers and Merchants. 

■ ;, *xniiuto At sIaiio.nkbs' 11 







T. & W. FARMILOE, 



T. & W. FARMILOE’S VALVE CLOSETS. 


Best QuAi.irr—1* in. valve, lead box ■with brass collar, 

4 io. outlet, extra large overflow, sunk dish, cut-glass 
handle, white flush rim or fanned basin, and brasH or * 

coppor regulator ... '. ca. £1 12 0 

Do. ij in. valve, do. 4 17 6 


EXTRAS. 

Plated sunk dish and handle ... . 

Ivory grip . 

Fancy Ivy leaf basin. 

Gold and white ditto. 

Silvered glass bottom valve ... . 

If fitted with improved action as No. 3 W, page 3 
Ditto, Duplex action as No. 4 tv, pago 4 
Engraving customer’s name and town on dish 


... £0 4 •) 

0 5 0 
0 3 0 
0 8 0 
.. . 0, 9 0 

0 7 

0 10 o 
0 15 0 


ROCHESTER ROW, WESTMINSTER. S.W. 
















T. & W. FARMILOE, 



T. & W. FARMILOE’S VALVE CLOSETS. 


No. 2 w. 


Bkst Quality —J in. supply vplvo, lead box witli brass 
collar, 8 in. outlol, suuk dish, -fygt-glius handle, whito 
flush rim or fanned basin, amk'Rfciss or copper bellows 

regulator ... ... . . ca 

Skcoxo Quality—} in. supply valve, iron box with iron 
collar, 3 in. outlet, sunk dish, cut-glass handle, whito 
Hush rim or fanned basin, and brass or copper bellows 

regulator ... ... . im eft> 

Titian Quality —} in. supply valve, iron box with iron 
collar, 3 in. outlet, sunk dish, porcelain handle, whito 
flush rim .or fanned basin, brass or copper bellows 
regulator ... ... ... . ca . 

EXTRAS. 

J in. supply valve (we recommend this) . 

1$ in. supply (required if cistern is less than 10 ft. abovo) 
fi-in. „ „ „ 4 ft. ., ... 

Plated sunk dish and handle. . 

Ivory grip . 

Fancy basin, Tvy loaf ... ... ... . 

Gold and whito basin.. 

Silvered glass bottom valve ... . . 

Engraving customer's namo and town on dish 


£3 14 


2 1C 


£0 2 
0 4 
0 7 
0 4 
0 6 
0 3 
0 R 
0 7 
0 5 


G 


0 


0 


0 

p 

G 

6 

0 

0 

0 

0 

0 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FAPMILOE, 


T. & W. FARMILOE’S VALVE CLOSETS, 

WITH: IMPROVED ACTION. 


,goj.d medal awarded ivtcrsational health sxuibitioit, i83t.) 



No. 3 w. 


This Closet is of tho best manufacture, and i« so arranged that 
every time tho lsandlo is raised tho ovorflow trap from basin is indo- 
• pondcntly flushed, cleaned and trapped, thus preventing, the escape of 
Any gas, and making it a thoroughly reliable and sanitary closet. 

Bust- Quality.— 1 in. supply valve, load box with brass 
collar, 3 in. outlet, sunk dish, cut-gla63 handle, 
white flush ritn or fannod basin, and brass or eoppor 
hollows regulator ... ... .. ea - ^ 

EXTRAS. 


H In. supply valve (required if cistern iy loss than iO ft. 

above) . ••• 

H iu do. ( c(o. do - 4 ft ‘ ftl>ovo ) 

Blatod sunk dish and handle ... ••• ••• ••• 

Ivory grip ... . 

Bancy basin, Ivy leaf. — .. 

^old and whito basin ... ... ••• . 

Silvered glass bottom valve ••• ••• 

Bugraving customer’s’name and town on dish 
If with 4 in. outlet ... ..*• 


£0 2 0 
0 5 G 
0 4 6 
0 5 0 
0 3 0 
0 8 0 
O 1 0 
0 5 0 
0 14 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE. 



T. & W. FARMILOE’S VALVE CLQSETS, 

WITH DUPLEX ACTION. 

(00LI) MEDAL AWARDED INTERNATIONAL HEALTH EXHIBITION, IMA) 


No. 4w. Duplex Section. 

Thi» Closet is of tho best manufacture. The vafpa is perfectly 
water-tight, and boing worked on a pivot contre, nothingVan possibly 
remain on the valve-plate and keep it opoa. 

It is fittod with our duplex arrangement, and ovory time tho 
hnndlo is raised it thoroughly cleanses and traps the overflow anu of 
basin and also th*e trap of safe. 


Best Quality. —1 in. supply valve, lead box with brass 
collar, £ in. outlet, sunk dish, cut-gluss handlo, white 
flush rim-or fannod basin, and brass or copper bellows 
regulator. ea. £4 6 G 

EXTRAS. 

1| in. supply valve (required if oistern is less than 10 ft. 

above) ... .. . ... £0 2 0 

1| in. do. ( do. do. 4 ft. above) 0 5 6 

Plated Bunk dish and handlo . 0 4 6 

Ivory grip . 0 5 0 

Fancy biurin, Ivy leaf. 0 3 0 

Gold and white basin. 0 8 0 

Silvered glass bottom valve. 0 7 0 

Engraving customer’s name and town on dish . 0 5 0 

If with 4 in. outlet ... 0 14 0 


ROCHESTER ROW. WESTMINSTER. S.W. 


T- & W. FARMILOE. 


T. & W. FARMILOE'S VALVE CLOSET, 


Fitted with tho “St Stephen's ” slop fop. 



No. 5w. 


TIuh Closet is specially constructed to do away with 4l.o fouling of 
seats which is unavoidable in the ordinary closets, when used as 
urinals. The slop top is so made that it is impossible for any water to 
pass between tbo riser and se.t.and tho flutes nroM such an angle that 
all water must drain into the basin. 

Best Quautt — 1 in. supply valve, load box with 
brass collar, 3 in. outlet, flush rim, whtto hssm, 
copper bellows regulator, and fltted with slop top. 

, , ... fft. t’lr 10 0 

A8 shown above . riofi 

If with 4 in. outlet and 1} in. supply valve. J 1 

Do. do. li in- do. . ’ ,lC ° 


• EXTRAS. 


li in. valve (required if oistern is 

above) — . 

11 in. valvo (do. do. 

Ivory grip .. 

Fancy basin, Ivy leaf . 

Gold and white basin . 

Silvered glass bottom valve . 


loss than 10 foot 

. £0 2 0 

do. 4-feet) 0 6 6 
... 0 5 0 

. 0 3 0 

. 0 8 0 

. 0 7 0 


ROCHESTER ROW. WESTMINSTER, S.W. 
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T. & W FARMILOE. 



T. & W. FARMILOE’S VALVE CLOSET, 
TRAPPED ABOVE FLOOR LINE. 


No. Gw. 


Tlio special advantage!* of this Closet are:—> 

1st—Being fixod ontiroly on tho floor line, it saves tho trouble and 
expense of cutting, concrete or other floors away, as in tho case 
of most closets of this description. 

2nd—The bont outlet cn iron box forming tho trap can lio removed 
from the side to tho hack of box, tlii* being a great advantage 
where the soil pipes nro fixed outside of buildings. 

Best Quality— 1 in. supply valve, with brass eollai snd 
iron box, brass sunk dish, Inrnss or coppor regal, tor, 
white basin ... ... . ea. £31G 0 

Second Quality— 1 in. supply valvo, with iron collar 
and iron box, brass sunk dish, hrass or copper regu¬ 
lator, and white flush rim basin. ca. 3 0 0 

EXTRAS. 


Tho bent outlet may bo had in lead .., . 

Fitted, wiih 1} in. snpply valvo (required-if cistorh is 

lees than 10 foot above). 

Bo. 1} in. (4 ft. ditto) ... . ... 

Fancy basin, Ivy leaf ... . 

Slated dish and* handle. 

Ivory grip ... . . 

Silvered glass bottom valvo '. 

Engraving customer’s name and town on dish . 


£0 

0 - 

0 

0 

0 

0 

0 

0 


10 0 

2 0 

5 <J 

3 0 

4 6 

5 0 

7 0 

5 0 


RQCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


T. & W. FARMILOE’S VALVE CLOSETS. 



No. 7 w. 


Atfcsr Quality —Lead box, brass collar, 3 in. out lot, sunk 
dish, cut-glass handle, white flush rim or fanned basin. 

to work with woter waste preventer .. ca. £2 *15 0 

Skcono Quality— Iron box and collar, 3 in. outlet, sunk 
dish, cut-glnsfc handle, flush rim or fanned white basin, 

to work with water waste preventer . ca. 2 0 0 

Third Quality— lion box and collar, 3 in. ontlot, sunk 
dish, porcelain handle, flush rim or fanned white 


basin, t<? work with water wasto provpnter ., 

. ca. 1 15 


If with 4 in. outlet, in Bost Quality ouly .. 

:$ 9 

O 

EXTRAS. 



Fancy basin, Ivy loaf. 

... £0 3 

0 

Gold and white basin ... ... ... ... ., 

0 8 

4* 

Eugraving customer's name and town on dish 

. 0 5 

0 


ROCHESTER ROW, WESTMINSTER, S.W. 



















T. & W. FARMILOE. 


T. & W. FARMILOE’S VALVE CLOSET, 



FITTED WITH LAMBERT’S " WASTE PREVENTING ” 
SUPPLY VALVE. 


WltU boit Hindi rim or fannod white bauin, 1 In. ivaito preventing valve, 

'"'to Bunk dish and cut-glam handlu . on. 

lilto, with 4 in. outlet. 


Ditto, d 


„ EXTKA8. 

Stamping valro for New Kivor Water Co. ... 

If Pltud with 1| iu. valve 
If with niokol-plntod sunk diih 

Funcy bun in, Ivy iouf ... . 

Engraving customer’* name and town on dUli 


£4 10 0 
5 4 0 

A’O 2 0 
0 2 0 
0 4 0 
0 3 0 
0 6 0 



BRAMAH’S OR SPRING VALVE CLOSETS. 


No. !> iv. 

<)n wood or iron frame, sunk di«h, with spring valve, spring board, brnra 

rod and loop, two ernnka on block*, and roppor wire, whim buain, ca. £4 10 0 
Iho abovo closet, with 'round valro and ball lover Instead of spring 
appurntun . ca 


Fancy btuii'.i 


2XTKA. 


ROCHESTER ROW. WESTMINSTER, S.W. 


4 0 


T. & W. FARMILOE, 


UNDERHAY'S VALVE CLOSETS. 



No. 10 w. 


No. 10 w. 

Bkk Quality— Valvo closot, 1 inoh valve, white basin, 

brass rognlator, flat pinto, and bnw* drop handle, ea. £4 6 G 

Ditto, with sunk dish and cut-glass handle. „ 4 110 

Ditto, with fancy basin and cut-glass handle • ... „ 4 15 6 

Skcond Quality— Valvo closet, ( in. valve, white basin, 

brass xognlator, flat plato, und brass dr p handle, ca. 3 12 0 

Ditto, with fancy basin . „ 3 1G G 

Ditto, with wbito basin, sunk dish; and glnRs handle „ 3 16 6 

Ditto, with fancy basin . ,, 4 10 

EXTRAS. 

1 in. valve ... ... ' . £0 3 0 

H in. valvo .... -. .'. 0 9 0 

Silvored glass bottom valve.. 0 8 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE. 



HELLYER’S PATENT “OPTIMUS ’ VALVE 


No. 11 w. 
<w 


Witb_ porcelain enamelled cast-iron eonductov and vent- 
arm, whito Hushing rim basin and dish to match, and 
ebony handle, including lj- in. supply valve and 
copper bellows regulator... . ca. £5 4 6 

If with 1 in. supply valvo .deduct 0 3 0 


EXTRAS. 

If with in. supply valve . 

If with coin tired basin. ... 

If with 001001^x1 basin pickod ont-in gold ... 
If with white wore slop top. 


£0 4 6 
0 5 6 
0 16 0 
0 10 9 


ROCHESTER ROW, WESTMINSTER, S.W. 




T. & W. FARMILOE, 


HELLYER’S PATENT -“OPTIMUS” VALVE 
CLOSETS, WITH FIXED SLOP-TOPS. 


w. 

Hellyiu'h patent “ Optima* K." Volvo Cloeet with while ware flushing 
rim basin and luble-top combined, Including 1J in. supply valve 
copper regulator, and pbony hnndlo complete ... .. £6 5 i) 


No. IS w. 

Heltycr’s patent “ Oplitnni F." Valve Closet (with porcelain enamelled 
tost-iron conductor and vent-nnn), white flashing rim basin and 
diah to match, and ebony handle, including If in. supply solve and 

copper regulator .. . £0 0 

■ I with I| in. eapply valve tnitrnd of 1J in. ... ... extra 0 t 

>, 1 in. „ * „ ... .dodnot 0 3- 

. Coloured basin ... ... .extra 0 7 

ROCHESTER ROW, WESTMINSTER. S.W. 
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T. & W. FARMILOE, 



HELLYER'S 

PATENT "OPTIMUS” VALVE CLOSET. 


U VT. 


Hollyor’s patent “ Pedestal Optimus” Valvo Closet, with 
whitowaro ba«in and valvo box, including 1J in. supply 
valvo and copper regulator, coinploto.ca. 


EXTRAS. 

df-with 1| in. supply valvo instead of If in. . 

If-with gold linos to basin ... . 

If the basin is coloured inside. . 

If tho basin is coloured insido and picked out in gold 

If with whiteware scroen . ... 

,, „ with gold lines . 

If with mahogany dovetailed, keyed and hinged “pedestal 
cloBot" coat, French polished both sides, short pioco 
of skirting, and India-rubber buffors ... ’ ... ... 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


18 


HELLYER’S PATENT “OPTIMUS” CLOSET 
AND WATER WASTE PREVENTER. 



No. 15 w. Hellyer’s Patont White Ware Optimus" 

06" Closet, with galvanised caet-iron after-flush 

cistern, with galvauixed iron cover and 
ovorflow, two cranks and copper wiro qom- 

plote. . <>*• £6 17 ' 

No. 16 W. Ditto, with porcelain cnaraolled conductor and 
66«. vent-arm, with Lambert’s patont undorsoat 

lfwasto provontingvalvewith after-flush ,eo. 5 Id 0 

If with coloured bo^in . ••• extra £0 5 8 

If with stop valvo E .. <> 0 6 fi 

If waste provontor is painted ... 0 5b 

N.B.—The pipe« (in dolled lines) are not included in these prices. * 


ROCHESTER ROW. WESTMINSTER, S.W. 






















ouBTomcr'K namo and town on dish, 5a. extra. 
ROCHESTER ROW, WESTMINSTER, §.W. 


VALVE CLOSETS TRAPPED ABOVE 
FLpOR LINE. 

No. 17 w. 

Boat Quality Valve- 
Closot, fitted with 4-inch 
galvanized iron.S trap, 
.1 inch supply valve and 
whito basin, with venti¬ 
lating union and brass 
Hunk dish, oft. £4 13 0 
If with orna¬ 
mental basin, 
extai ... 0 2 0 

If gold lined, do. 0 10 0 
If with 1J in. 
supply valve, 
extra. ... 0 4 0 

Do. 1A in. do. 0 JO 0 

If with plated 
& hau- 

0 7 6 

with glass 
bottom valve, 
extra ... 0 5 0 

I ho trap has a cover that can ho easily removed in enso of Btoppago. 


NO. 18 W. 

Best Quality Valve Closet, as 
abovo, but without valve 
or regulator, with whito 
basin ... ea. £3 12 0 

If with omamontal 
basin, extra ... 0 2 0 

If gold lined, ditto 0 .10 0 

If with plated dish 
and handle, extra 0 7 0 


T. & W. FARM FLOE, 


If with glass bottom 
valvo ... extra 0 5 0 


T. & W. FARMILOE, 


15 



PATENT VALVE CLOSET AND TRAP IN ONE PIECE. 


No. 19 w. 

* a w hitcwnro (glased), fitted with supply valve, patent 
l>all plug, overflow and earthenware sunk dish ea. 

^ith printed or marble basin, ditto, ditto ... ,, 

^7ith enamelled bine basin, with cast brass sunk dish, 
a,1 d cut-glass handle ... . oa. 

^ith on^mollod whito or blue basin, with gilt scroll, 
silver-platod snnk dish, and amber, cut-glass, or 
ivory handlo ... .. .ea- from 

*f with lover to work donblo-valve cistern, deduct ea. 


EXTRAS. 


If fitted with ventilating pipo . 

Jennings' pntont arrangement for prevention of waste 


Rochester row, Westminster, s.w. 
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T, & W. FARMILOE, 


JENNINGS’ VALVE CLOSETS. 

JENNINGS’ PATENT IMPROVED VALVE CLOSET. 



or plug 
chamber (as 
in No. 19 w.) 
is dispensed 
with. 


Elornt'on (book Wow) fitted with Improved anpply voire. 



Klovatlon (part sootlonul) fitted with lor ? r for W.W.P. cistern. 


bent whltovraro, 
84/ 

With printed 
bnein And dinlt 
to match, 100/ 
With Onnmolled 
decorated bruit), 
dish mid 
plated mounts, 
120/ 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W- FAR MILO E, 


JENNINGS’ VALVE CLOSETS. 



PATENT •'TSAPMB8" VALVE WATER CLOSET. 
v.„„ umnwa. >«> «. «« «« “* 


No ."21 w. 


. . ••• Ctl - 
With white basin ••• . 

With printed basin .. *" 

Wltl Mkl blM Mb M “» l b ~“ d “ b ” d 

cut-glass handlo 


£3 8 
4 4 


With enamelled tain M 

.v Jj.li. nml amber, ontgtaB w .Tory l.nndle, ea. 


EXTRAS. 

If in on, piece of n.ttW»».rn, »«*> ™»‘U.«»g PT" ^ ^ 

for fixing on soil pipo abovo floor lino. 

Jennings’ improved patent arrangement for prevention of ^ ^ 

waste . . 


ROCHESTER ROW.' WESTMINSTER. S.W. 
















T. & W. FARMILOE, 


lb 



With whito basins and opal bandies ... iti 0{l 
With blue or marbled bnniiis, with ebony handle* ... 

With blue or .white and gilt basins amber, cnt-gloss, or 
ivory handles, complete ... .• ... ea 


£3 1] 6 

4 8 3 

5 10 3 


EXTRA. 

Patent water waste preventing arrangement . df!l 6 a 


Hydraulic Drawn Lead' Bends and Traps are recommended for uso in 
connection with nil Valve Closets. 

ROCHESTER ROW, WESTMINSTER, S.W. 


T\ & W. FARMILOE, 


19 


J. TYLOR & SONS’ PATENT VALVE CLOSETS. 



No. 23 w. 

CLEAR-WAY VALVE CLOSET. 

Whitocliinn tain, „M. 

each action of closet—brass collar, para ‘ q £4 4 6 

action pull, adjustable b\w»s sunk dish ea, *•> - 

5 40 406 

Ditto, handsome pattern basin ... ••• ” 

Ditto, plated mountings,.white basin, silvered ^ g Q 4116 

gloss bottom plate ... •" 


0 . 


EXTRAS. 

1* in. valve (required if cistern is less than . 

10 ft. above closet) — 

H im do. ; do., 4 ft. above closet ... 0 5 

I.TylorJt Sons'pntont“WaHte-not ,, .Valvc,lin. 0 3 6 

Do. do. do. 11 in. 0 5 .6 

Do. do. do. . 11 in. 0 It) 


It ntn.mi *' 1 >'y 


£0 

0 


n /,A.ircTi?R now. WESTMINSTER, S.\ 


















T. & W. FARMILQE. 



& SONS’ PATENT VALVE CLOSETS. 


No. 24 tt. 


OLKA It-WAY VALVE CLOSET. 


»- |#UU, HUjUHlU 

Hunk dish and white china basin 
Do., Jiftndrtotno patton» basin 
Do., plated monntingii, whito chin 
ailvoi-od glass bottom ]»lato 
Do., handsome pattern basin 


china basin ... 
Do., bluo basin .. 

Box onamullod inaido 


extras. 


,,, ,, , 1 11 js mss 

10 ft. abovo closet) ... 

Hi". do. ' do., 4 ft, above closet 


With 1 h,. potoot With l.nror.J 
reruUtof Uttar- loror on ahndutl 
Sn*h »«1 t« for wort in* w «7. 

owUr wat prorontln* obtain* 

1 brass 

on. £4 10 

6 

£8 12 0 

m 4 12 

6 

8 14 0 

basin, 

ea. 4 .17 

6 

4 0 0 

„ 5 0 

0 

+ 2 6 

1 white 

00. 2 17 

6 

2 0 0 

„ 2 19 

0 

2 10 

!. 


If atompod hr 
Now Hirer Co. 

... £0 6 

C 

_ 

1 than 

... 0 2 

0 

— 

... 0 5 

0 

_ 


do. 

do. 


l\ in.. 


£0 5 
0 9 


ROCHESTER ROW. WESTMINSTER, S W. 


T. & W. FARMILOE, 
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J. TYLOR & SONS’ VALVE CLOoETS. 

TRAPPED above floor. 



No. 25 w. 


With I to.jwt*»t With ln >P, r0 ’®f . 
Dftlvpnixed or load rovowiblc trap, weir over- tor worti-w 

flow to basin-noshed each action of pn^nt,^ c.utn. 

olosot—braes collar, parallel action pull, 
adjustable brass sunk dish, and white 

cbi„.b»i» - . «•**“ C 

Do, han<t«omo patten basin ... » 5 13 8 

Do., plated mountings, white basin, silvered 

glass bottom plftto - «*' 5 18 6 

Do., handsome pattern basin. *> 6 0 0 

EXTRAS. 

H in. valvo (required if cistern is less than ^ 

10 ft. above closot) . ... 

l\ Do. do. do. * ft- d °- 0 * 0 

J. Tylor A Sons’ patent wastc-not valvo, lin. 0 3 « 

1} in. 0 5 6 
Hin. 0 10 6 


£1 M 6 

4 16 6 


5 1 0 
5 3 0 


.CO 5 6 
0 9 6 


ROCHESTER ROW. WESTMINSTER. S.W. 
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T. & W. FARMILOE, 



J. TYLOR & SONS’ VALVE CLOSETS. 

TRAPPED ABOVE FLOOR. 


tt. jKxtcut With 4 t4jpror<x 


Brass dunk dish and white basin -witli oycr- 


flow, iron collar and ordinary pal! up.cn. 

£4 

1 

0 

£3 • 3 <; 

Do., handsome pattern basin ... „ 

Do., plated mountings, white basin, china 

4 

2 

6 

a s D 

bottom plate ... . civ. 

4 

4 

. 0 • 

3 C 6 

Do., handsome piUtorn basin ... 

4 

6 

6 

3 9 0 

EXTRAS. 




Matampod by 

t \ in. valve (required if cistern is less than 




N«w Htrnr Co. 

10 ft. above closet) 

£0 

2 

0 

_ 

IS i». do. do. do. 4 ft. do. 

0 

5 

0 

— 

.1. T.ylor <t Sons’ patent was'te-not valve, 1 in. 

0 

3 

6 

£0 ft 8 

„ Hin. 

0 

5 

6 

0 4) 8 


1| in. 0 ip 6 


ROCHESTER ROW, WESTMINSTER, S.W- 
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DOULTON’S VALVE CLOSE IS. 

THE “LAMBETH." 


supply vaWc 

extras. 

Handsomely ornamented “ Doulton ware 
dish and handle... 

1$ in. regulating supply valv 
Blue basin..; 

Fancy basin 

White and gold basin 
1 


u. waste preventing valve, extra to 





















21 
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DOULTON’S VALVE CLOSETS. 

THE LAMBETH »T HAPLESS." 


No. 29 w. 

13 


With whito basin, flashing rim, " Doulton waro ” Bunk 
diah and handle, and “Doulton’s" 1 in. regulating 
supply valvo ... . ca. £4 8 0 


EXTRAS. 


Handsomely ornamented •* Doulton waro ” dish and handle £0 2 

Blue or marblod basin.. . 

. 0 4 

Fancy ... . 

. 0 9 

Gold linod . 

. 0 13 

Handsome scroll. 

... ... 1 16 

1} in. regulating supply Valve (for low pressures) 

.. 0 3 

tor pressures under 10 feet head of tealer, the 1| in 

. valve must be wed. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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DOULTON'S VALVE CLOSE IS. 

WITHOUT TRAP. 



... 


E!tTRAS ' , , S „.».w. 

If with 1} in. regulating supply valv0 ' t0 » 

U do. do - d ° - „ 

;; Handsomely onW n.cd " Doulton waro 
H nnk dish and handle 
„ Blttoboam ... , ••• 

,, Fancy Basin ... 

„ White and geld basin ••• _ 



£0 3 « 
0 16 « 

0^2 « 
0^4 0 
0 6 3 

Oil o 


ROCHESTER SOW, WESTMINSTER. S.W. 
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T. & W. FARMILOE. 


PEARSON’S PATENT “TWIN BASIN” 
TRAPLESS VALVE CLOSET. 



IN ONE PIECE OP 
EARTHENWARE. 


No. 32 w' 

(Form B.) 

In white earthenwave, 
ivith fittings, ea. £5 5 (»• 


No. 33 w.' 
■(Form C.) 
white oarthonwnre, 
with fittings for re. 
plncihg old closets 

ca. £4 4 o 


Blue printed basin ... EXTRAS. 

Handsome gold printed Win. 


ROCHESTER ROW. WESTMINSTER, S.W. . 
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SHIP CLOSET ON IRON FRAME. 


No. 34 w. 

^'th ground vnlvo, nni round way cock, with nnfons, 

Attain covered with copper . pft - 

wood framo witii elastic vnlvo ••• ••• ” 



NO. 36 W. 

D QWnton’s ship closet for fixing below waterline ... «&• £1111 0 


DOWNTON’S SHIP CLOSET FOR FIXING 
BELOW- WATER LINE. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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No. 36W. With Bellows Regulator. No 37 W. With BraBs Regulator. 


BEST QUALITY PAN CLOSET. 


With l in. supply valve, brass or bellows regulator, sunk 


dish, white basin, complete 

. ea. £1 15 

0 

Second QuaIitt ditto ... . 

... ... „ 1 10 

0 

Third Quality 1 ditto. 

. „ 1 4 

0 

If with oopper bellows regulator 

retire 0 3 

0 


UNDEBIIAY’S MAKE, 

wrrn brass regulator, } iir. valve, sunk dish, white basin. 

NO. 3Sw. Babt Q&amtt . ea. £2 16 3 

„ Second Qoalitt. ... ., 2 18 0 

M Third Qjcautt ... . „ 2 8 6 


EXTRAS. 

Blue basin 
Fancy but in, Ivy loaf 

1 in. valve. 

1} >n. „ ... 


PAN CLOSETS. 


ROCHESTER ROW. WESTMINSTER, S.W. 


T & W. FARMILOE. 
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No. 39 w. 


No. 40 w. 


No.SDw. Best QcaUTY Pan Closet, white basin, with 

sitnk dish, round valve, ball lever, two ^ 

crank* and copper wire complete ... in. 0 

, A 1 0 0 

Second Quality do. do. 

, 0 17 6 

Third Quamtv do. no. . 

EXTRAS 

Bine basin 

Fancy ditto, Ivy leaf ••• 

PAN CLOSET. 

No. 40 w. With Howard’s pateut water regulator, sunk 

diBb, white basin . en “ 

No. 41 w. Ditto, with Lambert’s waste^reventing valve 
attached . ca ‘ 


£0 10 
0 2 0 


2 10 0 


EXTRA. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE’S 
PATENT “WASH-TRAP” CL'OSET. 


No. 42 w. 

For jtt*icc» *oc papc 31. 

Duploxicoa water wasto preventers to work witij tLis -loset/sec page 101. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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T. & W. FARMILOE’S 
PATENT “WASH-TRAP" CLOSET. 

advantages. 

I- A perfect flesh to cleanse tho basin. .... 

U. An independent fluah that nets directly on tho Sisin 

.but pure wator. 

HI. Silent in action. 

'v. - ‘ ^ “ a 

VI. ..a MOMrny wlthwt toertorinff 

Vfith tho closet. 

VII. Tho trap is always scaled. , . j 

, In all olosots at present in use. a portion of the w.trf.that has boon used 
Hushing tho bnnin is loft in tho trap, which obviously cannot bo olca . 

In tbe Westminster Wash-Trap Clouet tho 
whole of tho soiled water passes away, and 
only clean water la left in the trap, a groat 
improvement upon tho old systom. 

Til* Action or tnt Westminister Wash- 
Taxr Closet Aim Oimskn iu an vollotvh:— 
Whon tho handlo of tho cistern is pnlled, 
tho waste-preventing valve in open and starts 
tho syphon, which convoys two gallons of 
water to cleanse tho basin, and ono gallon to 
Hush and wash tho trap, both otroatns 
mooting at the. top of tho trap, thus giving 
„ velocity of flush that carries all boforo it. 
Wa jo „ at tho same timo leaving sufficient water In 

Beetion , .V » , Yl ‘ « a the olosot to Ml tho hollow of the basm and 

neetlonol tbs Wwiniltutur'Wssh-Trar 

Closet, shoabit hew the str«i». meet. ■*»' tho tr *P- 



PBICF.S. 

No. 42 w.—P*DKNTAt Westminster Wash-That Closet— 

Cano out and white in . 

All white • . 

Bine dahlia out and white iu - . 

Blue Florentine out and white in ... . 

Brown Florentine <5n ivory and white in‘. 

No. 48 vr.— Westminster Wash-Trap Closet— 

All white ... . 

White out and blue iu 
White out and flown in 
Blue dahlia out and while in 
.Bluo dahlia in and out 
VYeathhuteh Duplex icon Cistern... 


£1 12 < 
lib 1 
2 18 1 
2 18 


ROCHESTER ROW, WESTMINSTER, S.W. 






























T. A W. FARMILOE* 


T. & W. FARMILOE’S “GUINEA” CLOSET. 

(COMPLETE.) 



No. 44 w. 


Cane and white Westminster Tidy Closet, extra strong, 

■with S or P trap ( as drawing) . 

Mahogany hinged scat . 

Pair of seat brackets . 

All white 'do. do. do. 

Blue inside. . _ w tra 

Closet, in one piece of cano and white earthenware ... ’ 
Mahogany hinged scat .,. 

Pair of seat brackets . 

All white do. do. do. do. 


Complete. 
£1 10 

1 4 0 
0 1 0 

1 7 6 

1 0 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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THE "PREMIER" VENTI 


No. 

This is almost the simplest kind of outlet Ventilator that oan be rondo, 
the oost is small. It is, however, thoroughly offeotive in koCping 
^in, and tho natural np current, if not accolorated, is at least not 
«w it is in many kinds of ventilators. Any tendency to down- 
,0 * may be obviatod by tho insertion of a disc, worked by a cord. Iho 
.^htirttion of the cone may, of course, be varied to suit the building, snd 
“ ,c curtain may be either, perforated or solid. In larger sires Beveral 
l,l £* may bo introduced in the conical cap. 


Di »n>et«r of 
Tobo. 

Diameter of 
Oartain. 

Zinc. 

Stool, 

Galvanised aftor 
Manufacture. 

Japanned, 
Plain Oolonr. 

3 in. 

5 in. 

£ i. d. 

0 3 0 

£ s. d. 

0 3 3 

£ ». d. 

0 4 0 

8|„ 

G „ 

0 3 3 

0 3 6 

0 4 6 

4 „ 

7 

0 3 6 

0 3 9 

0 5 0 

6 , 

10 „ 

0 5 0 

0 5.6 

0 7 0 

8 

14 „ 

0 7 0 

0 7 6 

0 9 6 

10 ’ 

16 

0 10 0 

0 10 6 

0 13 6 

i2 ; 

18 „ 

0 13 6 

0 14 0 

0 17 6 

U 

21 „ 

0 18 6 

0 19 0 

1 3 0 

1G 

24 „ 

1 6 0 

1 G 6 

1 11 6 

18 , 

27 

1116 

1 12 0 

1 17 6 

»:: 

1 30 ,. 

2 12 0 

2 12 0 

2 18 6 


rtO&HE&T&R ROW. WEs* tdiWSTErt. S.Vf. 























T. & W. FARMILOE, 


T. & W. FARMILOE, 


BOYLE A SON’S LATEST IMPROVED 

AIR-PUMP SOIL PIPE VENTILATO 

(PATENT.) 

Made of strong galvanized iron, and painted wit* 


i. diamoter 


No. 534-w. 


enamel paint. 

... 2 to 24 in. pipes 

• 3 to 3* „ „ 

... 3} to 4 „ „ 

... 4- to 4j „ „ 


ca. £0 M 

,, 1 o 

I 6 

„ .1 10 


i. diamoter 


enamel paint. 

3 to 3$ iu. pipe, ea. £1 )6 

3i to 4 „ „ „ 2 3 

4 to 5 „ lf n 2 11 


BOYLE A SON’S LATEST IMPROVED 

Ve RTICAL current exhaust ventilators. 

(patent.) 


No. M8w. 




BOYLE A SON’S LATEST IMPROVED 

DOU BLE-ACT ION SOIL Plf 

VENTILATOR, (patent.) c — ocugon. 

Made of strong galvanised iron and paintod i jjjjtilatoiITwbS^rdeSinaiuR current o P f external a 

to create an up-draught, owing to the arrangement of 
i. If in 3 Plates; which are placed horizontally instead of vertically, as 
‘ ‘** ordinary form of air pump ventilator. These ventilators 


Double action 
Soil Pipe Ventilator. 

No. 535 w. 


b? bST on £ &T or buildings surrounded by higher 
when it is not fonnd convenient to carry up » shaft to the top 
7«*e higl.cr building. They have boen fonnd to answer very well in 
: h ’» Position, but of course they are not so powerful m proportion as the 
Purr, p ventilator freely exposed to the action of the wmd.^nd are 


In ordemg it i„ necessary u> state diameter o< rocot?moid’e d ^^sofuT’nubstitriin such oases where it is 

head of ventilator; also of pipo. ' 0t <»nvonieut to nao the air pump ventilator. Circular or octagon. 


: 12 ’ 

^’ n - diamoter. gal<rani*ed i 



BOYLE A 80N’S 

SOIL PIPE VENTILATOR, (paten r J 


16 " 
18 '* 
20 " 


Made of strong galvanised iron, ancf panted .withI 

enamel point. 36 

42 

in. pipe .. ea. £0 18 i 48 


pipe ... oa. £0 10 


0 12 9 

0 18 3 


i o ; 5 * „ 

1 4 : ^Ntvi. 


>n, painted 4 to 6 

44 to 7 ■ 

5 to S , 

6 to 9 , 

7 to 10 , 

8 to 12 , 

9 to 13 , 
10 to US 
12(o 18 
14 to 21 
16 to 24 
18 to 27 


. £1 18 

2 5 

3 8 

4 4 

5 0 

6 12 

, 7 16 

9 12 
, 12 6 
. 15 6 
, 19 l 

. 23 14 


mg it ia noccatary t 


■tata Uiameur of !.«»d of roptilator, and also ot pipe. 


ROCHESTER ROW, WESTMINSTER, 8.W. 


ROCHESTER ROW. WESTMINSTER, 6.W. 
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FARMILOE. 
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BOYLE k SON’S PATENT LATEST IMPROVE 0 P O YLK & SONS’ PATENT"C C ” VENTILATOR. 
SELF-ACTING AIR PUMP VENTILATORS. M ad<i of strong galvanic iron and painted. 




rig. 2. 

GALVANIZED IKON—PAINTED. 


diatn,, * to fi in, plpo 


Kig. 2. 


*V. I E. 


^ ''milnlorB itro a 
^«om,„ n 7 blli W»n K « and 

° f "a 

lo ’nuny mors 


ndnpUitinn of tho 


The Ventilators can bo specially made with square round or 
octagon bases, for fitting into turrets, Ac., without extra charge 
In ordering, it is necessary to state Diameter of Head of VmiUTOR. ! 
and also of pipe, 

•* i 

•. T £ii‘S'.toI;Si h|,H " erttc “I’ “ d '*•«* « : 


Fig. a e. 

Ornamental. 


ROCHESTER ROW, WESTMINSTER, S.W. 


Rochester row, Westminster, s.w. 
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BOYLE & SON’S LATEST 



IMPROVED PATENT RIDGE VENTILATORS- 


Noh. 641 w. mid 648 w. am plain and oniamont»> 
doaifcna of ridgo ventilator.!, conainting, lika th* 
concealed roof mutilator (No. 54flvr.), of o»* 
Motion of tho Intent improved air pump ventilator; 
placod horitor tally along tho ridge. Thet* 
ventilator* ur» viiry .nttublo for tho Ventilation 
of public work*, railway elution*, ewimtuma both*- : 
wnahbouee*, form building*, & c . 

They are made in four different eitea, each fit* 
being charged according to diameter, at *o much 
)<*r foot run. 

Modo of *trong galvanixod Iron, painted. 1 



No. 642 w. 

... per foot run 


No. 64J w. 

... per foot run 


No. 642 w 



HOYI-K ARSON’S LATEST rMPROVED PATENT 

CONCEALED ROOF VENTILATOR. 


No. 54ft n . 


Concealed 
18 iu. diem., wblih 


Ma-1# of atrouR galvanlxed Iron, painted. 

Th# ooucealod roof von Lila tor oporataa bf the action 
of the wiu,d paaatug in atunmlde, over the central il.u. 
and out at Ilia olhur aide. In lta paaiuue It draw# th# 
vitiated air outof tho building through the aht*. It ta 
free Irmn down draught, and Imperrioua to rata or anow. 
It con bocouatrueted toault either open or cedod roofe. 
Tl-.la ventilator h rccommouded oa being tho inott 
powerful, reliable, obeaMit, and aofeet to uae of any 
of lie claim. It non tu irndo any elan to auit all 
Itinde of bulldlnr*, eetimatea for the ventilation of 
whleli may be had on application, by atntln* alio anil 
conetructlon of aame, dwictiptlon of building, ar.d how 
many people they accommodate. With tbla and all 
other extracting veutliatora, aue jmt* proWelon ajnat 
be made for the admlaaion of freeh olr to can art 
eSectlre aotion. 


T. A W. FARMILOE, 




KERSHAW’S 

PNEUMATIC VENTILATOR 

(FOR SEWERS AND SOIL PIPES) 

I* a moat powerful and cheap ventilator. 

Tho vertical defioctor* nre ao arranged thut whatever 
the forco or diroction of tho broom, a »trong and oontinhoui 
up-current if induced in tho soil pipo. Any accumulation 
of nowur goo i« therefore impo*«ibIe. 

It in automatic and conet ant iu action, and being entirely 
freo from moving part* it oiinnnt fail to operate, neither 
do«« it require attention of auy kind; it i« uffleient iu all 
wind* ur.d weathers, thoroughly watorproof, and quite Ireo 
from down draught*. 

Mado cf atrong galvanixed iron, rivotted throughout, 
and enamul painted. 

£0 U •• 
0 18 1 
0 19 9 


id. in diam. for 2 ti 
21 . 

! ; 

* , 

j 3 iu. pipo 

. * i> 

, *i 
. 6 
, 6 


. „ .. *» - 

, 7 „ 


. 6 , 

7» 


1 „ „ 0 , 

, 0 



. 10» „ 



No. 6*4 w 


In ordering it Iv neceatary to aUte diameter of b 
ventilator, and diameter of pipq 


Kk RSHAW*S PATENT PNEUMATIC COWL 

(FOR SEWERS AND SOIL PIPES), 


"oft Ufa Cow!, 


N*. 646 w 


Formed on the model of Kuraha-v’w patent j 
ohimuov owl, ii a ohnapor form of ventilator, and will 
be found a convenient substitute for the pneumatic 
ventilator where oo»t in of the first importance. 

a fixed appliaooe, having no moving puU , it iwqutree 
no attention of any kind, and i* telf-actis*. 

Mado of golvauixed iron, vivettod throughout, and 
enamel painted. 


5 in. pipe 






...rv-vUlMCTPO A.Uf. 
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'9 PATTTMT it HOWORTH'S 

a railfll AHOHIMEDEAH AND RADIAL SCREW VENTILATORS. 


vneumaiio ventilator oonirf.t. of t* 
concontrla riuie of doDrolorn or plates, with oponl’ In 4 
•nntiKcjl vertically. Tbo opcuiog. Ineachrim«?opj>£ 
11)0 deflector. In tbo noit innnr or outer rim the r# 
being, whutom th- direction of tbo wind, it ps.Uthr^ 
tb« vontlletor without being sblo to outer Ihn osO® 
I'bjft. nod In passing producoo a Partial noatim no 
pduo n. i strong Uf_Co»B»i<T In the upcast »b.“t. t 
lljlitcnt I>r«.z« 1. sufficient to coum) an ap-ourrcnt, * 
tboro lx no down-draught. iruurrvu., 

To% o*r r Tunot.'. !Iy for ,B Vcntll»‘ f 

To Fa un VjtrTiiATOK.-rramoa wood basa on ridf 
roo/, ft*wh nmo with or ttoo, to tnnko *11 wAts-rUi* 
VcntiUtor oror top of b*.i, nncl „*curj ^ 

vo1^dM." r0n,r enamel points 

With Sonare, OctegOt* 


N A "’^tentMf. M u 0[r AdVANTAOE* Of THE VENTILATOR*. 

’•nS?i' ,i '« n «o r »)w X—By the motion of tho Bcrown a continuous up-ourrent is 
lt K*eod worV, ,,n ' 5 " producod, by wliloh moan* hot vitiated tor, steam or dust is 
romovod from tho room. _ 

2. —Tho screws producing a continuous np-ourrent, prevent 
the admission of colder or dust down the Tontiiator oonse^ 
quontly no down draughts are felt, whtoh are so injurious to 
health ana uncomfortable to lit under. 

3. —Tho working arrangements are ro sensitive that the least 
wind will cause the ventilator to rovolvo, producing a chaugo of 
atmosphere in tho room in nil weathers. , 

4 —By preventing the admission of ooid air nt tfio toy of th 1 
room, tho hot vitiated air is got freely awny, and the tyFW™ 
Sensually felt attho bottom ot tho room i. entirely obv.at^, 
and a comfortable andrefreshing atmosphere suhstltutod. if 
cold air ie admitted at the lop of a room throng th«coilingOT 
windows, the hot air will descend and fall to j bottom of the 
room to bo breathed over again, which is verv ln 5“ r ^"!: , 
should be borne in mind that hot n r is light, and ascend, freely 
to tho top of tho room ; but if cold air meets it in it* flight 
upwards, it is forced down again, consequently vontilntion is 

"^Anyum'thmi'hAviug n tendency to send back or rot “J' n 
air into au apartment is pernicious in P n "P 
sending of frcr.li air into a room from the oo ling, mixed wiUi 
tho produots of rospirotion, is injurious to health. 

pointed stone colour, with square bottom,, so as to lit outside 
sq^aw wooden base, or with plain round bottom to fit on ronnd 
tubes. 


W’S PATENT ! 
AND AIR DIFFUSE^ 

JR,’!*? 1 T' , L ,r ? 5" ot * n, rodneed for *?, 
mining anil diffusing fre.h air without 4taught., 
consist, of a tube consorting the outelde and lnsli*' 
of the awittyout to 1>« rontiiatW, and rising .artleS? 

SPat^h^ 

nt will. With tho patent 1‘noumatio Ventilator afflO* 1 
pc-feet .J.tom of ventilation is obUtned. Arrant 
m.ut. can be Introduced In thcee inlets for pori/Tl«< 
lb. sir at a slight luttra charge. A deflector Is 
sgalnut tho wall at lere! of diffaser, to present lnoomitf 
current from depositing duat, Ac., and Ihn. rnarkiri 




and enamel paintsd in tf* 


Krtpa advantages of the radial screw ventilator .-Hhonld the 
ventilator from any cause become fired, it dooanot, 
Archimedean, become useless, as the Axed cone comes into 
action, producing a up-current ns powerful os many llsed 
ventilators. 

When ordering it is necessary to st*., if oh round or squaie 
b:i*o ** well M quoting number._ . ^ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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THE '• VORTEX" VENTILATOR. 


No. 551 w. 

** .. pip- 

additional ^ fl™ ^ L ' n ° Ugh 40 th ° lar * e W without 
“** ° T ' 14 tbm ' f0 ™* P^cipaltj u«od in the 
smaller sites for drain pipes Ac ’ 7 

*>. HI W.-WHI , nd cu „. in lkii 

5KS? •“ ~ 

! i ;; : »- 

r w ' i3/ m/ 2o/ * <5/ 907 iw/ is °/ 

__^ 16/ 18/ ,23/ 30/ 50/ 100/ 155/ 200/ 240/ .. 

ROCHESTER ROW. WESTMINSTER. S W~ 


T. & W. FARMILOE, 
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THE •• VORTEX” VENTILATOR, WITH DUST 
EXCLUDER. 



The above scctionul viow shows an arrangement, specially suitable 
H*’ city buildings, for keeping out blacks and dust (white at the a»m< 
t|,n ® it tend* to break the fm-ce of suddon gust* of wind) without inter 
hiring with the freo exit of heated or foul air. 

This is effeefod by tho introduction of a finely perforated drum or 
binder of nearly the same diameter as tho pipe, and extending fron 
^ttom to top of the ventilator. The area of the cylinder is many timei 
skater than that of the section of tho pipe, so that t here is plenty o; 
r °°«n for the air to escape, even though the perforation be very fine. 

As nothing can enter from without, except through tho perforated 
<lru tn, blacks and dust are excluded. 

diameter of pipe ... 2 3 V 6 9 12 15 18 21 in. 

tyiameterof ventilator 4 li 8 12 18 24 30 36 » 

No, 552W.—Enamelled, 14/3 16/9 22/6 28/50/ !'7/6 150/ 104/239/«.. 

No. 558 nr.- With i iQ/3 iy/9 25/6 33/ 55/ 107/6 165/ 214/ 259/ „ 

square base y 1 


ROCHESTER ROW, WESTMINSTER, S.W. 




























X 

rif«. 

11 nr Sic. 
OrMj»«nUI 
YeatUator. 

FI*.*. 

Dormer 

Ventilator. 

£ «. a. 

3 10 0 

4 10 9 

3 10 9 

8 2 0 

8 11 8 

11 0 6 
13 1 8 

I f. d. 

.4 0 0 
£ 14 9 

7 18 0 

1) U 8 

II 9 6 
18 14 3 
1C 6 0 

^essscs •» 

! 1 1 


No. 655 vr. 

PATENT SCREW REGULATOR, 
For actuating valves, with finger and p'< 
registering position, open to olosed, 

£1 5 6 to £1 18 3 


T. & W. FARM1LOE. 


No, 56# w. 


No. 657 w. 


tu fc^v-a—*» *** - ■ 

th* top of the bnilding, Wt protisvon in all oases 
ndraissiou of fresh air into the drains. of 

"» J tend 

*" Mr shaft pieced lower dowo « ’ Tki „ „ Btiu tor i. »0 con- 

l »™.d Wd. <to oppor p.rt of th. to^ ...Jo dowo (reel, 

ducted that by the slightest morion if . , • ont Quito 

" iF int0 th0 thu " W "the downcast ventilator, 

''armless. Where it is impracticable to nso . ^ CODn00led to 

U '° improved open balanced Mica va to in ti-ap should bo 

«* ^ (see page 220). A taring L sewer or 

P’aced in the drain, below the inlet shaft, before enter g 

cesgp„ol. 


Diameter 

of Pipe. 

2 ih. 

21 „ 

3 „ 

3| ,, 


Plaik. 

No. 556 w or 557 W. 
£0 10 » 

0 IS 0 
0 15 6 
0 18 0 
1 1 0 
16 6 


ORiaMSHTAI.. 

No. 566 w or 657 w 
£0 16 9 ea. 
10 6 
1 4 0 

1 7 0 

l 10 0 
1 16 0 


ROCHESTER ROW. WESTMINSTER. S.W. 


VENTILATOR 


WROUGHT STB 
STOUT ZINC 



































& w - farmiloe. 

BUCHAN’S 


T „ T ouuuaN'S 

INDUCED CURRENT FIXED VENTILATOR 



No. 668 w. 

ATIT 

moral O..U., io. 


No. 669 w. 
n '«». ftg.l.' 

*'* 1 - Oriuur.»iiUI; foe olmrohitf, 
cohortlu. Uu.. a- 


No. 660 w. 

Tfiinr 

,„ r •wri'oat flx«I VinHW 

__ sSP * 
Sr*jSs^ 
A is£*&P8$: 



r-———— »«. i» ,i, r .- 

ROCHESTER ROW. VVESTMINStIrTITw 


T. & W. FARMILOE, 



THE “INVINCIBLE" 

SMOKE AND VENTILATING COWL. 

1U Ootvila,, i e » n b „ taken off without uneorowniK nutt, and the *pin 
*"*«** thutaTcow! -opt to the .op. It i. ornamental end durable. 


No. 561 w. 


* tt< Strong 7.ino 

... 17/ ea. | 

... 19/9 | 

.. 23/9 „ 


... 27/ .. | 

1 ” 

•’ ,i „ 

... 29/3 .. ; 

; - *• •• 

.. 38/3 . i 

;» . .. 

... 49/6 .. j 

1 » „ 

... 62/ 1 

3 . 

... 74/3 .. ; 


... 87/9 .. | 


Galvanized iron, rivetted, 25/3 
29/3 


40/6 

44/ 

57/6 

74/3 

92/3 

112/6 

135/ 


ROCHESTER ROW, WESTM1NST ER. 
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T. <fe W. FARMILOE, 


— - 

THE "PIONEER” HEAD. 


Wo can recommend thin hood as a means of preventing do* 
draughts, having successfully treated many of the most stubborn case' 
of smoky chitamoya after numerous other expensive experiments ha* 
failed. 



It will be tedu 
that tho hoad 
stands in a lino 
Ht right angle* 
wiUi tho wind 
whatever quarter 
it may bo blow¬ 
ing from, but in 
tho ovont of a 
variation of wind 
tho head (unlike 
tho Lobster and 
otl>o£. Cowls) of¬ 
fer* no resistance 
to tho „rit 0 f 
smoke, which i* 
blown through 
the opposite out- 
lot. 


It is esteemed 
sensitive; has * 
self-oleansi at 
spindle, and c»* 
bo swept to the; 
top of head. 

With ma.if 
other advantags* 
peculiar to itself - 
our 

"UNIFORM " 
sorows arc as 
ooSy, simple (ih<J 
socuro method of 
fastening, and are 
attached to all 
galvanised iron 
cowl* and flues, 
saving the old 
system of solder- j 
ing or binding on. j 


No. 662 w. 


Strong Zinc. 

With base to fit inside 9 in. diam. or outside 10 in. diam. pot 
” » •* „ 11 in. 

CfAbViKtzKD Iron. 

9 in. diam. inside or 10 in. diam. outside. 


16/ 

20 / 

20 / 


ROCHESTER ROW, WESTMINSTER, S.W. 


T, & W. FARMILOE. 



No. 563 w. 

Stevens’ Erhaust Ventilator Uft hospital*, ships, mum™- 

rskV Vifnann tlA ill ft _—.———“"‘■I ' ‘"'l 


a light breeto os it 

QoWanlted Iron. 1 
( Cod®. 1 

l a gale. 

»ij. 1. 

Bound 

Fig. 2. 

Sqoire 
base. | 

3ii« of 

uranlw, 

laeldo. 

Galvan- 

l..d 

Shaft. 

Painted 
Con*. 1 ' 

2 inTl Oin. 

3 „ 8 „ 

4 „ I 10 

0 „ 12 „ 

8 „ l 10 „ 

10 „ 20 ,, 

12 „ 1 24 

16 ! 27 „ 

IS „ 30 „ 

31 „ 04 „ 

34 „ | 88 „ 

£0 4 3 

0 8 8 

0 8 0 

0 13 9 

1 0 0 

1 10 0 

Tl 

£0 16 8 
12 8 
1.15 0 

2 5 0 

8 2 6 

4 0.0 

5 5 0 

6 0 0 

1 74 in. 

10 „ 

12 „ 

1 16 „ 

, 18 

22 „ 

25 „ 

1 28__„ 

12 in. 
16 ,, 
18 „ 
31- „ 
24 ,. 
30 

24 in. 
27 „ 

30 „ 

84 .. 

40 „ 

43 „ 

1 • — - 

* In ordering tl 

VentiUt.ors the pitch of root mu.the given. 






























ROCHESTER ROW, WESTMINSTER, S.W. 
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STEVENS' DRAWER INLET VENTILATORS 
AND EX HAUST CHIMNEY TOPS. 

inlet ventilator, with iron air brick and 

CLEANSING FRAME, COMPLETE. 

®!Ventilator is a most simple 
mewis of admitting fresh air into churches, fL 
tones hospitals, private dwellings, billiard-rooms, 
&c. Its action needs but little explanation, the air 
Pejorated brick in outer wall i* cleansed 
; T° : th W, glided by cu,wed partitions, 
ls made to take a vertical current towards ceiling, 
« lu 80< j d8 - ,d - 8p ^f ea ifc80lf sa that no draught 
the dr. Thead r* 8B1 L U 0f air h n&dzte* by pulling 
tho drawer out to the extent required, so whan not 
use it can bo pushed back flush with wall, and as 
the front can be papered or coloured to match the 
wall, it ronders it scarcely perooptiblo; or a picture 
may bo placed in front. r 


9 in - X 6 in. . 0U . £o 12 6 

» x 9 '• . 15 0 

9 ” * 12 ... , 0 17 6 

Plate glass and decorated fronts extra. 


EXHAUST CHIMNEY TOPS '(GALVANIZED) 

C'^ney Top, in conjunction 
vutli aa In lot Ventilator, bus seldom failed in onr- 
ing the most obstinate smolty chimnev. It i B con¬ 
structed on tho same principle a s tho ventilator, 
except that the vacuum chamber is not so 

largo m proportion to shaft, « 8 shown above. It 
no revolving or moveable parts to create noise 
get out of order, is os easily fixed as an ordinary 
top and is an architectural ornament; and being 
made with hollow chamber and hollow nan is easilv 
swept. V 


Height. 

Top part .. 2 ft. 3 in. 

14 x 10 case 4 ft. 6 „ 

„ ,. 7 ft. 6 „ 

UxU ,. 10 ft. 


ea. £0 13 9 
„• I 0 0 
„ 1 7 6 

n ‘3 0 0 


T. & W. FARMILOE, 
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BANNER’S VENTILATORS. 



No, i> f>S w . 

0*4ltt»ry SoUtinic. 



Fixed, or routing, fig«. 31 
To fit inside pipes—2i 
r i>i n 


°£r^ O £16 0 HI 10 A 


£2 5 0 


Fixed or routing, flg»- 31 
Todtiueidepipo*—10 

£-1 10 0 £< 

2 in. fixed Until, fig- 33 only 


34 ^- . jo Id in. 

I 0 M o o MO 0 .. ff» ■ 
ls 8 /e .!/ »/• »'»•- 











ROCHESTER ROW. WESTMINSTER. S.W. 




















ROCHESTER ROW. WESTMINSTER. S.W. 


T. & W. FARM 1 LOE. 


IHK “ MONARCH" UP CAST VENTILATORS 


no. 57H iv 


rif. 3.—Plsls Tup. 
f- t. d. 

o n o 

0 13 9 

0 16 o 

o 19 » 

1 8 9 


Octagon top same price oa round top. 

Square bnaon from 7/ extra. 


T. <St W. FARMILOE. 



THE “MONARCH" 

SOIL PIPE VENTILATOR. 




11/9 


16/ 


TALL BOYS WITH “MONARCH” HEAD 

•A 12 ID. 

No. 575 w. 


3 Ul 0 0 £1 «* ° ^ 2 ° 

NoT^tTw. 14 k 9 in. bottom, from 2/ per foot run 


HELLYER’S PATENT 

■ double-cap” ventilator. 


No. 576 w. 


For fixing on the top of ventilating 
pipe.. 

In strong line, P* int0 * 1 ... 

Ditto, in ooppor - . 


V 

o0 


ot tiii 




_Hf 1 


er*. 


tin. 

«1»-! 

3 in. I 

31-». 

4 in. 

3 in. 

7/6 

8/ 1 

H/ol 

j 9/6 

U/ 

16/ 

- 


j 31/ 

(32/6 

35/ 

10/ 



H ELLY EE’S “AIR-INLET” VALVE. 

For fixing to pipe, of the following internal diameter. = 


Vertical oncMod, in gnlvaniwd 

emit iron, with brnn« grating ^ 

nnd mica valvo •• - • * -l ' 


No. 577 w. 


Ditto, ditto, oncanod in »luo, 

>1., v, Ik,. 


ill 


Ouitalde »!«•. 01 

HorUonlaTenc-rf in gnlvwi.nd «*• *»*■• 

I cart iron, with brae* grating and «... «£ ^ 

mica valve __ 


ROCHESTER ROW. WESTMINSTER. S.W. 







































T. & W. FARMILOE, 


mica flap outlet ventilators. 

(BOYLE’S PATENT.) 



Front tlzo. 

Ills 

8x8 

11x7 

11x8 

1 llxl 

110x1 

Mix 2 

0 18^*' 

Box Hizn 

9x3 

6|x0 

1 0 s 6 

0x7i 

9x0 

14xS 

1 I2xll 

910 

Fig. 1.-Plain iron ... 

4/ 

0/ 

6/ 

8/ 

11/ 

15/0 

40/ 

so/' 

Fig. 1.—Painted bronze 

4/4 

6/0 

0/6 

0/9 

11/9 

10/0 

43/ 

04/* 

IFIg, 1—Japanned bronto 

4/9 

7/ 

7/ 

10/0 

12/6 

17/6 

46/ 

07/* 

Fig. 1,— „ whitoandgold 

6/0 

8/ 

8/ 

11/6 

14/ 

19/0 

60/ 

76/ 

Fig. 1.—Galvanized 

«/ 

7/0 

7/6 

11/3 

13/0 

10/8 

40/0 

74/i 

Fig. 8. Pniiitod broozo, braze 
Trout plate . 

7/ 

. 10/ 

10/0 

14/ 

18/ 

26/ 

27, 



Fig. 3.—Japanned bronze, braze 
front plate 

7/9 

11/ 

11/0 

15/6 

19/b 



Fig. 8. „ white and gold, 

braze front plate 

8/8 

12/ 

12/0 

16/6 

21/ 

29/ 



Fig. 3. - Galvanized iron, brass 
front plate . 

8/ 

11/0 

12/0 

16/0 

21/ 

29/ 



Fitted with iron bit (hmias fronla 

• 7/ 

10/ 

10/0 

14/ 

18 

26/ 

9/6 



For covered troya aud volvoz, 
uolzclnzo, extra 

8/ 

, 

4/ 

4/ 

1 

3/ | 

0,0 



Fittod with brazz hit and niisz 

I front, and guldo pulleyz for 
wraz to open and cloze 

16/ 

. 

19/ 

20/ 1 

25/ | 

81/6 

46/ 



•Vise, made Vortical 6xll,7vli and 11 , 

■ 16. 



- J 


ROCHESTER ROW, WESTMINSTER, S.W 
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the introduction ot rresn mi 


The Ventilator is allowed to remain open, (or 
^siderod necessary), and its peculiar construcUondu-ects the inco K 
c arront of fresh air along the coiling, wl *re itiinj b ut 
*° that, in its descent, it will not cause the elightes\ gjg 0 ’ ut let 
^Perceptibly forco the air to the fireplace and to the chimn y, 
v entilator, thus thoroughly ventilating the apartment. 

’"■■eight attached, which can he on tho right oi left 08 deairea 


1, 


Iron—Plain ... 5- 1 
Do. Painted bronze A 4 
Do. Japanned do... * n 

Do..do., white J’-gold 


5, Galvanized—Plain 
Do., white and gold 
8. Do., coloarod to 
match wall* 

3- Do., with bruM 
fror.U and doom 


B X Vi 

B-4 7/6 

B 0 8/ 

E x 1070 


KfO 


~ Made right or left hand. 

Woightu, plain and ooloured ea. Al.dd. B 0,’ V 0 @1 iOjh DO, 2' 

;; hr d r;o W : i\u ISiiW »*■*' - 


No 581W.—ORNAMENTAL AIR BRICKS, 

.. .“• z “■ 1 *' 

Galvanised . ' _____- 


ROCHESTER* ROW. WESTMINSTER, S.W. 
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C R° S SLEY’S 

IMPROVED patent ventilators 

■»>* - 

n , , . Er. Edward Smith. FR 8 

probTom asUT7t^*bf^ \“ 0 to solve this 

aul of specially apnliod artifim’rrf hT,* 0ttn8 > that ,s . without the 
(ollo»i„ K .ppltaoa, thoM J t T1 "’ 


No. 582 w. 

rpi . . * Section. 

iy 1,0 r w *™ assists/-* 

tboro be one), no that the nr.,,. /*# _ . ®J ba contracted (bv the reiriater if 

through the ventilator (hall be In.. tLn ufatof the'SeTa/th 0 * 1 * 81 ' Vrith ^ at 
conjunction with No. «S»t „ Bn in ,„ t ?, tK ° 01:1,81 M lh « ‘°P- Then, in 
vnluublo aid in the ventilation of ordinal 11 mMT C *“ ^ ""* <l8 * V8I 7 

—W ~ 

p-c.-ioixti ,„„ 10/ e; li)>t)i , |li/ , ; ltl ^ . nj M/6e> 





ssi assr* fl ”’ x n "-w-^ftarrjsg 

— R»i>ePfa., W; io lx9i „., 9/6 „ 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


CROSSLEY’S 

improved patent ventilators. 



f 




No. 684 w. 


Thi. hr a filed Louvre Ventilator, Ohio fly intuodod 
.•«« - inlet or 


l 11 

x } *ill act cither ob inlet or outlet 
fo »- IUin K in the partition wall* of room, in 
or aUircaao. aa it keep* up a conatant oiroulatlon of airwithouiu.,pja«an 
“a no aU motion, require, no attention,perfectly noiaoleM, 
•“d cannot get out of ordor. 

Price —101 x4| in., 6/-; 10* X 6* in., 6/-; 10^x9 in., </(3 OR- 




No. 685 n 


Thi. U an improved Louvre Ventilator, eimilar in appoamnoe and oonrtmctlon 
toNo.^.butU provided in addition with moveable louvre. <« 

( *gnlating the aupply of air or for A£»* ^“^fi Mb" 

ventilator is applicable to every kuid of SgJ from the 

M mint or outlet, but x. chiefly . heluht in nn outer wall of a room 

resJLsra si 

*sr ss?S! srJsarJastw^J—*' ** 

No *-^and^tho current, would at time, be rovemod ua the condition, "were 


Prior, including cord and handle, all complete :- 
10* x 4* in., 7/6 ; 10* x 6* in., 9/6 ; 10* X 9 in., 12/ * 


ROCHESTER ROW. WESTMINSTER. S.W. 
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T. & W. FARMILOE, 


'tWMmv't NEW PATENT SELF-ACTING' 
CHIMNEY BREAST OUTLET VENTILATOR. : 

Pot Vaniil.ting Room,, by mo.a, 0 £ the Chiinno, 



Buck View. 

sstfi^nsss 

It does not project from the wall either when open or nhut 

.»ssiirr 

“/ —.«... d«o t, 

” h “* - a ” - -*■ 

1-ooin, thus keeping the atmoaphere of tho room pure. ' ? ^ 

PRICES. 

Without Bran* With Bn** 


Bile. 

10J in. x 5$ in. 

H „ x 9 „ 

8} „ x II „ 

13* „ x Ilf „ 


W*U Opening. 

H in. x 3J in 

12*.. x 6*„ 

7 „ X 9} „ 

H* „ x 10 „ 


Front*. 

11/6 

18/ 

20 / 

22 / 


From 

12/6 

20 / 

22 / 

25/ 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE. 
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No. 588 *. 

6 

Plg.in perforated front 
ventilator. 


Ki TE’S chimney 


BREAST VENTILATORS. 


No, 587_w. 

~ 5a. 

‘‘Solid, front vontilator. 


No . 580 w . 

6b. 

Panel front, inlaid with 
copper wirework. 
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T. & W. FARMILOE, 


KITE’S WALL INLET VENTILATORS. 



Silo of 
Vrntil.tor. 

through 
VoutiJator. 
Supor ln». 

Wall 

V»u« 

tight. 

1 Inlet 

1 In tor. 

tttroog. 

To at i 

JAM 

tight. 

Into air 

Pints. 

Strong. 

G x G 

25 

10/3 

12/9 

«/ 

10/9 

f) X 9 

37t 

15/ 

18/ 

12/ 

15/ 

181 x 9 

60 

21/ 

24/ 

18/ 

21/ 

l2 X 12 

60 

21/ 

24/ 

18/ 

21/ 

.18 x 12 

100 

30/ 

33/ 

24/ 

27/ 



ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 





For 


ARNOTT’S VENTILATORS. 

the discharge of heated find impure air into Hues or air shafts. 


mi 

No. 598 w. 


No. 694 w. 

16x9 in. 
Fig. 5, H/ 

„ 5o, 11/ 

„ 6 . 10 / 

7. 12/ 

,. 8, 28/ 

5/(5 


593 W. Size of Fronts 11 x 8 in. 
vlain i,. on ... Fig. 1, 5/ 

galvanized. *• 1°* 7 > 

’{ai'anued bronso ... - 0/b 

“apannod white and gold ■> , 

“Cass fronts .\ i /G ' 

(hose trellis fronts, extra, 3 / 6 

Moui.of. 0 FiiofffS AKn Iron Tmua. 

^£r™ s ‘r ,F ™““tft - & 

Japanneci bron*© ^ V? '' 

Japanned whit© ft«d gold „ *** ° 

Ifra.«m trellis fronts, extra 4/ 


GOTHIC FRONTS. 


No. 595 W. 

Nos. 595 w. &5%w.— 
Plain iron 
•Japanned bronze 
Japannod white and gold 
Brass fronts ... 


No. 596 w. 
























































T. & W. FARMILOE,. 


(■ Kr- 

10 x 7-In. 

9 x S-in. 

1* 

lot X e.ia. 

in* x lOt-la, 

1* x Mp. 

10 x 14-In. 
.18 x lMn. 

Plain iron 

Japanned bronio 

Do., white and gold 
Galvanixod, plain 

9/ 

11/ 

m 

12/ 

-BO — I 

^l.C co_co j 

16/ 

18/ 

22/ 

20/ 

35/ 

40/ 

40/ 

42/ 


Rocking clout for socuriug cord, 1/ each 
Cord for closing von til a tor, from 2d. par yard. 

ROCHESTER ROW, WESTMINSTER, S.W. 


LOUVRE VENTILATORS (IRON). 

sh« Introduction of fresh air. For 


T. & W. FARMILOE, 


FRESH AIR INLET TUBES. 

(TOBIN’S SYSTEM.) 




No. 599 w. 


No- 600 w. 


with accuracy and without difficulty, whether the ralvo ib snu 
Tubes 5 ft. 6 in. high in two Boolione. 

.s • ..£100 

No. 599ir. — Section C in. * 3 in - ••• i 2 0 


9 „ x4 , 


With PtoxKD Fronts. 
No. ttOO w.— 5 ft. 6 id. Rng, section 7 in. x3 in. 

, 9 „ x4„ 


£13 0 
1 7 6 


Extra for enamelling any plain colour. 

Otter TO «„» or difermt hog*. to order .t TO.y .W «*«■ 


; n r U p 5 TE» ROW. WESTMINSTER, S.W. 
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FRESH-AIR INLET TUBES (Town's Svstem). I 

No. 601 w. 

Tho hnnnoxod drawing shows aaimpl? 
form of Inlet tube without valve, for uV 
Where a Constant supply 0 f fresh air 
required. Tho usual height is 6 ft. 6 to; 
from the floor; a few inches morp or lcs* 
in height does not alter the price. Th* 
most usual size bf the tube is 6 x 3 io> 
and for large buildings 9 x 4 in. 

These sootions can be varied to soil 
special positions, and tho prioos will W 
the same if the quantity of metal is no* 
increased. 

Tube, 5 ft. 0 in. high, 6x3 in., in- 
oluding return into wall of 6 in- 
price 11/. 

Tube, 5 ft. 0 in. high, 9x4 in., in* 
eluding return into wall, price 13/. 


VENTILATING PIPE.' 


PACKED**! 

No. 603 w. 

IJMH no lapping or welding is to bo dcp.ended upon (wftliout 
®*«erlng) for absolutely preventing escape of foul gas m t. 
P^k’o through the pipe, tho only real uso of welding or grooving m 
stiffness to the pipe. This is better done by increasing the 

5*^88 of the metal so that durability as iyoll as stiffness may bo 
-outod Y lli3 ven tilating pipu is well lapped and so strongly soldered 

JV to bo absolutely sound P Each length (8 ft.) is fitted with a 
projecting 4 in., into which the nost length may bo onsily slipped, 
«■ secure joint made by packing. On account of its smooth surface 
"; nd non-liability to rust, KlliC is specially adapted for ventilating 
but it is important that it should bo of sufficient thickness. 


MADE OF STOUT ZINC, 


ORNAMENTAL 


INLET TUBE. 

No. 602 w. 

front, stamped ornament, 
round top,, moulding and ornamont at 
with return for wall. This 
well adapted for 
arawing-room or saloon. 

7 x 3 in. 

EmkoIIwI om> 
donor* tlon. 

oa. 32/0 

.. ' 35/ 

. „ 37/6 

. .. 40 / 

had enamelled in colours. 


2 »U. 

2iin. j 

: 3 in. 

34 in. 

\ in. 

5 in. 

6 in. dhtm. 

«■ d. 

0 4 

*. d. 

0 5 

1 9. d. 

0 6 

s. d. 

0 7. 

a. d. 

0 8 

s. d. 

0 10 

n. d. 

1 0 por ft. 


STOUT ZINC 


ROCHESTER ROW, WESTMINSTER, S.W. 


ROCHESTER ROW, WESTMINSTER, SAV 
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T. & W. FARMILOE, 


the "EMPRESS” SMOKE CURt THE "PEMBRIDGE ” CHIMNEY COWL 


incrkaS 


CREATING 



DRAUGl) 


No. 60J) w. 

l''"- 1 T^°“ 0ri »naky Chimneys.. The tube, 10 in. dia& 
1 h„ basil (with flange for brickwork); U in. by 9 in. Revolving b* 
H> ui. diameter outside fans. Total height, 6 ft. Price £2 Vis 
Bases of different sites, 9 in. by 9 in. or 9 in. by 12 in., <lo„ ci> 
supplied to order at a few hours’ notice. 

If base not supplied, the price is 8/ less. 

Pier. 2.-F°r Kitciieh Chimneys. The tnbe, 12 in. diameter: - 
bnse 14 in by 12 n, Revolving head, 21 in. diameter outside /» 
lotal height, 7 ft. Price, £3 5s.; without baso, 10/ less. 

Pig. 3 .-For Smsu. Chimneys. The tube, 3 in. diameter. P 
14 in. by J in. Diameter of revolving Load, 13 in. outside fans. T 
height, 5 ft. Price, £2 5s.; without baso, 8/ less. 

9 in ° K Fires. Tho tnbe, 6in. diameter. Base, 9 in- 

, " ■ Gmmelcr of revolving head, 12 in. outsido fans. Total hois' 1 
6 ft - Pnw. M 17s. 6d.; without base, 7/6 less. 

p fK; 5 ---For Small Gah Stoves. Total height, 2 ft 6 i 
tube, 4 in. diameter. Price £1 5s. b ’ 



ROCHESTER ROW, WESTMINSTER, S.W. 


Height, 2 fact 4 inches. 

, 'Fho •• Pembridgo” Chimney Cowl, which can also bo used as a 
S® lUtt tor,i. M male that no win* can blow down bo fine or Pipe. 
,,. he cover, which slitrLtly overlaps the concave lip of the chimney-pot, 
J*** nny di«ct or downward action of the wind and the concave 
JPpor ri m 3 0 f the chimney-pot prevents any upward °1 » 

^‘‘‘king against the cover and being deflected into tlio fluo. TJit 
^'cspondfng curves of the lip and cover act aH a guulo m any direction 
J thc wind. There is no mechanism to get out of order or 
Ration, and tho use of these cowls obviates the necessity of nusinp 
110 chimney stacks to corresponding heights. They can be made am 
0,,r in terra cotta and designed to suit any building. Ihcso cowl, 
^.^nse R t the Grand Hotel, Brighton, and many other building- 


e giving great satisfaction 
* n :bnff or rod term cotta... 


ca. £0 14 ,6 


Rochester row, Westminster, s.w. 
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T. & W. FARMILOE’S 


T. & W. FARMILOE’S 


BUTLERS' AND HOUSEMAIDS' SLOP SINK-; BUt LERS’ AND HOUSEMAIDS.' SLOP SINKS 


No. 611 w. 

Oblong slop sink not excooding 3 ft. long- 

In plain Slate with wood dnvinor, and with one or 

two ends ... . 

Ditto in onamelled slato . 

If without wood drainer ... 

All white, slop, hopper and trap 
i-mch hot or oold qnarter-turn cocks with bent 
fermles 

. ••• ••• ea. 

Wood enclosure not included in above price*. 
N.B.—In ordering state whether hopper is required right or 


left h 


No. 612 w. 

No8<6 12w. & 613 w.- 

Sqoare or angular slop sinks, 

| 11 PLin slate . 

| 1 Oll anio)lod slate 

* "f^h brass drainer covor 
^ ^hite, slop, hopper and trap 
" ln - hot or cold quarter-turn cocks, with bent ferrulo ea. 0 7 


6tied with slato drainer. 

... ea. £2 10 0 

3 7 0 
... extra 0 10 C 

. 0 13 0 


ROCHESTER ROW, WESTMINSTER, S.W. ROCHESTER ROW, WESTMINSTER. S.W. 
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*365 


REGISTERED PANTRY SINKS. 


REGISTERED PANTRY SINKS. 





Mo. 616 w. 

*i piece of firoolay, white onam 
aad cold tape, and lift-up waste. 


Brockets as shown with Bink 


. iireoluy sink, in ono piece. 

Registered,pantry smk, with two tinted draining ah 
liroolay, w.hiio enamelled inside find buff-glazed outside 
waste, and supported on brackets. 

Si*o 2 ft. 0 in. x 1 ft. 8 in. x 0 in. j skirtii 

Comploto ... . 

Withont bruckets . 




piece of firactay, while mM 
isw-downi in. •envoi bib taps, 
ind trap 3<» Aa separately. 


iu»i,i C ° mb1 ne.i Hygeift Wsshing-op 

W®w«» buft-glavod outiidoi hot 

P^J^atid oivjt iron bracket. Slop 

U ' Ktl ‘'>t.iuka,ulho^r .. *«■ 


. Fireolay sink, in one piece. 

Registered pantry sink, with two flirted draining shelves 
fireclay, whito enamelled insido and buff-glased omsido 1 ir 
nnd waste, and supported on bracket*. ’ 1 

Sine 2 ft. 6 in. x J ft. 8 in. x 0 in 

Complete. 

Without bruckets ... . 


.hopper 


co >nploto, us sbe 


Width. 

XJsptn j 

61re ot Well. 

Depth Olf 

^kiriloir. 


1 ft. d. in. 

1 „ 8 „ 
a „ o „ 

7 In. 

0 „ 

10 „ 

; 1 ft.Oiin. X 1 ft. 14 in. 

■1 „ 4 „ xl ,vU.„ 

| 1 8 „ x l „ 8i „ 

3i in. 

3i „ 

* „ 

£3 9 9 

6 0 0 

8 d 0 



5 ft. 

Itt.Oln.xlft.lteTjTj Jft_*i«- 

3ft.64n.x8ft/lOto. I 

iJO 9 6 j £.1 l 7 0 

£9 6 0 j 


ROCHESTER ROW, WESTMINSTER, S.W. ROCHESTER ROW. WESTMINSTER. S. 
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IDEAL” COMBINATION FIRECLAY 


SIP* 


STONEWARE. SINKS. 


... No- 618 w. 

rig 1Sink nompJeto, an shown, 48 x2I x 01 in buck 16 in 

Do ' do - 30x21 R ||| r- ’ m , fi ' C!; 

. , , ,. Meaauremont# are ovor all. ” ” 

Abovo include j hot and cold cook. 2 in. fa,* p } ug Md ^ , 
Cham and chain uUv. 

8 ‘ l>al ?Bd°L^ ,8 t 1 r n r,g0 ’ orimu,ontn > front, 0 in 

do ° V ^ floW with « - 21 in, on 

jo. plain front, 0 hu bnok j?i 49x21 " " 

J * ^ 0 . do. (If, Oft K Ol 

do. ornamental front, no back do! 48 x 21 

do. plain front, no°baok do. 48x21 
d< * do. do. Six 21 

PEDESTALS (an shown Gl$>.} 

No. 019 w. 

Pedestal*, with ornamental front*, 20 in. high... 

P ,ai “ - „ ... . 12 ^ 

Earthenware Bracket Soap Troy, .liown on Fig. ], j/3 (n> ’ 


No. fllOw.—Supply Cock*, } in. 

No. «2l w— Plug and Washer, with union, 1 


Bra**. P) ate( 

<3/ 8/6 

7/0 10/6 


ROCHESTER ROW. WESTMINSTER, S.W. 




White Glnsod. inside, 
in. B0 8 4 

„ 0 0 8 

„ 6 10 8 

• 0 W 0 


ordering pi can I tad* if right or left hand if required. 


ili.hu 
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GLAZED YELLOW STONEWARE SINK. 

FOR HOSPITALS,' DISPENSARIES AND OTHER j 


ESTABLISHMENTS. 


No. 624 w. 

Length, 3 ft'. 7 in.; width, 18 in.; depth outside, 7J in. ea . £1 -i 
Length, 3 ft.; width, iSm.: depth outside, 7\ in. 0 18 

Length, 1 ft. 6 in. j width, 14 in.; depth outHido. 7 in. " q 8 

Made with ordinary grating, bnt can be provided with plug * 
retain watei at any required level. 

Other eizen to order. 


GLAZED YELLOW STONEWARE SLOP SINK- 

WITH PROJECTING RIM TO PREVENT SPLASHING. ■ 


GLAZED YELLOW SYPHON TRAPS. 

No.lgOw. FOR STONEWARE SINKS. 


2 inches bore... 

3 . 


15 in. by 13 iu. by 6 in. deep outside... 


ROCHESTER ROW, WESTMINSTER, S.W. 
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•2lx 7 „ 

*18x10 
» 18x10 „ 
x 21x10 „ 


027 w. -OvorOow pattern C. 


FIRECLAY ENAMELLED SINKS. 

No. 628 w. 

gl,OP SINKS (GtASKD Wmitb Ixtits) 

n. outride, 13 In. deep iutido £1 0 

„ 12 „ 1 ^ 
. „ 12 .. 2 1 
VVaeto hole 3iin. Siam. 



No. 62ft w.— HOUSEMAIDS' SINKS. 



1—28 x 18 in. outride,10 in. deop inride o%. j ® 

•• 2—80 x 20 „ 10 •” ” » i 0 

Hi v. ' *2 wfth or Without overflow." Wax to hole 2 in. diem. 

rubh * plu 6 >»4 coupling, and mcVci-p'.ated rtraincr, overflow, # 

Der > etopper aud ohain . - ,f 


Rochester row, Westminster, s.w. 
























T. & W. FARMILOE. 



fireclay .enamelled sinks. 


Fig. a “* KB (a “ vv “'- tab«. 

5 i-Saxlo 1 " 4 «^p »««•... .... «*. L 


4. —36,x2* 

5. -43 x 21 





Fig. 


Xo. 

1. — 20} in. OB 


a.—24 
8.-28 


831 w CORNER KITCHEN SINKS 
»ido, 28* in. on front, 5 in.deop In.ide, 
40 ;; a ;; ' 

Wmu. hole 21 In. 


£18 8 
1 9 0 
1 16 0 



%• 1.-20 


, 3.-24 *17 
. 4.-23x17 
, 6.-80x20 


n«. *8- W. BUTLERS' PANTfiY SINKS. 
^![* in - outtide, 6 In. doep ineido ...• 


,,. . , Weeto hole If in. diom., orerfiow 2 x 1 in 


ROCHESTER ROW, WESTMINSTER, kw. 


WITB PL&.J& FRON- 
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27 L 




* 22 xio ' 
^18 xio " 


No. <>S3 w. 

Whito enemellud inei.!* nod ctno colour outsido 
on. 70/ I 30x20x10 in. »a. 30' j 2**™* 1 ® 

, 48 30 x 18x10 .. „ *7 « *18* * ” 

„ 38 27 x 18 x 10 „ 24/8 24 x 18 x 8 „ 

. Mill I 24 x 2) x 10 „ ..24/0 I 18x16 7t 


,, 20/ 
10/ 

.. 11/0 


Cock Holm. 

Baov i:; in - 

^**2*10 " 1«" 
2,1 x 20 x 10 


100 / 

70/ 

60i0 
41/ 
S2 0 


jo:: i 41/ ft 

16 „ ! 32 6 .30/6 

I yellow k 1 »m<1 ° uUidB ^ hito io,idf)l 

ipctfp ROW. WESTMINi 


20% lfi»' 


11 yellow glued o umon ywu..~ -.. 

ROCHESTER ROW, WESTMINSTER, 
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“CLIFFE VALE" FIRECLAY ENAMELLED SINKS. 


No. HU7 w. 

|ISsssat 

• •• :: i $ s l KI » 

■ 15 „ N# 1 688 ’T—Anglo Sink, an above. 

M . ea.Al * , 

“ 0I, 2 fl mii ” IfOtTSBMAID'B SLOP sinks! 






no. eiu >v 






•*».* 3 a No ' - 

No. 04! BOTTO^iriSiV- * ' 

-- Kllhor »»»IX! cam bo had WiA o^^“AnKolar. ,.am ff ,, Sa..9M 


-. 

ROCHESTER ROW, WESTMINSTER, S.W. 


Whifo enamelled iniide and 
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HELLYER'S SINKS. 



“ WATEILSHOOT"' 


PATENT 


SLOP SINK. 

No. 643 yf‘ 

Ennmolled cast iron 
• patent M Waier-iboot” 

./ »lop aiuk oa. £2 2 

{ if with patont out load 

| anti-1) trap D and 

load Boating 0 «ol- 
j dorod to worn), oxtra 0 10 

“SLOP SINK" COMBINED. 


“Nursery sink" and 


0 


ft 



No. <M4 w. 

"lop ‘in 5 ' with » tron « wl* iw ’ wttro NorMW 
,, "^Jncinding •! in. c.utt load trap, ohort piece of 2 m. lead wasto- 
I, “ unk P ’ ,ig “' J ***? WWhM W r oa £6 M 0 

* ith Un - Bent H.P. .crew-down .apply cook. T or <3, for hot water, oxtra 0 fi 9 

pJ!, „ , „ „ for cold water 

Amw *' ntirting at back, E » o 


ROCHESTER ROW, WESTMINSTER, 8.W. 
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JENNINGS’ IMPROVED PATENT SINKS. 

^ 0r kitchens, sculleries. pantries. artisans’dwellings A genbral purposes. 


HELLYER'S PATENT •‘ANGLE’ 
DRAW-OFF SINK. 


SLOP ANP 


Putent “Angle ” slop and 
draw-off sink, with cop¬ 
per flushing pipe, and 
stop valve E, cold sup. 
ply valve D,and grating 
B, complete ... 0 a. £4 li M 

If with hot water supply 
v &lve, 0, fixed to the 
sink, with elbow pipe 
as shown at F ...extra 0 12 *>’ 1 

If with 4 in. patont cast 
lead anti-D trap *H, 

e*tra . q 7 f 

• This trap i« sout looto for tho plumber 
to fit and fix on tho job. 


No. 6*7 w. 

ian) 10 a ^ ov °i liuod with white pine, forms the best possible butler s 
i ( > sink, for washing plate, china and glass, the breakage due to 
(o . Uso of ordinary sinks being avoided, nnd loss of spoons, Ac. 
ln 8 to a grating carelessly removed and thrown aside), impossible.. 


DIMENSIONS AND PRICKS. 

CAST 1UON. 


G.lr.nUnd F..»n«ll' 

k 16 In. x '8in, doop overall 42/ 08/ 

, » * 0 .„ x 181 „ x 12 „ „ „ ) 

’ 4 i x 181 „ x 8.• \ 

‘ A "gnl»r, 10 in, »ido», 8 in. deop And l in. 

skirting . 87/8 02/6 

6 *°W inotal self-closing or screw-down sink taps, “ 
l in., 8/, and J in., 11/ oa. 


68/ < 


and “ Cold,” 

| in,, off aiiu j ii»., * *■/ w- 

Nor*—Porcolnin Enamelled Sink* only recommended for cold water. 

‘ Lie Sinks, similar to the above, are supplied to tho War Department 
f ° r Hospitals, Barracks, Ac., 8 ft. x 1 ft. 9 in. X 7J in. doop. Price, 
*5 10s 


ROCHESTER ROW, WESTMINSTER, S.W. 


ROCHESTER ROW. WESTMINSTER, S.W. 
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PORCELAIN ENAMELLED CAST TRON 
JAW BOX WITH BRASS PLUG. 


No. 648 w. 

Innldo Mojisurc. 

15 X IS X in. (loop ... 

18 x 18 X 7J „ „ 

21 X IS x 7$ „ „ .. 

24 x!4 x74 „ „ .. 

27 x .14 x 74 „ „ 

30 x 15 x„ „ 

36 x 16, x 8 „ „ 

36 xl8 X8 „ „ 

40 x20 x8 „ „ 

25*xl5JxS .. 

28 x 17 x5* „ „ .. 


on. £0 10 f 

„ 0 17 • 

„ 1 0 o 

„ 1 5 0 

„ 11 0 o 

1 15 0 

2 0 0 

„ 2 10 0 

2 15 0 

.. 14 0 

„ 18 0 


PORCELAIN ENAMELLED CAST-IRON 

CORNER. JAW BOX. 



Inside Moiunre. 

18 x 18x6 in. rleop 


No. 649 w. 


ROCHESTER ROW, WESTMINSTER, S.W. 



No. 650 w. 

;v >th 2 in. Buck Puwe axd with Loose Bell Trap Grate. 


OoUido monimro of Wp. 

24 x 18 x 4 in. deep 
$0x18x4 „ 

36x18x4 
42x20x4 „ 

48 x 20 x 4 , 
60x20x4 ’ 

? 2x20x4 .. 


ca. £0 15 0 
„ 10 0 

. 1 5 o 

_ 1 10 o 

„ }. 15 o 

2 10 0 

3 0 0 



No. 651 w. 

Fitted with Loose Bk(.l Tiup Grate. 
Outside tnciuun? Bl*ck flenge, 

|4x 18x4 in. deep . - Ctt ' 

26x16x4 ... U.. 

g*l»X4 ... li„ . 

30x18x4 . 4-„ ••• 

32x20x4 ;; ... U „ 

36 v 18 x 4 .. \ .. 


£0 15 
0 18 
1 l 
1 0 
1 3 
1 5 


0 

6 

0 

0 

6 


0 


ROCHESTER ROW, WESTMINSTER, SAV. 
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TIP-UP LAVATORIES, CABINETS, & c . 

With walnut, mahogany, rosewood or pitch pine enclosures, and ' 
the following marbles:—W iiit*3 - Sicilian, Veined, Statuary, Parana* 
GritEYH —St, Anuo’s, Dove. Bard ilia. BucKS-Irish, Belgian, R BD ^| 
Rouge Royal and Portuguese Fleurri. Titttow-Sienna. Also St 
Sylvester, Jauue-Lamautine, Mexico Onyx and Serpentine. 

Sutk Lavatories, enamelled or plain, angle, squat*, oblong, a/ 
ranges of tirq or more basins to any shape or size, and to own tem¬ 
plate*. 

It.« ncw«.ar>., is ordering liv.torn top,, to ,]|„ w 3 j ; nch „, b>c i 
“ d 'T 1 “ f b *“" ‘ 1 l ”““ r *«*»> not bo mSeUutlj ,trong («'' 

b “"“ *° *»* iu - TlMP »“■»«. ™>«d or ovnl. In wMto> m „ bw |, 
wlnto with g„,d lino, Cmm Dorb ? , C™„, D.rby nnd gold, nnd „ri J' 
-other patterns. 

Sizes of Tip-up basins and Receivers are as follows, viz 
12, 14, 18 and 18 in. 

Pt.uo Bakins (round or oval) fitted to tho various marble or slato ; 
tops. Slzos, 10 in. to 20 in. 

Eartb.au wore lavatory tope (as shown on pug 08 327 to 343) fitted 
to wood enclosures. 

We are now dispensing with the wood-oed frame in fitting up tho 
receiver of tip-up lavatories, by which meaus (should a receiver bo 
broken) it can bo replaced without removing top or taking out valves, 
thus saving time and expense.' 

A skilled representative sent to take dimensions, Ac, f 9 r 
estimating. 

Prices and all particulars on application 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ROCHESTER ROW, WESTMINSTER. S.W. 


lavatories. 

4 w. FARMII.OE‘8 NEWLY-DESIGNED “ST. STEPHEN’S" LAVATORY. 


No. 652 w 


(Prices, 

R eo page 280.) 
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LAVATORY. 

No. 652 Vi. 

Tho “Si. Stephens" Lavatory Cabinet, as shown on page 279, is 
elegantly constructed j it has nil tho modern improvements. Amongst 
others, its principal features are— 

The soap and brush trays are raised in the centre, and chanuollod 
into the recoivor so that all moisture must drain away, lonving tho 8oap 
, and brush in the dry. A channel is also cut round tho front of lop, 
which prevents any water dripping on to the floor, as all water spilt 
on top muHt run into tho channel, and thonco into recoivor. H is 
provided with a handsome silvorod swan-neck shampoo apparatus, with 
universal joint, by which means it can ho pnt into any position, and 
made to supply hot, cold, or tepid water at the will of the usyr. It 
has |a best polished plate mirror 29 in. square, with bevelled edges 
standing on murblo shelf, making a vory complete pieco of furniture 
for the Arousing-room. 



In polished mahogany or walnut enclosure, St. Anne's 
marble top, with a 16 in “Crown Derby and Gold” 
tip-up basin nnd receiver . ... ,§25 17 g 


The Rbovo can b * had •'» tl»o following murbles-fWiim:) Sicilian 
or Voinod; (Red) Rouge Royal; (pasr) St. Anne's or Dove, at the 
a hovo price. 

ROCHESTER ROW, WESTMINSTER. S.W. 
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T * & W. FARMILOE’S CABINET LAVATORIES. 

Walnut or mahogany enclosures; white or marbled earthenware basins, 
and in various coloured marble tops; with hot and cold plated valveB. 



THE “PHCFNIX.” 
d'ir-ur Basin.) 

No. 653 w. 

Sicilian marble ... ca. £8 8 0 

Veined „ ... „ 8 15 0 

St. Anne’s marble „ 9 10 0 

BougoRoyal „ ... „ 9 10 0 

Dove „ ... ,, 9 10 0 



THE “WARWICK.” 
(Tu’-up Basin.) 

No. 654 v. 


Sicilian marblo ... ea. £8 8 0 
Veined „ ... „ • 9 3 0 

St. Anne’s marble ,, 10 13 0 

Bonge Royal „ ... „ 10 13 0 

Dove „ i< 10 13 0 


Gold-linod basins 
Yellow metal valves 
Plated cold valve only 


Rochester row, Westminster, s.w. 
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T. & W. FA'RMILOE’S CABINET LAVATORIES. 

Walnut or mahogany enclosures; white or marbled oartbonwaro basins, 
and in various colourod marble tops ; with hot and cold plated valves. 





Gold-lined basins 
Yellow metal valves ... 
Plated cold valve only 


THE “GROSVENO It.” 

(Ovaj. Pr.uo Basin.) 

No. 666 vr. 

Sicilian marble ... ca. £8 15 9 'I 

Veined . •„ ... „ 9 3 3 

St. Anno’a marble ,,113 9 
Rouge Royal „ n 11 3 9 

Gove „ „ 11 3 9 

Washer and plug included. 

... extra £0 8 0 

... loss ca. 0 2 9 

„ 0 11 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T &W. FARMILOE’S CABINET LAVATORIES. 


Walnut or mahogany enclosures; white or marbled earthenware basins; 
a ^d in various coloured marble tops; with hot aud cold plated valves. 



THE ‘ABBEY.” 
(Tip-up Basin,) 

No. 657 w. 

Sioilian marblo ...ea.£9 3 0 
Veined „ ... „ 10 13 0 

St. Anno’s marblo „ 11 8 0 

Rougo Royal. „ 11 8 0 

Dovo „ . 11 8 0 



THE “ALBERT.” 
(TIp-up Basin.) 

No. 658 w. 

Sicilian marble ,..ea.£8 15 6 

Veined „ ... „ 9 3 0 

St. Anne’s marblo „ 9 18 0 

Rouge Royal 9 18 0 

Dovo 9 18 0 


Gold-lined basin 
Yellow metal valves ... 
Plated cold valve only 


extra £0 2 0 

less each 0 2 9 
... „ 0 11 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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«60 w. 

Sioilian marble ... oa. £19 11 6 I St. Anno’s marble...ea. £24 1 5 
Veined ,, ... „ 21 1 61 Dove „ ... „ 24 1 6 

Gold lined basins ... oxtra each £0 2 0 

Yellow motal valves ... lees „ 0 2 9 

Rioted oold valyo only ... „ 0 11 0 


ROCHESTER ROW. WESTMINSTER, S.W~ 


T. & W. FARMILOE'S .CABINET LAVATORIES 

Walnut or mahogany enclosures; white or marbled earthenware basieM 
In various coloured tnarblo tops ; with hot and cold plated valves. I 

SN* 


THE “VINCE 


No. 659 v. 

KACM' j 

Sicilian mat bio £17 '» *1 
Veined „ 18 13 

St. Anne’s „ 21 15 M 

Rotate Royal „ 21 15 M 

Dovo „ 21 15 


T. & W. FARMILOE, 28* 


SHANKS’ CABINET LAVATORY. 

THE " LANGTRY." 



lftl Iavator y « fitted with Shanks’ patent sanitary basin (oval, 
8X15$), plated hot, cold, and waste Valves, polished walnut' hr 
a l0 ^ Hu y cabinet, and St. Anno’s marble top. 


IjlttSS 


^he baclc. is fitted witli jewel drawors, tiles, and bovollod plate- 


0 valve acts as the overflow. 


Oo *pleto as , 


ROCHESTER ROW, WESTMINSTER. S.W. 
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This lavatory is fitted with Shanks’ patent sanitary basin (oval > 
19| x 16$); plated hot, cold, and waste valves; polished walnut i 
mahogany cabinet and Sioilian marblo top. 


The baok is fitted with jewel drawers, tiles, and polished plate- j 
glass minor. 

Complete as above ... .. ea. £16 6 ^ | 


SHANKS' PATENT “IMPERIAL” LAVATORY. 



SHANKS' PATENT “CITIZEN” LAVATORY. 


No. 6§8 w. 

878 


Size of table 
Si/.o of basin 


... 27$ x 20 in. 

. 20 „ 


Complete with hot, cold 
and waste fittings, and 
polished walnut or mahogany 
cabinet, 

ea. £9 11 3 


No. Wi4w 

"81 

Si ' / -° of table, 

2*1 x 1$$ in. 
Siz « of basin, 

181 x 11 $ „ 

Com Plote with hot and 
f’^ngs, washer, 
P ,u « and chain, and 
Polished walnut or 
‘Mahogany, 

ea - £5 18 3 



ROCHESTER ROW, WESTMINSTER. S.W. 


Rochester row, Westminster, s.w. 
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SHANKS’ 


LAVATORIES. 


of tabic, 21$ X10 ^ 
of bauin ... 17 h 


Complete with M 1 ' 
cold anil waste litting #1 
walnut c ' 


Cnnnha ^ of * bl \ 1so i - 221 in. Size of baain, 20 in. 

Oomplote wrtb hot, oold and waste fittings, and polished walnut o 


“ I 



MIRROR. 


with lift-np 
new England or 

36 x 24 in. 

£1 ^ 5 0 ea. 


Rochester row. Westminster, s.w. 
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CABINET 


COMPLETE WITH. PATENT STEAMLESS AND NOJSEl 
FITTINGS, HOT, COLD 


m 


No. 6B8w 

"28 



fit arid for corner, in mahogany or American. walnut, and 


CABINET 

c °mpi,e t ^ with patent 
SITTINGS, HOT, 


STAND. 


In pitch pino or aah, with D-shape bowl. 


i !? 9 1 w ‘'~ With tUe back > 

30x22 

27x20 

22x18 in. 

30x22 27x20 22x18 

18xlsH 

| 118 shown ... oft 

| * 0 «70w^ Wit h oarthon- 
at0back ... oa. 

£11 5 0 

9 17 0 

9 4 0 

£916 £7 16 6 £736 

£5 15 

9 19 9 

8 13 8 

7 16 0 

Plated valves, extra 3/6. 


Plated valves, extra 3/6. 



ROCHESTER ROW, WESTMINSTER, S.W. 


R OCHESTER ROW, WESTMINSTER. S.W. H 
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CABINET LAVATORY STAND. 
COMPLETE WITH PATENT STEAMLESS AND NOISE 
FITTINGS, HOT, COLD AND WASTE. 


No. 071 iv. 

“80" 

lit walnut or mahogany with D-ahape bowl. 



30 x 22 in. 

27x20 in. 

22x18 in. 

18x18' 

If with Ash 

£8 7 6 

o 

o 

5 

£6 9 6 

£5 9 1 

Stand ... 

7 19 & 

6 14 0 

6 5 0 

5 5 1 


- 


Plated valves 


... extra, 3/6 


ROCHESTER ROW, WESTMINSTER, S.W. 


LAVATORY WITH CAST IRON STAND. 

ITU D.8fUPK HOWL AND PATENT 8TEAMLE8S AND NOISELESS 
FITTINGS. HOT, COLD AND WASTE. 



No. 672 w. 

1SL 


Va Wo3hield, enamel 


bevel edge 
•cast iron 


18 X 18 in. 
£7 14 Ova. 


T Nickel-plutod taps and waste, 3/6 extra. 

without trap, 4/6 loss. If without shield, 6/- less. 


Rochester row, Westminster, s.w. 
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LAVATORY .WITH CAST-IRON STAND. 

WITH D-flHAFE BOWL AND PATENT 8TEAMLESB AND 

FITTINGS (1I0T, OOLD AND WASTE), AND TKAP SHIELD. 


painted and picked out in colours- 
fine Ivory-ware. 

27x20 80x22 in. 

6 £6 6 0 £7 13 0 c». 


ROCHESTER ROW, WESTMINSTER, S.W. 
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lavatory 


WITH SHOWER. 


No. m w. 


_ 

Sii.o of Basin. 

Site of Bowl. 

Pries. 

with combined hot and-) 
Wton*' 18 :ir ' 1 ' shower, bxttoket- < 

brn« a" or mahogany, and oast ( 

Fa» sr | )ril <A-btii complete J 

fjj 4 .' , ‘ av * t0r y complete, withoutbrnohot-) 

27 x 20 in. 
30 x 22 „ 

37 x «0 „ 

30 x 22 „ 

18 in, 

20 „ 

18 ,, 

20 „ 

141/ 

170/ 

110/ 

135/ 

^ _ No. 675 w. ANGLE LAVATORY, w> above. 


— 

Sixo of Basin. 

Sir.o of Bowl. 

Price. 

141/ 
170/ 
110/ 
135 / 

^ limp,# UnJlitl » nd * h6w '' ;r j 

Priori, I,lvalor y * nd slower, no bruckol- \ 

27 x 20 in. 
30x22 „ 
27x20 „ 
80x20 „ 

17 x 11 in. 
17 x13kH 
17x11 „ 
17 x131 „ 


If with Plated Taps, usoh LaVatory 6/0 extra. 


ROCHESTER ROW, WESTMINSTER, S.W. 









































T. & W. FARM1LOE. 


TWYFOWS COMBINED "ATHENA” LAVATORIES' 


finfah, ©naui® 1 ' 


pollard oak 


I oa* ' 
(ngoldrf 
>aok, 


Hi wd 


tiled book 


(best British p 1 ^. 


•hell and 


towel ml 


Banin, 




T. & W. FARM1LOE, 


Lavatory, 
or in bi 
body, 8, 
with Rold 
2f)/extra. j 
Lavatory, *;j\ 
‘ Ideal” |.<i 

nnd 


and fitting* £ 


With brans truj 


wuato j»ipo 


pl*“ 






(nocock*), \ 0 J 


TWYFORD’S 

COMBINED •‘ATHENA” LAVATORIES. 


Cca 2^« 

tiled book, a 

***■ 

K *saaS££l 


ifAM towoi r*ui. no iw 7 1 ,’v 

• supply ooolr*, 1 In. bna* plug an J nwter »W 

any, light oi 

. paint, Vrepob gttj . 

EITEA8. 




■ Patent overflow, and vranto and «ttlnge and Jewel oup i 
t'lekel.plj.ted , . . 

■With brat* trap and want* pipe; 17/* s plated, SW 

LESS. 


... - "... 

(no oiok.) 


Rochester row, Westminster, s.w 
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TWYFORD’S 

COMBINED “ATHENA” LAVATORIES. 


T. & W. FARMILOE, 


TWYFORD'S 

COMBINED “ATHENA” LAVATORIES. 


EXTRAS. 

Do V i?th y ’< f" b !^ Ivor 7 body, 3/. with gold bands, 29/. 

W ‘ <h ldenl a8 , No e GS2w ’ tt ' K Wa ''° ftml fitlin « a aild cup, 


10 

. 12 /fl 

Pitting*, niokol-pla/ed' ... 

. ... 5/ 

With brass trap aad waste pipe 

• 17/6 plated ... 22/6 

Stand, with towoi rail 

•. ... 5/ 


WtL shell supply (no code*) 10/ Iosb. 


ROCHESTER ROW. WESTMINSTER. S.V 


—i ne above o 


l n |j 7 

In s °° Caf,t ’ ° ne °° &t P B ‘ nt > i'ronch grey . ea. 

In J SCOnd 2 msh, onamollod, two colour* . >• 

H8fc ^"'«h, enamelled, rolieved in gold-, &c. ... ,> 

T EXTRAS. 

Uy^ 17, ttarblod , or in best Ivory body, 3/; with gold band> 
vaU) r y i >vith “Ideal" patent ovorllow, and waste and 
ntv.ngn and jewel cup as No. 082 W. oa. 

^itfc niCkel -P ,at0d .^ .“ - 

g. j ra * 8 h-ap and waste pipe, oa. 17/6; "plated 

withV ith twel raii • 


— wjwci rail. ~ ~ 

11 supply (no cooks), 10/ lees. Lavatory, without bach, 3/6 less. 

Rochester row, Westminster, s.w. 


Comploto as shown.—Including oast iron stand in second 
mish ’ ona ’T? !1 ‘ J(1 ' Ljso colours, with tiled back. White 
lavatory, -0j| x2()J i„. Basin 21x15 in., with two 
. !,s supply cocks, 1 in. brass plug and waslier with 

union, and brass ohain and chain BUy. ea. 

Do., with s!and in beet finish, onumellod, relieved in C old 
walnut, mahogany, light or dark oak, or pollard oak, ea. 
Do., with stand in fine cust, 


t paint, French grey, „ 3 g 0 


ont ^ 0 Rb . sbown > including cost irou stand in fine cast, 
u. . ®° at , paint, French grey. White lavatory with 
Basin, X 15 in., with two brass 
a nil ^ fxX! ' C8 > 1 in. brass plug und washer with union, 
^ a )rftf,a chain and clmin stay. ea. 

’ ®hand in best finish, enamelled, rolieved in gold, 
^ au8 > mahogany, light or dark cak, or pollard oak, ea. 

1 ^ith stand in second finish, onarnellod, two oolonrj ,, 
0, i hron^oj 
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TWYFORD’S COMBINED “ATHENA” LAVATORIES. 



ROCHESTER ROW, WESTMINSTER, S.W. 



No. 681 W. 

~— Fino cast, otio onat of paint... 

" Bent finish „ „ ••• , . 

" 5~“ „ enamel, painted two colour* • 

vi* , f.- v imitation wulnut, Jro, 

ont in eolonr ”. ... . . 


ROCHESTER ROW? WESTMINSTER. S.W. 
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, ^bi$ Lavatory, which combines commodious basin, two soap dishes, 
VV y tank ami receiver,.\vatcr tap, 4c., can be oivaily fixed to wall 
** bnlkb ' fu{ by four 60 row-nails, and fora a a nice piece of furniture, 
cupymg, whon closed, ooe-third of the suaco of an ordinary lavatory 


CAST IRON LAVATORY STAND. 


SHANKS' FOLDING LAVATORIES. 

Specially 8 uitablo for ahips’ cabins or staterooms, yachts, railway 
a f»agca, offices, hotels, restaurants,’ billiard-rooxns and all positions 
r ° c ‘ LOt 'omy of apace is important. 


No. 685 w. 

47'" 


Cast iron lavatory stand, with white recessed front oarthenwM* 
lavatory, 27x18 in. with skirting, hot and cold screw-down valvo* 
wnahor and plug, with chain. 


Fip. A.—Fine cast, one ooat of paint. ea 

„ I?.—Best finish, do. 

" n f>0, ® awn °li painted two colours ... 

' ,^ 0- do. Imitatiou walnut, <tc. 

ricked out in colour ... 

Do. and relieved in gold . ' tX ** 

Marbled lavatory top ... 


ROCHESTER ROW, WESTMINSTER, S.W. 


Rochester row, Westminster, s.w. 


Lavatory 


folding, lavatory, lu polished walnut 
self-closing (apply valvo awl 
receivers, white htutiu and ooup 
—Ditto d n . d 0 . with gilt basin and eor.p dishes 

•—Ditto do. do. with mirror nod toilet shelres. 

white hnein and soap .. 

—Ditto d 0 . do. gilt hosin and soap diriios 

1 ‘ Ditto Jo. do. white basin and soap dishes, and 

with cupboard ut bottom for chamber 

tMtlnAm tt ...2*1. mlt hasiti and SfU 




Co EXTRA. 

p P«r tank* and receivers instead of nine tanks ... 




















T. & W. FARMILOE, 


T. <& W. FARMILOE, 


SHANKS’ FOLDING LAVATORIES. 

Snitabto for ships' cobin's, offices, bed-rooms, waiting-rooms, botols, 4o. 

■ Those illtwtrste a murkeiUmproremeul la tho nrransommit ofthla claaa of lavatory. ty. 
h “«e<l platform on which tho baein in ilrod iu counoctml Cy mania of a plated braaii rod to ,k ! 
hliiKOd W ou top, nid by liftlnfftho ehut lid the basin i> imraadlatoly in pooitlou, nod tho-eU** 
inoido tho lid. a nommodtouB noapatul broth trap k flxod.ao ahown, draining into wuito. Bur'*' 
for hot and cold, or cold only, may bo dxed for impply from main j or a tank mar bo oonatroc 
at book for aopply, with uprinf top and receiver underuoiah. 


lavatory basins. 

COMBINED C.v. LAVATORIES, with Improved Standing Waste. 
Complete as shown. 

Including lavatory with 
back and nido skirtings, 

27 x 22 in., bnoin 21 x 14 in., 
with two brass supply 
valve* and improved stand- 
ing was to, 



Printed “ Arnica” 
or " Border ” 
Pattern 


£4 0 0 


Jf decorated in 

blno and gold... 5 lb ® 
Flbral pattern 

coloured /j r> ® 

Murblodor in bei 
Ivory body .. 

With gold bands 
White with no 
deooration 
Lavatory without 
skirtings, lei'*... 


3 10 . 0 
4 15 0 


0 8 0 


BX,TltA8. 

Platod fitting* ...£0 6 1 
With brass trap 
and waste pipo 0 17 
Do. do. Plated 1 2 


So. 691 W.~Angular. 
Complete as abovo. 

30 x 22 in. 
... 21 x 14 „ 


Same price*. 


ROCHESTER ROW, WESTMINSTER, S.W. 


Rochester row, Westminster, s.w. 































T - & w. FARMILOE, 

LAVATORY BASINS. 


SHANKS' PATENT “IMPERIAL” LAVATORY. 

A ? ew im pyovoinont. Mode with wasto-pipo and fittings. all in ono 
poce o porcelain, but with improved shape of basin, and w?th read ^ 
5 f. rftJ . n h ? lus *° 8 ivo - 11 qnickcr discharge, Thi* 

1 "° a dl8tmct ftd Vance on any other in the market, ib 
comfort to tho user, and saving of expense and labour in fitting. 

In this, as iu Shanks’ othor patent lavatories, thoro is no unseemly 
^ “S" inaid ° the fca8in > :;o that P^foot cleanliness 



Pig. 90a. —24* x 18* 
White or Ivory. 

£3 8 0 

Fig. 91a.— 27i x 20 in. 
White or Ivory 1 . 
£3.15 0 


No. 692 w. 

n. Size of basin, 18 x 12 in. 
With gold bands. 

£•1 IS 0 

Size of Basin, 20* x 18'in. 
With gold bands. 

£5 2 (i 


As ABOVE, HUT WITHOUT SKIBTINO. 

' n - Size of basin, 18 X 12 in. 


White c 
£3 


■ Ivory. 


Fig. 91.—271x18* in. 

White or Ivory 
£3 7 6 


With gold bands. 

£4 7 6 
Size of basin, 20* x 13 in. 
With gold bands. 

£4 15 0 


Nickel-plated fittings, extra 8/. 

No. 693 w.— Mahogany or walnut frieze and braes brackets. 
For Figs. 90 or 90a lavatory. Fj g8 . 91 or 91a lavatory. 

£S 0 0 £8 3 0 


ROCHESTER ROW. WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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LAVATORY BASINS. 

^HANKS’ PATENT “IMPERIAL” LAVATORY ANGLE. 



Pig. 94.—22x22* in. Size of basin, 18 X 11* in. 

White or Ivory. White with Gold UandB. 

£3 12 0 £4 18 0 eu. 

As ABOVE, BUT WITHOUT SKIKTIBO. 

Pig. 94 a.—'W hite or Ivory. White with Gold Bands. 

£3 5 0 £4 10 6 e». 

695 w.—Carved mahogany frieze and cast iron bronzo 

brackets for above. ••• £2 8 0' 

No. 0Q6 w.—Cast iron frieze and brackets for abovo „ 15 0 

^povial lavatories on cast iron frieze, and brackots bronzed and japanned 
in colourt)< 

Basins, White or Ivory. 

Pigs. 90 90a SI 9U Lavatories. 

£18 6 £4 15 6 £4 17 0 £5 5 0 oa. 

Nickel-plated fittings, 3/ oxtra. 

ROCHESTER ROW, WESTMINSTER, S.W. 




























T. <& W. FARMILOE, 


LAVATORY BASILS. 

SHANKS' PATENT “CITIZEN" LAVATORIES, 
with !a dcsigl ‘ ud to meot tlie demand for an improved linni” 
f u S ,a ®. ,d !; 1 A ^cesBia made in back of basin which throws the plot' 
ri f b -r ut of , th ° wa >; 1 ho P ],1 8 » ot india-rubber, fitting into a bra** 
socket. The water siipdIv coruos throno-h l.nl*. n.„u’. 

soap c 


"-V • L pmg is or inuia-ru liber, fitting into a bra* 8 
ket The water supply cornea through l.oles made in the b?. .in, and # 
p dish drains into the basin It ia a good and serviceable lavatory. 


T. & W. FARMILOE, 


LAVATORY BASINS. 


No. 007 w. 


No. 698w. 


No. 099 w. 

No. 000 W.-“ Citizen " lavatory, without Airtin^"” " 
v ea.£2 2 <3 £9 0 0 

No, 700 yr . „ „ with ,, ,,2 7 6 376 

120a 

Ciist iron friezo and brackets, bronzed or japanned ea. £15 0 

Nickel-plated fittings . oxtra Q 2 0 


ROCHESTER ROW, WESTMINSTER, S.W. 


701>v. . 

.*J5yr* 'Citizen” lavatory with Bkirtnpgtt.< 

^°*? 02w - 1 , * „ ., „ 
jjj—• „ „ without do. „ ^ 6 w 

^ frieze and pillars, bronzed or japanued ... «*■ £1 5 

^l-platod fittings .. . ° ._L 


THE 


■. WASHINGTON “ LAVATORIES. 


No. 708 w. 

Size—20 in. wide, 21 in. back to front, basin 18 x 12fc in. 


S°. 708 W. 

No - 704 w„ n 


no skirting 


WWW. 

£1 6 6 
1 2 0 
EXTRAS. 


SUxUoJ. °° w - 

£1 9 3 . £i 10 0 
15 8 1 19 6 


So w —Uvaas hot and cold valyet and washerand ping £0 12 0 

^ < 0 (> W.—Nickel-plated ditto - . " ° 

RnourcTco Dm« WESTMINSTER. S.W. 
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THE “ WASHINGTON ” LAVATORIES. 



No. 707 w. 


No. 707 w. 

92 v 10 in rtl ;7 ^ t0 ' Marbled. White * Gol<> 

... 0ft . £1 o 9 ...£16 9 ... £2 2 3 

•> - » • 16 6 ... 1 10 0 ... 2 7 9 

-6x18 „ ... „ lno ... 1 u 3 ... 2 13 6 

2'*21 „ ... „ i is 3 2 2 9 ... 3 7 6 


11 WASHINGTON” LAVATORY, WITHOUT SKIRTING. 



22x16 in. . 
25 X 17 „ . 
26x18,, . 
27x21 „ . 


White. 
£0 19 9 
1 2 0 
1 4 8 
1 11 0 


Marbled, 
£12 0 
1 6 3 
1 7 6 
1 15 6 


White 4 Gold- 

. £1 13 9 

1 19 6 

2 2 3 
2 18 6 


No. 709w. Brass hot and cold valves, and washer and ping, 12/ extra. 
No. 7I0w.— Niokol-plated ditto ... . 


ROCHESTER ROW, WESTMINSTER, S.W. 


T, & W. FARMILOE, 
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LAVATORY BASINS. 

Latmory with Patent Steamless and Noiseless Abraxoemebt. 


WurbltJ. Gold I/lnM. 

-fr-' SO X 22 in., Basin 20 in. £5 8 0 £5 18 3 £7 8 6 

No. 712* nr 

27x20 „ „ 18 „ 4 8 8 4 11 0 6 17 °. 

* '-|p- 22x18 „ „ 16 „ 3 11 6 8 18 9 5 2 0 

°’ 7 'lgr 7 18x18 „ „ 14 „ 2 13 0 2 18 0 3. 0 9 

IiAV>>TA...^ ..... l- Aimu'mtvtKT. 



No. 7ir, w . 


No, 715 w WITublJT 

“~ 85 -‘ 30x22in., Basin 20in. £4 


No. 716 w . 

~lir 27*20 „ 

„ 18 „ 

3 13 .0 

4 1 

0 

No. 717 w 

2**18 „ 

„ 16 

3 4 9 

3 12 

9 

No. 718 w. 

~lr ! 18x18 „ 

„ 14 

2 8 0 

2 13 

6 


Gold Unw. 

£6 15 0 
5 7 0 
4 15 0 
3 4 9 


__ Plated Taps , 3/6 extra. _ 

ROCHESTER ROW, WESTMINSTER, S.W. 
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lavatory basins. 

LAVATORY WITH PATENT STEAMLESS AND NOISELESS 
ARRANGEMENT. 


NO. 

No. 

No. 


No. 722 w. 

WITHOUT SKIING. Wblfo.no,,. K „bUd. SMUw. 

22 m., Haem 17^ x 13* £4 14'6 £6 46 £6 15 0 


20 „ 17 x 11' 8 13 0 

« .1 14 KlO 3 4 9 

Platod Taps, extra 3/3. 


5 7 0 

4 15 0 


ROCHESTER ROW, WESTMINSTER, S.W. 


No. 71.9 w.. 


No. 719 w. 

<HfW. QA WITHflKIEX^O. Wlilf or Ivory. MArbUd. 

“ 40”*" 30 X 22 in., Basm 17{ x 13J £5 8 0 £5 18 0 

»*»»*•»,<» „ 17 XU 4 U 0 5 17 0 

14J- x 10 9 H 6 3 19 6 5 2 0 


LAVATORY WITH PATENT STEAMLESS AND NOISELESS 
ARRANGEMENT. 


T. & W. FARMILOE, 
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LAVATORY BASINS. 


THE “IDEAL” 


LAVATORY BASIN, 

vrnsto oonnootion, rabbor plug, chain, mid 


T'ue “Ideal” Lavatory Bonin 
in designed to ovcrootno the 
objection* raised against 
overflow* to lavatory baain*, 
vi*., tliat *oap end filth noon- 
in the pjpo* and bock 
chamber, and cannot bo re¬ 
moved without entirely dU- 
mantling the bonine end 
fitting* i the re«ult i* that 
tbo cleaning i» neglected 
U10 ba*in become* foal 
and ummnitary. The over¬ 
flow being open at top, any 
accumulation of filth can bo 
removed and tho over¬ 
flow clinnibor thoroughly 
clonused, »oonring porfoct 
freedom from *inoll». 


N 0 -72e W .—Large. 26J h 20k in., ba»in 


Whit* 

*2 12 6 
7215 W , 


6 £2 16 0 
x 18 in., biuin 17 x in it 


White. 

*1 17 


£2 V °i y 'c n 

Ti,k "Idsal” Lavatory Basis 


v„ Wbito. Ivory. Mi 

°- l27w.—U rge. £3 3 o £-) 10 0 £3 

72'S>.—g B1 all. 2 2 0 276 260 2110 3 18 

&1 *1. Ob Ivor, bod,, uld difference between plain white »ud Ivor,. 

No. 729 w."- BRACKETS FOR AMOVE LAVATORY BASINS. 


tinted. 

7/6 


Cast Iron. 

* Enamelled. 

16/ per pair. 


Bra**. 

Nickel-plated. 

86/ per pair. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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lavatory basins. 

THE “IDEAL” LAVATORY BASIN'. 

With patent ovorflbw and waato, brass waste connection, rubber 
chain, and jewel cup. 

N0.7^w-~Au^Jar with sqaavo front, with book and s& 
62 X 20 j in.; basin, 17x12 in.; length of aide, 19 i«' 

On White Body.* 


White. 
£1 IS 6 


Tvory. 
£2 2 G 


Marbled, -Ventral. 

£2 2 6 £2 7 6 

i Ivory body, 4/ extra. 


a Gold LiD*«' 
£3 9 0 


No- - 7 ? 1 W,-~Ae abuvoj but. without back and sides. 

M 

On White Body. 4 


Whit.). 
£1 14 0 


Ivory. 
£L IS ( 


Marbled. 

£1 18 6 

a I vory body, 4/ e 


Neutral. 

£2 3 6 


3 Oold Line* 

£3 2 6 


5M.W.- The “ Ideal" LavatWy Busin, round front, with back i 
04 Hidce. 26i X 20 in. j basin, 21 x 15 in. 

On White Body. 4 


White. 

£8 3 0 


Ivory. Marbled. Neutral. 

£3 10 0 £3 9 0 £3 14' 0 

• If on Ivory body, 7/ extra. 

No- 738 W;~-Afl abovo, but without back and sides. 


3 Gold Line*- 
£4 16 0 


. On White Body. 4 


White. 

£2 12 6 


£2 17*' 6 


3 Gold Line*' 

£4 4 6 


Marbled. Neutral. 

£2 17 6 £3 2 6 

* If on Ivory body, 6/ extra. 

W—Ova? plug basin with “ Idoal ” waste and overflow, Lff®* 
63 waste connection and rubber ping and chain. 

On Whito Body.* 


White. 

214 x 16| in. £1 12 0 
184 x 14J „ 18 0 


Ivory. Marbled. Nuutrul. 3 Gold Lin*^ 

£1 17 6 £1 17 0 £2 0 0 £2 4 0 

1 12 0 1 11*6 1 13 6 1 18 0 

I? on Ivory body, 6/ extra. 

NO. 785 W.—Ora union tnl pedestals (earthenware) for “Ideal” la vatcano* 1 

( Whitc - I’fo'-y. Marbled. 

£2 5 0 £2 11 0 £2 14 0 


Rochester row, Westminster, s.w. 


T. & w. 
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■•in. LAVATORY basins. 

With p ” PA ' rENT LA.VATOK.IK8, WITH ORNAMENTAL FRONTS, 
atont Overflow and Wasto, Brass Waato Ooaneotion, llubber Plug an* 



long (Oval Basin), with ornamontal 
bra 111 ’ " Idn ‘‘ 1 ’' Patent, overflow aud waste, 
... “ B vr ’ v,, ° oonuootion, rubber plug with 
o»n, and jewel cup, painted wall brackets 
basin 2t 5 x\r''i 1 tOI ‘ i! ' g3 ' Largex20iia. 

® itto . Small 22 x 18iu. Basin lfx 13 hi. 
u>ng (Oval Banin), with Book and Sides, 
niamuatalfront, "Idou) "patontoverflow 
- a w **te, braes waste connection, rabbet 


T t * > °hain, ,aud jewel cup, painted 
T, brackets, with patont fastenings. 

2 «i K 2°i in. Basin 21 x 16 in. ... 
Wl «o, Small 22 x 18 in. Basin 17 x 13 in. 
5£ n * ar i Squnro Front, (Oval Bonin), with 
oruani.jnta! front, '‘Ideal" patent 
orjow and waste, brass waste connection, 
rnlwL P aff wilb chain, and jewol onp, 
fno? t0<i W * J1 brackets with patenl faston- 
!"**• 20J, x 20j in. Basin 17 x 12 in. 

^“(!th or side 19 In. 

tto, without side skirtings 
bSu* Front (Oval Basin), with Book and 
ovens'front, “ Idoal" patont 
tln„ U °7. un<1 irooto, brass waste oonnoo- 
j ' Plug with ohom, and jewel oup, 

in", lt<M waE brackets with patent fasten- 
%*• 2 <H*20hio. Basin 21 x ir. in. . 

--£12 ^without B ook an d nideririitinw^. 

Lnamnu- , *. body, sdti'Jifrirsuoo hfVwssn 


00/ 06/ 
TciiTWEiwasa 


tn iollod irou brackots7/0, poiishod brans 10/0, niokol-platod 28/6 each 
-—l— extra to above prieos.__ 


Rochester’ row. Westminster, s.w. 

































316 


T. & W. FARM1LOE, 


T. & W. FARMILOE’S IMPROVED LAVATOR^' 


WITH PLAIN OR ENAMELLED SLATE AND MARBLE TOPS. 



No. 737.tr. 


' Lavatory top, 2 ft. to 2 ft. 6 in. long por person, 6 in. plain skir^ 
at book, tip-up white or marbled basin, white receiver, cold water 
to each basin. Receivers, clipped to top. and basins made to tuko <*■ 
without l’omoving the slab. 


In plain slate 
„ Enamelled slato 
„ Sicilian marble 
„ Vein „ ... 
„ St. Aim's „ ... 


Bnnina 1+ in. 


XOin 

per basin £8 4 

0 

£3 16 

„ 3‘ 12 

0 

4 7 

„ 3 17 

3 

4 13 

„ 4 4 

9 

5 1 

5 7 

3 

6 3 


No. 738 w. — As above, with oval tip-up basin and reccivor. 

Banins 19. *14 in. 

In plain slato . per basin £4 18 

„ ilnamollod slate ... „ 

„ Sicilian marble 

• f , Vein . m 

„ St. Ann’s „ .... 


5 6 3 
5 12 3 
.6 19 9 
7 13 


£4 


6 3 


”1 


per basin £0 
0 


EXTRAS. 

Nos. 737w & 738w with wood bed frames ... 

i, Recessed, soap and brush travs, 

„ Hot water.valvo (yellow metal) „ 

„ Plated valves. ... „ 

Iron standards, per pair ... ... ...7b. 

Packing extra. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


r . & W. FARMILOE'S IMPROVED LAVATORIES 

WlTH 'PLAIN OR ENAMELLED SLATE AND MARBLE TOPS. 



,, t ' a ' ft ^ n T Top?2 ft. to 2 ft. G in. long per porson, 6 in. plain skirting 
flo aCa ’ with wbito or marbled round ping basin, with over- 

,' v ’ co1 ^ Rcrew-do'vn valve to each basin, complete with washer and 
u 8> with union and chain. 


In plain slate 
» Euamolled slato .. 
» Sicilian marble .. 
» Vein marble 
. » St. Ann’s marble 


Bnslnn 14 In. 
per basin £1 17 0 

„ 2 5 0 

„ 2 10 3 

„ 2 17 9 

4.00 


16 in. 


£2 4 6 
2 13 6 

2 19 • 9 

3 7 0 

4 9 9 


11 w P or basil 

” Enamcllod slat o „ 

” marble „ 

* v oin marble 
”, Sfc -Ann’s marble 


Skirting at ends 
Hob water valvo 
Plated ralvo ... 


H'ou standards 


, but with oval plug basinB, With 
overflow. 

supply and, 

i» 23x16 10*141 

16* 13 


14x12 


£3 3 0 £2 18 . 6 

£2 G 0 


£2 1 

3 

3 12 0 3 7 6 

2 23 6 


2 8 

6 

3 18 0 3 18 6 

2 19 6 


2 14 

6 

4 5 6 4 1 0 

3 6 9 


3 2 

0 

5 8 0 5 3 6 

4 9 0 


4 4 

6' 

EXTRAS. 

id brush trays 

... ea. £0 

3 

9 


... „ 0 

1 

6 ' 



... „ 0 

4 

3 



... „ o 

1 

0 


nd plug . 

. 0 

0 

6 


.per pair' 0 

7 

0 



Packing extra. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 


SCHOOL 

BOARD LAVATORIES 



No. 74iw. 


Sotool bavutorr, with robbed ilato t r.p end skirting, while earthenwwe 
bftain, cold supply yalvo, aUndarda, qniok.waato nnd dleohartre 

■eflMR; ::: ::: ::: ::: ::: Si 

No. 741J W.—Enuioollod Iron Slop Sink, with rubbed aleio ton 

sopurato or atuobed to levelory u* ehowu above «•’ 2 6 0 

Knamollod nlato ... ... ^ „. trm - 0 u j 


SHANKS' 

SCHOOL LAVATORY, 



No, 742 yr. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE. 
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ROCHESTER ROW, WESTMINSTER, S.W. 


“CLIFFE VALE” FIRECLAY LAVATORY 
RANGES, ENAMELLED. 

Made ov Strong Fireclay, Guaranteed against Grazing. 


No. 743 w. 

B«ge of thro« basins comploto, with backs, grid overflows, soap 
tl «ys drained into basins, l in. hot and cold brass pillar eoaks. washer, 
P ,0 R«. chain and chain stays to each ba3in, four pcdoatal brackets, and 
^ enamelled channel blocks for waste. 

B a*ine, over ali 26 x 20, range G ft. 6 in. x 20 in. ... «*• £0 4 0 

« „ 25x18 „ Oft. 3in.x 18 in.. 8 7 0 

» „ iftxlS „ 4 ft. 6 in.X18 in. ... ,. 6 18 9 

No. 744 w. Range complete, us No. 743 IT, but without bocks. 
Bwins, over all 26 X 20, range 6 ft. 6 in. x 20 in. ... £8 12 0 

a „ 25x18 „ 6 ft. 3 in. X 18 in. ... „ 7 15 0 

♦» „ 18x18 „ 4 ft. 0 in.x 18 in. ... „ 6 6 9 

For Schools Workhouses, Asylums, Barracks, Dockyards, Ac. 





























T. & W. FARMILOE, 


“CLIFFE VALE” FIRECLAY 
LAVATORY BASINS, ENAMELLED' 



Mndo of atrong firerlay, guaranteed nguinat 01 


With back and aide*.-26 k 20 in. 

24 x 18 „ 
18 * 18 .. 



With back.—26 x 20 in. ... liniiu, 21 x 13 in. ... «a. £1 12 JJ 

21x18. „ 10x121 „ .... 1 7 J 

18x18,, . 12 inf ... .. 010 0 

Prioea are for hxaina only, with two tnpliolca and grid overflow, 
two plUar oooka J inob, and 1 inch braxa plug and onion, and £ 

n and atay .extra £0 l 3 . 

Fur achoolf, workhouses, asylums, barraoka, doekyarda, Ao. ^ < 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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'“CLIFFE VALE" FIRECLAY LAVATORY 
BASINS, ENAMELLED. 

Muda of atrong fireclay, guaranteed againat orating. 


W, u> Back 


White EnamsUsO. 

26x20-Btulo, 21x18 in. ea 83/0 
21x18- „ 1!) x 12} ,, „ 28/0 

12 in. „ 21/ 


M x 20-Baaln, 21 x 18 in. 

19x121,, 

18x18- „ 12 in. 

If jHcea 0 
* ith B pillar 


oru for baaina only, with two tnpholoa and grid overflow. 

‘ ’ 1 in., and I in. break plug and union, and ubain und atay, 


„ la/D extra. 

J ° r oohoola, Workhouaea, Aayluma, Barraoka, Dockyards, Ac. 


Rochester row, Westminster, s.w. 










































Filling, 1 ? for improved tip-up basin (including two of each), 4/ per '> et ' 


No. 761 tv. 

ROCHESTER ROW, WESTMINSTER. S.W. 


No. 749 w. 

While. Ivory. Marr.led. Gold L1Ji**> 

14 in. ... .. 7/8 9f 8/C 13 0 

16. 11/ 14/ 1 S/S 21/9 


IMPROVED RECEIVER. 


T. & W. FARMILOE. 


TIP-UP BASINS AND RECEIVERS. 

IMPROVED (ROUND). 


T. & W. FARMILOE, 




TIP-UP BASINS AND RECEIVERS. 


No. 758 ,w. 

Pitting* for above basin* (including two of each); 
2/3 por net. 


WHITE RECEIVER. 

12 in. 1 

14.W/ 

.. 18 / 

18.29/0 


round; 


No. 753 w. 


ROCHESTER ROW. WL8TMINSTER. S.W. 
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T. & W. FARMILOE, 


TIP-UP BASINS AND RECEIVERS. 



No. 756 w. 

OVA I. WHITE nKCElVKl*' 

1« <12 in. 17 

IV '14„ 'A /« 


No 755 w. 


MarM*d. Gold ],!»«•• 

10/6 2 5/0 

22/0 84/ 



ROCHESTER ROW. WESTMINSTER. SAV. 


No. 757 w. 

D SIIA PE HAS IN AND BECHIVE* 1, 
*7 In. *42*19 * 0 


T. & W. FARMILOE. 
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PLUG BASINS. 


plain. 


WITH OVERFLOW. 



N °- 758 w- 


Dinuiolor 

ontalde flange (about)— 



10 

u 

12 

13 

14 

16 

. I6 

17 

16 


1/ 

1/4 

i/c 

1/10 

2; 2 

2/9 

8/7 

5/10 

7/7 


1/7 

1/10 

2/1 

2/0 

8/1 

3/11 

4/10 

7/ 

9/1 

L j, ^ •* 

1/7 

1/10 

2/1 

2/6 

8/1 

8/11 

4/10 

7, 

9,1 


2/7 

2/10 

3/1 

8/0 

4/1 

5/11 

6,10 

9/ 

11/1 


2/0 

3/2 

3,0 

41 

4,0 

0/2 

7/8 

D/ 

16/ 

wt 5 "* 1 " 

iu u „ - 

.1/6 

1/0 

1/10 

2/3 

2/7 

8/6 

4,8 

6/8 

8/0 

. 

2/ 

2/ 

2/3 

2/3 

2/0 

£'6 

2/11 

2/11 

3/0 

3/0 

4/7 

4.7 

6/0 

6/6 

7/10 

7/10 

10/ 

10/ 

SJs p “'’ ■" 

3/ 

3/3 

3/0 

8/11 

4/0 

6/7 

7,0 

9/10 

12/ 


3/2 

3/7 

3/11 

4/6. 

6/ 

6/10 

. 8>4- 

1110 

10/ 


20 22 in. 
11/ 16/0 
13/6 18/ 
18/5 18/ 
16/6 20/ 
24/6 31/ 


12/3 10/0 
14/8 10/3 
14/8 10/3 
10/8 21/3 
25/ 32/3 


^ TB LION’S HEAD OR SHELL SUPPLY AND OVERFLOW 



No. 7u0 n. 


U?L •• 

10 

ii 

12 

13 

14 

15 

16 

17 

18 

20 

22 In 

^Qlto 

Bl no 

*a. 1/U 

2/3 

2 4 

2/9 

3/1 

4/2 

6/ 

7/5 

0/8 

13. 

17/( 

Vf*,.. 

.. 2/0 

2/0 

8/ 

8/5 

4/ 

6/4 

0/3 

8/7 

10/9 

16/5 

20/ 

'"arbled 

.. 2/0 

2/9 

3 

3/3 

4/ 

6/4 

013 

8,7 

10/9 

15/6 

20/ 


3/0 

3/9 

4/ 

4/6 

6/ 

7/4 

8/3 

10/7 

12,9 

17 5 

22/ 


</> 

4/0 

410 

6/5 

.6/ 

7/11 

9/6 

13/ 

17/ 

25,‘fl 

38/ 


ROCHESTER ROW, WESTMINSTER, S.W. 














T. & W. FARMILOE, 


1126 




PLUG BASINS. 



No. 761 ir.-OvAi,. 



With Shell Supply and Overflow. 


Con bo made to order 

without Supply 

or Overflow, 

with Overflow 

.nly, or with Head 

ii. place of Sholl, name 

prices 


n> 

tl<i :71 lu. 

u* it} Kit* in. 

10x13*11} (a. 14. 

x 12x4 in. (o»«r All)’ 

iVliile 

20/ 

16/ 

10/6 

6/ 

Vkvblcd or blno 

25/ 

19/6 

13/ 

8/ 

. udiaii pearl ... 

28/ 

21/6 

15/ 

10/ 

lold lines 

31/6 

27/ 

19/6 

12/ 


SEMI-PLUG BASINS. 



No. ?62w. 

Banin, 11J x9|-m. 
Plain. 

While. Marbled. Gold Linor. 

11/3 13/9 £1 0 0 


No. 763 w. 

lOxlO-lii. Banin, 11| x 7Jiu. 
With Ovorfloir. 

White. Marbled. Gold Line* 

12/6 14/6 £1 5 o 


No. 762 w, With Overflow, extra 1/4 


Decorated plug bavins to order. Prices npon application. 


a. 


•ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


32: 



lavatory basins. 

°UU)NG, oval BASIN, WITH BACK AND SIDES, SHELL 
SUPPLY OR'WITH TAPHOLES. 





OBLONG, OVAL BASTN. 


Fittiugs for Lavatories. nee piigos 353 ti 377. 

r och ester rowTwestvTin stc r7Kw. 




























T. & W. FAftMILOE, 
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HOUND FRONT OVAI, 1IASIN. 



Whu*. Marbled. NontmL C 
oft. £12 0 8 0 a 13 0 

.. I 11 « 1H B 1 17 « 

.. 1 1 # 18 0 1 II 0 

.. 1 « H 1 1(1 II I IS 0 

' 0 17 0 1 0 0 1 6 0 

nouiffti colour (Imllftn pearl or convolvalui pauenie) and gold line to onlor. 
Kittiuifit for Iftviitorlee, eoo pnge* 868 to 877. 


ROCHESTER ROW. WESTMINSTER, S.W. 


Xo. 767 *' 


T. & W. FARMILOE. 
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LAVATORY BASINS. 

A NGULAR > OVAL JJAS1N, SCjUAftE FRONT AND SIDES. 



No. 76S w. 

tW® 50*22 in., baain 
Fu ..I’ ,n - leu «th of .Ho 21 in. eo. 

* 7 x la • 27 * 20 In., bftftiu 

F(. ln -> Lngth of eiilo Ifi in. o». 
18 x i, r 8 ®*'H 21x18 in., baaiii 
11 ln ., longth of ■!.]« 17 in. on. 



„ No. 765 

18 80 < 22 in., bo*In White 

Fitr ,‘ 4 io -> '“tigtli of aide 21 in mi. £1 10 0 

friiar Mid - 27 “ 20 iD bMlD 

J>i_. . 4 ln -' length of tide 19 in. 

15 in •~ Sm * n 2 * « 18 5®-. b * 

J 11 «*•. length of Ride 17 in. 


<mtr * 1 colour (Indian pearl or oonvolmlus pattern*) and gold lines to order. 
Fitting! for lavatories, »*e page* 35* <® ® 77 * 


Rochester row, Westminster, s.w. 



























ROW. WESTMINSTER, S.W. 


T. & W. FARMILOE, 


BASINS. 

OR TAPH0LK3.) 


T. & W. FARMILOE, 



LAVATORY BASINS. 

ANGULAR, round corner, oval basin with sides 


8ITV'.I.f flnnm.v 


. /OlttUT (Hll 


*%l73.-.22 X JO in. j 

Fl„ Loft hand . 

R- Ii2.—2a x 19 in.; linjiu, 1C x 

Right hand . 


Marbled. 

tm 

84/6 



ANGULAR; ROUND CORNER, OVAL BASIN. 

RIGHT AND LEFT HAND, 


“ST V“T 

»/« «*• «• « 
oolonr (Indian pearl or convolralu* patlorns) and gold Una* to or cr. 
Fitting* for lavolorie*. *oe pogo* 3M to 377. 


ROCHESTER ROW, WESTMINSTER, S.W. ; 



























T. & W. FARMILOE, 


LAVATORY BASINS. 




BOUND CORNER, 'OVAL BASIN. 
or TArHoi.Es. RtonT ok JjEM Hand Facing. 


fiff. 

«*■ 


No. mw. 

in., liiisin WliiU. M»rb!i*l. Neu'nu. Gold Lie** 
e». £0 10 0 £0 IS 0 £1 1 a £1 0 0 

do. „ 0 IB 0 0 18 0 1 1 0 1 6 0 


No. 


f'ig. 177.—Left, 18*18 in., U M ; n 
11x12 In. ... ett . 
*' • 170.—Hight do. do. „ 

r .. 180*.—Loft do. do , 

Fig. 182*.—Right do. do. 


Whit*. Mfitblad, 
i’O 16 0 £0 18 6 

0 10 0 0 18 0 
100 130 

100 130 


Neutral. Gold U*+ 

ill 1 0 £1 5 " 

116 1 S 2 

170 1 12 ® 

170 1 12 6 


Noutrnl (Indi*n pearl or convolvuli!* pntternt») nud gold lino* to order. 
Fitting* for Inrntorie*, *«« png** 363 to 377. 


Rochester row, Westminster, s.w. 


T. & W. FARMILOE, 
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LAVATORY BASINS. 



bound corners, oval basin. 

ShkLIi SuFFLir OR Tabholks. 


I‘lf.176. 

^'lUAro loj 
?«•178 
Wc to* r « is 


No. 778*. 

White. Warbled, 
x 18J in.. Basin 15* 12 in. ea. CO 16 0 £0 18 (1 

* IS ie., Bonin H x 12 In , uft. JCO 10 0 £0 18 6 


BOUND CORNERS, OVAL I5ASIN, with Back and '-m i:. 



^8*18in..B.nn>4*12l„,oa. 2To ®»? ElTo £. UB 
Neural (Indian pearl or convolvulus patterns) and gold lines to order. 
Fittings for lavatories, see pages 353 to 377. 


ROCHESTER ROW. WESTMINSTER. S.W 
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T. & W. FARM1LOE, 


lavatory basins. 

PATENT RECESSED LAVATORIES. 



No. 
7,SO * 


Fig. 98.-Large, 37x23 in. f Bwln, 21 xil* j u . 

with skirting* ns shown ... en 
1'ig. 98.—Bmull, 26 x 18 in.; basin, 18J x 12i in. 

with skirting,, n» shown ... ea 
P ig. 97.—Largo, 37 x 23 iu. , basin, 21 x l^i in. 

without skirtings Pll 

Fig. 1)7 —Small, 36 x 19 in ; Iwsin, 101 >-121 in. 

without skirtings . us 


Mart.!.:<i. Gold I, 


tea o o £2 6 0 

186 1 13 
1 13 0 11 ? 



,.J«. Bsek to Front. Basin. Whits. 

Fig. 00.-Large, 20 in. 2-1 in. 181xHi n .,) 
with skirtings ns shown ... a, 5 
Fig. Ofl.—Sninll, 18 In. 201 i D . ll'.i x 12 in 

wi,h » kirtin K« «■ shown eu. . 

Fig. 1)8. - Large, 20 in. 21 iu. J81 x U in.. ) 

without skirtings ... co I k 4 0 17 

Fig. 00.—Bmnll, 18 in. 20< in. 101 x 12 in t 

without skirtings . eii! j 1 1 0 14 


NO. 78J *' 


Gold 

£2 16 6 
2 8 0 
2 '8 0 
2 2 0 


Gold Lines to order only. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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LAVATORY BASINS. 

°ttL 0 NQ, WITH BA 01 C AND SIDES, SHELL SUPPLY 

OR tapholes. 



Vi, 


No. 782 w. 

'«• 116 .-o 0 ^ x 2()t , n r()(1|vd hMln> Msrhlod 

Vu 16 in. ea. £1 1* 0 £1 17 

25 x 18 \u, j round Win, 

11 ip. ... . cat. 18 0 1 10 



^ « ID. ; rouna win. a i 

Min. . c» i * * 1 11 0 1 

N °»tr*l Dud ion pearl or convolvulus pi,tier ns) ond 'oMlta 
Fittings for lavatories, sss )Kigcs 363 l o 3~‘. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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T. & W. FARMILOE, 


LAVATORY. BASINS. 



OBLONG, wrrti Back and 8id«d. 


Ko. 784 vr . 

J-% 111.-2)3x17 
„ 213.-22x10,, 


Whit*. 
niin.on.fi 1 0 
12 „ „ 0 18 3 


NO. 785 W. 


>n.73r>w. 

Fift. HO -25x17 in. rooml 
.. 211.-22x10,, „ 



SHULL SUPPLY Oft T.1PH0LNS. 
ivh JBaok and Sinxs. 


IN o. 7m> w. 

• round I toxin 13 in. 


No. 787 w 

Mxrhlnd. N*i 

) £1 10 £l 


No. 786*. 

Hr .11*..-it 

„ 183. 1l| x UJ .. .. „ 12 „ „ o 12 « o l+H l) 16 U 

No. 787 v . 

p:„ ill „m. ... While. Mnrblcd. Netilml. Gold !>«*• 

Ffg.i (0.-18 x 10 i„. round b»»m Idin.un.iM 15 0 £0 17 0 £1 0 6 i’l *0 


185.-1*3 x 14! ., 


.) 12 0 0 10 0 


Noutrnl (Indian pexri or eunvolvulii* piu+erni; xml gold line* to order. 
Finings for^iivniiiriei, Ke p 4gl . h yoy t0 377 


ROCHESTER ROW, WESTMINSTER. S.W. 


T. & W. FARMILOE, 
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LAVATORY BASINS. 



OBLONG, with Back and Sides. 


No. 788 w . 

184 


TRAY TOP. 


No- 788 W. 

' r.s' 


Fi g- 184 . — 14 } x 17 in White. 

found basin 12 in. ca. £0 16 0 ' 
P >g. 58. - 18 x 18 in. 
r °UndL basin 13 in. ea. 0 15 G 


Marbled. 
£0 18 6 


Neutral. Gold Linen. 

£1 3 G £1 11 0 


0 17 3 


FRONT, with Back & Sums. ROUND FRONT. 



N, 


No. 701 w. 

Neutral. Gold Line*. 

£14 0 £1 14 0 

-..... oi” i 06 1 .** 

(India. pearl or convolvelo. pattern.,) and gold «■* •» » rf “- 


No. 790 lr. 

F, g. 100a. — 17 x 17 in. 
0tln d basin 14 in. 


% 160.-17x17 in.do. „ 


Vi t.t.inir* for lavatories, I 




353 to 377. 


ROCHESTER ROW. WESTMINSTER, S.W. 







































T. & W. FARM1LOE, 


FOR FLAT WALL, WITH 
BACK AND SIDES. 


FOli FLAT WALL, WITH 
BACK. 


Jng. 60 . 

Width ... .... 14$ 

Back to froul ... 14 
Round basin, diara. 18 


6.5 a. 

12 ii 


•Fig. 65 
„ 65a 


White. 

8/ 

7/ 


Marbled. 

JO/ 


Fig. 66. 
Width of back ... 16$ 
Back to front .;. 13$ 

Width of basin... 16 


Fig. 66 
„ 66a 


While. 

7/6 


II „ 
12$ ,. 
Morblod. 

9/ 

7/6 


FOR FLAT WALL, WITH 
HIGH BACK AND SIDES 


ANGULAR, WITH HIGH 
SIDES. 


Hoight... 

» of back 

Width. 

Back to front ... ... 

Round basin, 10 in. diameter. 

White. Marbled. 

9/ „■ al/ i 

Fjttinga for lavatories, aoe pages 853 to 377. 


151 in. 

9| „ 
121 .. 
12 


, ... 15 in 

I i, of buck ... 9i „ 

! Width. 16$ , 

Back to front.... ... 15 „ 

| Round basin, 10$ in. diameter. 

j White. Marbled. 

0 / ... 11 / 


ROCHESTER ROW, WESTMINSTER, S.W. 




T. & W. FARM1LOE, 


LAVATORY BASINS. 

ANGULAR, WITH SIDES. 

& 1 IET.T. Sltm-LT OB TAruoi**. 


!21. Largo, 29 x 21 In., Login, 15 in.; White. Marbled. Ntnlnl. Gold Lit**. 

length of lidn, 20 in., on. £1 2 0 £1 5 0 £18 6 £1 18 0 

'?■ 121 - 8raull,24x 20in.; b»»in. ISin.j • n u » 

length of aide, 17 in., e». 0 16 6 0 It} 0 1 20 1 «« 

Neutral (Indian pearl or ooiwolvalua pattera'a) and gold linen to order. 
Fitting* for levatorien, noe page" 363 to 377. 


ROCHESTER ROW, WESTMINSTER. S.W. 


1 'tr. 124 .—Large, 2t) x 21 in.; bwdo, 16 in.; Whito. HarMe.1. 

length of side, 20 in., na. £1 7 0 £1 10 0 
12<.-Sma)l.24x2C in ; hnnin, 13in.; 

length of lido, 17 in., on. 10 0 13 0 
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T. & W. FARMILOE, 



LAVATORY BASINS. 

ANGULAR, ROUND BASIN, SQUARE FRONT AND SIDES- 


Fig. 156—27x20 in.; basin, 
l 4in.; length of side, 19 in. 


White. M.fblod. K, ul ,| 

JEL 3 6 £16 0 £19 0 


Gold Un* 

£2 3 0 


ANGULAR SQUARE FRONT. 



Fig. 129 a— 27x20 in.; basin 1 , 
14 in.; length of side 19 in. )'* 


Neutral (Indian pearl or convolvulus patterns), and gold linos 
to order. 


Fittings for lavatories, see pages 353 to 377. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ROCHESTER ROW, WESTMINSTER. S.W. 


NO. 800 w. 

side 18 in. ... ...oa. £1 2 0 £14 6 £1 7 b £2 u o 


ANGULAR, WITH SIDES. 


LAVATORY BASINS. 
ANGULAR, WITH SIDES. 

SHKL.I, BOI'HLY OB TAPUOLRB. 


\ .2*5-201x171 in ; round basin, m 

/H in.; length of side, 14 in. ea. £0 17 0 M 

*?*. j®?®—' 21 X 18 * in ; round basin, 0 l 0 0 

ll i in. J length of side, 15* in. ... „ 0 18 0 

N6 «tral (Indian pearl or convolvulus patterns), and gold linos to order. 
Fittings for lavatorios, soo pages 353 to 377. 
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LAVATORY BASINS. 

ANGULAR, WITH SIDES. 



No. 802 w. 

Fig. 123—20} x 20} in. > round basin, 12} in.; white. 

length of side, 15} in.£10 0 

Fig. 244—26 x 21 in.; round basin, 14} in.: 

length of sido, 19} in. 14 0 


ANGULAR. 



Kg. 122—20j| x 20} in ; ronnu basin, 12} in.; White. Marbled- 
length of aide, 15} in. ... £0 18 0 £1 0 0 

Fittings for lavatories, see pages 353 to 377. 


Marbled- 

£1 2 0 

1 8 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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LAVATORY 
AKGCLAR, with sides. 

"ITH Ovsnrtow. No St-mt, 



^'7 W K*,20xiaio.i') 

Hi in ; } JEC 

VlaT h , of * ld * 14} in. ) 

^ I 8 .J'V S,n ‘ l ”. 10x1$ in.i) 

£* nd Win, 10 in. > ( 

12 in. 5 

Uu.i'.r 1 ?, 1 ' 17 tn -l round ) 

. l**i H in.; length / , 

J "*.12 to. (with .5 P ■[ ( 

^ rv an., overflow) • ...) 


BASINS. 

ANGUI.AU. 

With Otkktlow. No Som.v. 



K * 14 in '' round ) 

uff Q ■ len «'-h of tide, t 0 

8 ^ 85 T S ""‘ U i 10x15In!;) 
U,“ nd begin 10 iu.; > 0 
of *ide, Win... ) 

Neutral 


8 9 0 10 0 

18 6 0 10 0 

BO 0 10 0 

aud gold lino* lo order. 


0 IP 0 

0 18 0 


1 6 0 

0 15 6 



h»ot .° Tw ‘‘f'. 18i la.) White. Marbled, 
L4,K°. front -»0 .. C 7/8 0/ 

9 ^of»ide,.13i ) 


Fitting* for lavatorio*, eon pages 368 to 877 


Buok to front, 171 » ( 9,9 

Longtb of »ide», H „ t 

Bnain, 13 In. •••J 
ni* nno/iu to 877. 


p hUQ BASIN, ANGLE. 


CABINET .STAND, ANGLE. 
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T. & W. FARMILOE, 


p °Rcelain enamelled iron sanitary 

WARE LAVATORIES. 


PORCELAIN ENAMELLED CAST IRON 
LAVATORIES. 

ANTI-SPLASH TIP-ITP BOWL 


AND CONTAINER. 


Enamelled White imildo, Grey 
outride. 


Knamcllod Whit© inride, painted 
outride. 


Across I>Ia . 1 
front. Busui 
90 In. 13 In. 


plain odgofil 


No. 808 w. 

Porcelain enamelled cast iron howl, two brass spiine 
taps, two cnamellrfd soap dishos, and an enamelled 
container, but without woodwork or top ... per set 


Knnmollud Wbilo inside. Grey outride. 


TIP-DP BOWL. 


Old Patters. 

Porcelain onnmelled cast 
iron bowl, 14 in. outside 
diameter, and enamelled 
container with galvanised 
trap .pur set £1 

Ditto, 16 in; bowl „ l ] 
Extra. 

Brass axle plates, fitted to 
above . per sot 


Ktiamolled White inside, paintod 
outride. ■ 

Across Dla. or 

PIr. front. Bssln. ouch. 

369 SHI in. «*». * M « 


Any of tho above with overflow urtu It oacb extra. 


Rochester row, Westminster, s.w. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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PORCELAIN ENAMELLED IRON SANITAfc V 
WARE LAVATORIES. 

ENAMELLED WHITE INSIDE AND PAINTED OCTSID®' 


FOR LEFT-HAND CORNER. 



FOR RIGHT-HAND COJINKiL 



No. 815 iv. 



Dia. of 

Fir. Width. Bonin. 

1,203 17 in. I1J in. plain t-d R e 

3<37 16 in. 114 in, enamd. .. 

An7 of tb© abo' o ■» 


224 iu. 11 in. pluin edgu $ 
mn, 1/ each extra. 


Acrosu Dia. of 

FiR. front, Kuril.. each. 

1,200 22J in. 11J in. plain edgo 10/ 

306 224 in. 114 in. nnamd. „ 14/ 


Acrora Di*. of 
Fi’r. front. Baiin. 

1.21*1 224 in. ll>io. plain edge- l0 ' 

300 22} in. Hi in. ooarad. „ ^ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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P °KCELAIN ENAMELLED IRON SANITARY 
WARE LAVATORIES. 
enamelled white-inside and painted outside. 



Eut Back. 


Pliio Bow 1 . (Anti-Scush). 


No. 819 w. 


18 1 171 x HI (oval) 16/ 


Sixo at top. Diain.pf Dnahi. 
Fig. in. 

3875 25x17 



't top. Diom. of BmIo. 


** lExls 12 

657 jg 


(cnatnTd) , c/ 

i o.lno I 15 / 


edge 

18 12 (plain do.) 11/ 



No. 821 w. 


With ping * 
Outildr With . overflow 


Fig. 

diamotor. 

plug hold. 

hole©. 

8316 

141 in. 

5/6 

6/6 

3477 

151 „ 

7/ 

8/ 

3479 

381 

12/6 

13/6 


No,. 


818 w, 819 vr, 820 w, with overflow arms, 1/ ca. extra. 


Rochester row, Westminster, s.w. 
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PORCELAIN ENAMELLED IRON SANITAR V 
WARE LAVATORIES. 


T. & W. FARMILOE, 


P0R CELAIN ENAMELLED IRON SANITARY 
WARE PLUG BOWLS. 


ENAMELLED WHITE INSIDE AND PAINTED OUTSIDE- 

Sqoahb Top. 



Fig. 

Bin. at Top. 

Dlnm. of Busin. 

[ Without 

! Soup nuii. j 

With Soup I 
| and Strain 1 

461 

! 12x12 in. 

8 in. 

60 

7/ 

402 

13 x 13 „ 

81 „ 

7/ 

7/6 „ 

408 

1 14x14 „ 


1 7/0 ! 

8/ „ 

464 

16 x 15 „ 

KH 

1 8/0 

9/ 

404a 

18* 10 „ 

lot „ 

O'O 

10/ „ 

4041 

17 x 17 „ 

13 .. 

10/6 

11/ 

405 

18 x 18 „ 

1 • is „ 

11/6 

12/ - 

465 x 

20 x 20 „ 

1* „ 

18/6 

! 14/ 

486 

21x21 „ 

1 1C 

14/0 

16 1 „ 


'Square Sunk Top. 



No. 828 v. 


Diom. of Batin. 


1428 

1420 

1420 

1431 

1432 

1433 

1434 

1435 
1480 

1437 

1438 
1430 
1440 
2403 


12 < 12 in. 

13 x 13 „ 
14x14 „ 
16x15 „ 

16 x 16 „ 

17 x 17 „ 

18 x 18 „ 
10x10 „ 

20 x 20 „ 

21 x 21 „ 

22 y 22 „ 
23x23 „ 
24 x 24 „ 
24 x 20 


I.avatorien with ovorllow x 


ROCHESTER ROW, WESTMINSTER, S.W. 



No. 82.'» w .—oval pattern 


Fig 

lutido MoMuro. j 

Wiwh. 

402 

11 X 7* 

•5/6 

403 

It x 0 ; 

7/6 

404 

; 17x11 ! 

10/ 

tos 

20x13 | 

15/ 

40(5 

23*14* 

21/ 

407 

29 x 20 

25/ 

408 

| 94x22* | 

30/ 


Rochester row, Westminster, s.w. 
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SHANKS’ PORCELA^ 
ENAMELLED WAR* 1, 

CAST IKON WAS* 1 ' 
HAND BASINS, 
with Taui.e-Top Eo»i«H ! 
Euamf.i.i.ei>. 

No. 820 w. i 
ANGLE LA.VAT0TD' 
Size ... 26? x 20 )»■ 
Basin ... 15} x 1*2 „ 
Length of Side 10 >• 
Without Skirtings. 
£0 18 Oeu. I 

No. 827 w. 

ANGLE LAYATOB’i' 
Size ... 26} x 20 in- 
Basin ... 15} x 12 .. 
Length of side 19 .» 
With Skirtings, 

£1 1 Oeu. y 

No. 828 w. 

ANGLE LAVATORY- 

Sizn . 22^X221 

Basin. 151x1*2} »- 

Length of sido ... 16 <> 
Without Skirtings. 

£0 16 Oua. 



No. 829 w. 

ANGLE LAVATORY- 

Size . 22} x 22Jin- 

Basin. 15}X 12| .< 

Length of side ... 16 »> 

With Skirtings, 

£0 19 0 ea. 


T. & W FARMILOE, 
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SHANKS’PORCELAIN ENAMELLED WARE. 

CAST IRON WASH-HAND BASINS. 

With Table-Top Porcelain Enamelled. 



No. 830 w. 

OBLONG LAVATORY. 
Sizo ... 22 xl6}in. 

Basin ... I6}XlljJ » 
Without Skirtings, 

£0 18 0 oa. 


No. 831 w. 
oblong Lavatory. 

Sizo . 19 X 17 in. 

JiaHin . 14} X 11} „ 

Without Skirtings, 

£0 16 P oa. 



No. 832 w. 

OBLONG LAVATORY. 
Sizo ...22x16 Jin. 

Busin ... 16}x 111 „ 
With Skirtings, 

£1 1 Oou. 


No. 833 w. 


OBLONG LAVATORY. 

Sizo . 19 X1? in. 

Busin. I4}xll} „ 

With Skirtings, 

£0 19 0 oa. 


Rochester row. Westminster, s.w. 
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SHANKS’ 

PATENT PEDESTAL 
LAVATORIES, 

IN CAST IRON, | 
ENAMELLED. 


No. 834 w. 
lavatory with pored* 1 ' 
enamelled flat back basin #I> 
table top, with skirtings, u ° 
and waste fittings, 
ca. £2 10 0 


Those are on Shanks’ 
principle, with standing w®* 1 
overflow cast in one p*^ 
and table-top. 




Pedestal lavatory, with poroeW 
enamelled angle basin and 'WJi 
top, with skirtings, void ^ 
waste fittings ... ea. £2 10 


T. & W. FARMILOE, 
Rochester Row, Westminster; 


LAVATORY FITTINGS. 

CAM ACTION VALVES. 

With IVrltminster Coat .op Arms (PojtTOOiiis) as» 


With OniN.v Bat Hot or Colo.. 


Polished yellow metal . 

Silvered „ „ 


. ... oa. 10/ 

.. 11/0 ‘ 


N °-83« w . 


These valvoa can be made with extra long nose if i 
flu i red. 



With New Patent Beatings. 

Can he Rkimukeh without Iiemovino the Bodt or Pirn. 


Yellow motal... ... 

Silvorod .. 


. ca. 10/6 

. „ 12/3 


Rochester row, Westminster, s w. 
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LAVATORY FITTINGS. 

CAM ACTION VALVES. 



No. 8.18 w. 


ORDINARY PiTTtR.V. 

With China Bat, Hot or Coi.d. 

Yellow inotaJ. ea. !)/3 

Silvered. - „ II/ 

These valves can ho niado wjtli extra long nose 
required. 



Specially made, with I in. square ahank for fitting 
•arthenware slab, and can bo act to any angle. 

Can be repaired without, removing 1 lie body or pipes. 

Tellpw nicita i. ea. 8/9 

Silvered ... ... „ 10/6 


NO. m yr 

't'he above can be fitted with Ihthbtr RuJjtrj for Tip-.i/t Dasint. 


ROCHESTER ROW, WESTMINSTER. S.W. 


T. & W. FARM1LOE, 


LAVATORY FITTINGS. 


NEW PATTERN 
LEVER LAVATORY VALVE. 

For Tip-up Basin. 

Witii China Bat, Hot or Cold. 

Yollow Mctnl ... ... ... .GO 8 3 

Silvered . 0 10 0 



URN PATTERN BASIN COCK. 


No. 841 w. 

<wt. ' 4/9 

i in.* ailyerod 

o«. 6/6 

0/ 

j M l( 

,. 6/0 

.. 7/ 


7/0 

12/0 


„ 15/0 

4/3 


.. */» 

6/8 


6/ 


I 

*/e 


EXTRA. 

. 'f fitted with Hot or Cold China Bata. 

1 i I in. 

4/0 0/ lit/ par doi. 


ROCHESTER ROW. WESTMINSTER, S.W. 
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m’KKWDOW.V BASItf VAf-VK. 


No. 842 


NO. 8+3 xr. 


ROCHESTER ROW, WESTMINSTER.^.'*' 
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upright spring-basin 
valve, with union. 


UPRIGHT SPRING-BASIN 
VALVE, WITH UNION. 


No. 848 w. 

| j n - yellow metal 
silvered 


BEAT. BJ5CONPA. 

Fin. yellow metal oa. 5/3 4/9 
J-in. ailvored ,, 6/6 6/ 



SELF-CLOSING BASIN 
Valve and 


SELF-CLOSING BASIN 
VALVE. 


No. 848 w. 


Veil; 

Sill 


°* metal 

vered 


There art recommended (o bt ecrewed for 
iron f*ft. 


|-in. 1-in. J-in. 

Yellow metal 3/9 4/8 7/6 ea. 
Silvored ... 4/9 5/3 9/6 „ 
Tinned for lead 4d. 4d. 9d. less. 


Bp/febs, extra 6d. each. 


ROCHESTER ROW, WESTMINSTER, S.W. 


















T. & W. FARMILOE, 


T. <& W. FARMILOE, 


M9 


M8 


L AVATOR Y F I T T INGS. 


lavatory fittings. 

bracket basin cocks. 




“ NON'-CONCUSSIVE " SELF-CLOSING LAVATORV 
COCKS. 


No. 850 w. 


With union 
Nickel-plated, extra 


With unioii 
Niokel-platml, extra 


fin. 
6/3 oa. 
9rl. „ 


No. 852 w. 


Plain shank 
Screwed for iron 
Screw I/osb 
KicUoi-plated, extra 


No. 86» w. 


Plain shank 
Screwed for iron 
Svrow boas 
Nickel-platodj extra 


fin. 
5/6 ei 
5/9 , 
6 / , 
ftd. . 


ROCHESTER ROW. WESTMINSTER, S.W. 




Rochester row. Westminster, s.w. 
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LAVATORY FITTINGS. 


T. & W. FARM1LCE, 361 

LAVATORY FITTINGS. 


SPRING BIB VALYE8. 



4 i in. 

«/ 9/ ca. 

7/8 JO.6 „ 


SELE-CLOSlNG BASIN VALVE. 




I it>- 

0/8 


SELF-CLOSING THUMB-SPRING 


No. 861 w. 

i i l*" - 

Yellow metal... ea. 3,0 4/0 7/8 

Silvered „ 4/9 6/6 8/8 

China front* (hot or cold), 8d. extr*- 
Screwed for Iron, Cd. iiJt 


CARELESS BIB VALVES, 


SPRING STOP VALVE. 


WITH MRA8B IIALL. 



No. 802 w. 



ThU Valvo i« lelf-oloeiiig; by lifting the 
ball tho valve iu opened, 


i i 1 i 1 in- 

Plain ahank... 6/ 0/ 7/ 9/6 14/ea. 
Screwed foriron ft/6 6/3 7/8 10/ 15/ „ 
Screw ferrule 6/9 6/9 8/ 10,'6 16/ ,, 


Plain shank . 
Screwed for 4r 


No. 863 w. 

\ 

ea. 4/3 
ron . 6/ 





SCREW-DOWN VALVES. 


°UN METAL BIB VALVE. 
T HR ‘’WARWICK.” 


No. 666 TV. 

Yellow metal . 

Htlrrred . 

Screw Ferrule, oxlm 


GUN METAL STOP VALVE 


( G)N METAL STOP VALVE. 


trPRIGHT OR HORIZONTAL BASIN 'VICKS, 

WITH SCREW BOTTOM AND SCREW FERKOLB. 



ROCHESTER ROW, WESTMINSTER. S.W. 


ROCHESTER ROW. WESTMINSTER, S.W. 
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SIR WILLIAM THOMSON’S PATENT 

(f.Otll) KEf.VIN) ' 

INDESTRUCTIBLE LAVA TOR 
VALVES. 


Y 



Made entirely of metal; no other material 
in thoir construction. 


1 * 

Distance A. from centre of I 04 
cock to edge of nosslo j • * 


Qnn metal 
Niokel-plated 


31 

. 7/6 9/3 14/0 * 

10/ 12/3 18/ i 



No. 871 w. PILLAR COCK 
TIP-UP BASIN 


Dlstnnco A from cen- 
tro of oook to edge v 
of noxslo.) 

i 

i 

1 in. 

4 

5 

Qnn motnl ... 

9/6 

11/6 

17/6** 

Nickel -plated 

12/ 

14/6 

21/ ' 




ROCHESTER ROW. WESTMINSTER. S.W. 
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TROTT'S 

patent quick filling lavatory valves 

. DliscKirriON.—These palont valves are Blrnugly made and consist of a sliding 
'wing valve iu a chamber covered with a Berowod onp or noszlo. By nnscrcwing 
>e cap or noxalo tho inuor-valvo car. bo romovod, and a now asbestos disc inserted 
'tli Llio greatest ease. 



N«S. 872 W. * 873 w.~Gnn metal, ea. 18/9 
» „ „ Niokel-plated, „ 21/ 


22/9 

26/9 


Tho ul ovo illustration ahowii tho mode of rnnioyir»K 
iL« aabcitou rubber beaded Boating*, by flinipV 


ROCHESTER ROW, WESTMINSTER, S.W. 















fitfChESTER ROW, WESTMINSTER, 8.W. 


N't. 877 n. 

1 

With short Ntftw, <>». io/8 
WlcV.t’hplwM (| 12/9 


T. & W. FARMILOE, 


TROTT’S IMPROVED UPRIGHT 
PILLAR LAVATORY VALVES, HALF-TURN. 


No. 874 tv.—W ith flungo Law and rubber |»*in itop 

No. 875 TV. —Front iorow no/ilo . 

No. 87<J w.—Front iorow noxr.lo with rubber b*»in stop. 


No. 876 w. 

on. is/e 


17/ 

16/ 

16/6 


l | This illustration shows tho mod c 
24/ I of removing and replacing t*" 1 
valve on renewal of ite seating W 
17/] simply nnp'ifOTving the nose. 


T. & W. FARMILOE, 




ROCHESTER ROW, WESTMINSTER, S.W. 


TRotts PATENT NON-CONCUSSIVE SELF¬ 
ACTING VALVES. 


*°*8N0w.- 


No. 881 w. 
i 


•Screwed for iron, gun metal, ea. 

7/0 

9/9 

14/3 

Ditto Braes „ 

C/6 

7/9 

11 9 

Fitted with rose, gun motol „ 

8/6 

10/9 

16/6 

Ferrules for lead, extra „ 

/s 

/» 

V 

Movable flaps (for ropaire) ,, „ 

;B 

V 

1/8 

Hooded robbers (ditto) do*. 

V 

0/ 

6/8 


LAVATORY BIB VALVES. 

With Capstan Heads, marked “ Hot ” or *• Cold." 


No. 879 yr. 


H °* 878 w.- 
N °« 879 


■Gun metal Valve, with 
lever handle oa. 
- Do. with push 
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LAVATORY FITTINGS. 


BASIN WASHRR. AND PLUG, 

With Fj.y Nut. 


BASIN WASHER AND PLUG. 

With Fly Nut and Union. 




BASIN WASHER ANI) PLUG; 
itk Fly Nut and Union ron Skcai 


No. 883 vr. 

Yotlovr meiftl . ... H; 23 / ufi*' 

Kllvoreil ... 21 27/ W 1 

In.llarul.birPlHK*. oxtrA :< J' 9/J. 

BASIN WASHER AND PLUG. 

and Union, and Sa*' 

Ptuo. 



Yellow mom!.. 

Bllvowil 



ROCHESTER ROW, WESTMINSTER, S.W. 
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SUTCLIFFE’S COMBINED 
OVERFLOW, WASTE, PLUG 


(Self-Cleansing). 

FOR LAVATORY. BASINS 

ReginUrnd No. 20779-1. 


No. 


. , The aIjovo oombinnd ovorflow, wiuitc, plug nod trap il iiixdooiil.r-D.v -l brim* 
v >ilcADito plug, and m> constructed that thu union., can bo readily niuioretrod 
lho tr, -P diioounaotod for oli-unsing. By this arrangement. il.o imp on" b« 
oloammd at periodical intorraL l.y disconnecting Mid ,.!.,««• n K ..to 
JJJWog water, or other moan«, when any acomnulatiimn or itnplrA/mnt odoimt w>l b« 


o bo damaged no o.-dinary lead 

."ooulej any repair* be required, or too \v«*to pipo bwjom* uW 
0 Hblcltly digoonnooted without the cutting of pipo* or mol. mg o' 

l * ! «1- brair. 

” ii polished . 10/ 

” i, niokel-plated 


8/ I If with SK) il 


W/. I 


joint* 

br.uri pip® ... i’*'** A /d 

polivhnd pipe v l ft 

niokebpKt*'!l>lp* 


ROCHESTER ROW, WESTMINSTER. S.W, 
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LAVATORY FITTINGS. 

* WASHER AND GRATE, BASIN WASHER AN1) OR/T*. 

th ycr nor and vnion. witu kt.t win- A.vt> iisnt uni^- 


>£S3-> 


as,-. . £ & & 



no. ihw >f« 

£ k kJ3 


JEWEL CUP and CHAIN STAY 

f 


$ 




BRASS FLAT LINK CHAIN. 




ROCHESTER ROW, WESTMINSTER, S.W. 
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WESTMINSTER, S.W. 


LAVATORY 

C 0HlllNATtON LAVATORY TALYF. 


ataa*^ =*?» s 
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VATORY FITTINGS. 

DOUCEIB AND SPRAT SHAMPOOING APPARATtf* 
COMBINED HOT AND COLO SUPPLY VALVES- 


No. 898 w. 

Ibid ingenious arrangement, besides combining tho ordinary lavatory oupP 
lias all tho convcaUnoe of tho ordinary shampooing valves. India-rubber tube* 
rose, without their disadvantage. The double joint, renders tho manipulate 011 ^ 
tho shower douche ot spray by tho usur as easy as a flexible tube. The swan 
being self-supporting iu any position, both bands are at liberty ; while the va r ‘ 0 . ( 
parts, being rigid, the aooidantul breakage of toilet basin, duo to tho use of A** 1 
tubes iu connection with lavatory apparatus, is entirely avoided. 

Yellow Vetal. 8l!ver-pl» , ff 

... £3 0 0 £3 7 6 


Hot and cold supply combinod 
Cold Bnpply only . 


ROCHESTER ROW, WESTMINSTER, S.W. 
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'Yith hot and cold horizontal ba.sin supply, standard shampooing rose 
(hot, cold and tepid), and jewel cop. 

T, *e ehampooiug rose tarns back against tho wall whon not in ubo, and 
the jewel cup forms tho ping of supply cook to basin. 

Yellow metal .,. ea ' £3 

Nickol-platcd ... ••• ••• . 3 

ROCHESTER ROW, WESTMINSTER, S.W. 


LAVATORY FITTINGS. 

DOUBLE SHAMPOOING VALVE. 












No. 900 w. 


SiDglo staudai'd shampooing valve for oold water only. 

Tho action of turning the swan-neck over the basin open* the val' -f ' 
When not in use the shampoo roao ia turned book against wall, a’ 1 ^ 
t&kea up but little room. 

Yellow metal . oa. dCI. 1 0 

Nickel-plated . . 1( l \ 9 


ROCHESTER ROW, WESTMINSTER, 8.W. 


With quarter-turn lift-up valves and shampooing roso. with 
0t, 7 handles flexible, covered tube, and hot, cold and tepid shampoo 
>p\y. 

1'ho flexible tube ia attached to valve and roao, with improved 
^ivection; doing away with tho uae of unsightly copper wire, and the 
‘^vantage t) f broken joints. 


fallow metal 
Nickel-plated 


ROCHESTER ROW, WESTMINSTER, SW. 
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LAVATORY FITTINGS. 

DOUBfiK SHAMPOOING VALVE. 


T. & W. FARMILOE, 
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LAVATORY F 1 T T 1 N G.S. 

DOUBLE SHAMPOOING VALVE. 



No. 902 w. 


With swing nose, hot and Cold husin supplios, shampoo supply' 


cold and tepid, flexible 
handle. 


vfiid lubo, and bhanipooing rose with c* 


,]X>^ 


Tlio action' of bringing the homo of cocks over basins turns o'* * 
water; when not in use fchujr lav lint against wall, out of the way. 

The flexible lube is attached to vulvo and rose with improved ^ 
motion, doing awuy with tho use of onsighfly copper wire a"d 
disadvantage of broken joints. 


Ycilow metal .ca. £2 14 0 

Nickel-plated . 3 0 0 


ROCHESTER ROW. WESTMINSTER, S.W. 




T. & W. FARMILOE, 375 


LAVATORY FITTINGS. 
SHAMPOOING VALVES. 


No. 908 V. 

Gnn Metal. Nioknl-plated. 

Shampoo valve, with tube and shower rose, ca. £1 10 6 £1 15 6 

^hntnpoo Yalvc, with tube shower and 

douche. 1 13 9 2 2 3 


Shampoo apparatus, with tube and shower 

g . . ea. 

a,n poo apparatus cheaper pattorn , 


Nickel-plated 
£1 12 6 

1 10 6 


ROCHESTER ROW, WESTMINSTER, S.W. 
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LAVATORY FITTINGS. 
SHAMPOOING APPARATUS. 


NO. 906 w. 

Combined liol and cold valve* for (hatflpooiug, with tube and vulcanite rote- 
j In. J in. 

Yellow metal. ca. £1 8 0 £l ic 0 

May be hod Nickel-plated. 

SWAN-NEOK SHAMPOOING ~VALVE. 

With Upiuotit on HoKizoNiAr, 



Witli diaphragm valvo and brc*« knob 

Jf with glae* knob . ,, 

Silver cr niokol-nlatod ... ... extra 

Price* include long *or*w, nut »nd anion. 


ROCHESTER ROW, WESTMINSTER, 8.W. 
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877' 


LAVATORY FITTINGS. 
bracket shampooing apparatus. 



DOUBLE SHAMPOOING VALVES. 



ROCHESTER ROW, WESTMINSTER. S.W. 
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FARMILOE'S URINAL RANGES. 


No. 913 w. No. 914 w. 


NO. 913 W»—Flat buck, lipped urinal, with book outlet and capping 
pioco. 

NO. 914 TT.—Flat back, lipped urinal, with bottom outlet, cartlienvfa.ro 
dowft-pipe and fireclay channel block. Hacks 5.ft. by 
2 ft. ; divisions 5 ft. by 1 ft. 0 in. Fitted with whit® 
flat lmok, lipped nrinnl and supply cup, with unio» 
over basins, in ranges of two or mure. 


Plain, slato .. ... ... per person 

EDamdlod slate . „ 

Polished Sicilian murblo ... „ 

„ veined „ ... ., 


No. 913 w. No 9X4 n- 

.€5 2 6 £5 4 3 

7 7 6 7 9 3 

7 7 6 7 9 3 

8 2 6 8 4 3 


Single stall minul 15/ extra on above prices. 

Marble in other colours. Prices oji‘ application. 

Automatic flash, tanks extra, sen pages 396 and 397. Packing extra 


ROCHESTER ROW, WESTMINSTER. S.W- 
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W. FARMILQE’S URINAL RANGES. 


I'll 

f arc* kept a snffloiotit difitanco from the ground to 

0 u free current of air, and also for the purposes of cleansing. 

'- U disoSarge pipes are made of white glazed earthenware, and 
front of the slab admit of being easily unstopped when 
^ without taking down the whole arrangement, 

° fr by 2 ft.; divisions, 1 ft. 6 in. wideband 
^Imported l:j in, from the floor level by iron brocket?; 

Unit back, lipped basins, earthenware down pipes 
(•^ t 8u Pply caps over basin.'!, fireclay channel blocks 


ft | * 4 V ''—I'" ..') .... 

r ra . 1 *? n K)i with hole to receive waste pipe, and with 
v 'inizml iron grating, in ranges— 

v^Blato. 

fecHed slate ... . 

. 


£5 15 
8 0 
8 0 
8 15 


Marbles iu other colours. Prices on application. 
Automatic flush, tanks, see pages 396 and 397. 
Tiles extra. Paokiug extra. 


Rochester row, Westminster, s.w. 
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Copper *parge pipe ... . 

Joint*, noddie or olbow . 

Automatic Kiosk Tanks, v 


i Fiatb Guss Front*, ns shown above-" 
... £1 10 0 £3*0 so. 13 e 


"Vi 


Can be auppllnd with elate front at saroo price. 


The Above nrlnel U Modally Adapted lor schools, pnblio place*, Ac , haring no broaltebk 1* 
The tank can l>e regulated to flitth at any desired Intern). Packing extra. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMiLOE’S ANGLE URINALS, 

FITTED IN SLATE OR MARBLE. 



Wo, 017 W. 

(■Inin slate urinal, standards G ft. by 
1 ft. 6 in., white angular lipped 
urinal basin, earthenware down- 
pips, angle drip tray (10 x 15 in., 
length of side,Hi in.), and brass 

urinal rap (straight or bent) 13 1A 0 

Ditto in onnmollod *lalo V 16 0 

Sicilian marble . * 1® 11 

,, veined ... ••• 5 18 3 


Standard*, 2 ft. wide, 

Plnlu ICnsmellc.l 8 

,'inu. n'litc. n 

10/ II '6 


is under. 

iicillnu Veined 
nsrble. marine. 

11/6 12 ' 0 * 


Marble* in other colour*. i’rioes on application. 

A nlomalio llusli UnV*. page. 300 and 897. Paolting extra. 

" ( - 1.1 F F VALE ” T RO UGH URINALS. 

FIRECLAY ENAMELLED. 

Co "tinuons trough urinal, in 2 ft. lengths, made to join perfectly °lo*e*nd tight, and 
with gradual rise at outlot ond to return water in bottom_ 


Wo. JU8 ir. 

Whit* enamelled inside and on front 




ROCHESTER ROW, WESTMINSTER, S.W. 
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SHANKS’ PATENT CONCEALED URINAL. 

FOR OFFICES, BATH-ROOMS. PRIVATE CHAMBERS, Ac. 


Framed in walnut, mahogany, or other fancy wood. 



Opon. Closed. 

No. 919 w. 


When the urinal is dosed it has the appoarauce of an ordinal? 
article of furnitare. When it i8 opened, by simply lifting the lid a® 
shown, the clean earthenware urinal (or basin) is disclosed, and a v»W® 
automatically opens, which flushes with ariiplo force the entire surface 
of tho urinal. 

Price in plain walnut or mahogany ... . ea. £4 5 0 
Prico with gilt basin. „ 4 10 0 

Noth. —The water runs constantly when the lid is lifted, so tb*t 
absolute cleanliness is assured. Water stops running immediately the lid 
is closed, so that no waste of water occurs. 


ROCHESTER BOW, WESTMINSTER, S.W. 
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Earthenware urinals. 

No. 920 w. 

FLAT WALL “WASH-OUT” 
LIPPED URINAL (Ibapmd), 
With Cuaksinu Hoi.s. 

18in.; diameter, 15JX 11£in. 

White . ea. £1 10 0 

Ivory . 1 16 0 

Marbled. „ 1 1* 0 

Gold limm. 2 16 0 



FLAT WALL LIPPED BEDFORD. 


(PsKvoruTBP Rm xm> Spekadsb.) 


8 Site", 

DlnmoWf. 

LwjK*- I 

losi^iu.! 

-| 

MwBmoi. | 

1SI-J. 1 

W s U in. 1 

SmftU. 

11 xU L 

-f 

While, ca. | 

C >. d.j 

l l o] 

e *. i\e »■' a. 

|o IS 90 1.4 6 

Ivory, >. 1 

l 7 « 

|l 3 <| 

0 18 6 

Marbled, „ 

15 9 

1 1 9 

0 17 6 

Goldlines „ 

2 0 0 

1 15 0 

1 7 6 


J" ‘Large size, fitted with earthenware trap, in com piece, 
■'S ivory or marbled, 5/ cu. extra; ditto, gold lines, 10/ ea. extra. 

No. 92Sn.-• Largo size, with buck outlet, 2/0 ea. extra. 


No. 921W. 


Rochester row, Westminster, s.w. 




















& W. FARMILOE, 

EARTHENWARE URINALS. 
FLAT WALL L1PPFD DBDFORD, 
With perforated rim and spreader, and outsit 
1 overflow. 


K No. 924 tv. 


•)) a 8ixs«. 

// Haight. 

( Width. 

'iaX.’ 

151n. 

Mtdium. 

161 in. 

I3i in. 

Small- 
131 >"• 
111 

Whito ea. 
Marbled ,. 

II 

14/ 

16/6 

10/9 

13/0_ 



FLAT WALL BEDFORD, 

With perforated rim and apreade*.—A niton. 

No. 025 w. 


Largo. 

Height. 18 in. 
Ulftmoter )0 xSJ in. 

ca.l 14/6 
„ 18/6 
„ I I?/ 6 


FLAT WALL BEDFORD, WITH 
SHELL AND FLOW. 

No- 92(1 w. 

Height, 19 iu. 



width, 16 in.& baolc t0 
front, 10 in. 


White ... 
Marbled 


15/ 

18/ 


| FLAT WALL, WITH SUPPLY AT BOTTOM- 
5j\ No. 927 w. 

Hoight, 19 in.; width, 18J in.; back to front, 9j lU ' 
White. ea. 6/9 | Marbled ... «»• ^ 

ROCHESTER ROW, WESTMINSTER, SW 
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Earthenware urinals. 



LIPPED CRADLE, WITH SPREADER 
No. 928 w. 



La 

JU-dinm. 

Sin til. 

Height 

21J in. 

20 in. 

19 in. 

Width 

m „ 

13 * 

12 „ 

Bock to| 
Front ) 

154 „ 

15 „ 

14 » 

Whito 

£1 1 0 

£0 18 6 

£0 18 0 

Marbled 


1 3 0 

1 1 0 



CRADLE, WITH SHELL AND FLOW. 


NO. 929 w. 

Height . 

Width . 

Back to front 


22 inches. 
15 „ 

11 „ 


White .<». £0 15 0 

Marbled ... . 0 18 0 



CRADLE, WITH SHELL. 
No. 930w. 


Height 

20 inches. 

... - u 

Width 

Back to front 

. 10 „ 

Cano and white . 

... -a. £0 9 9 

0 11 3 

White . 


Marbled. 

„ 0 13 6 


ROCHESTER ROW, WESTMINSTER, S.W. 0 
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EARTHENWARE URINALS. 

No. 931 w. 

CRADLE, WITH' SHELL. 




Lakok. 

gitf* 

Height . 

20 in. 

17* 

Width . 

... IS* „ 

l2i" 

Back to front 

10 „ 

9l ’ 

Cano and white 

9/9 

7/6* 

Whito . 

... 11/3 

9/ ■> 

Marbled . 

”... 13/6 

10/9" 



No. 932 w. 

• SMALL CRADLE, WITH FLOW. 
Height ... ... ... ... ... l4 


Width ... 

Back to front ... 
Cane and •white 

White . 

Marbled. 


18*' 

10* 

7/0 

9/0 

12 / 



No. 933 w. | 

ANGULAR CRADLE. 

With Perforated Rim. 

Height . IS' 1 

Diameter ...14x12" 

Length of side 

13/6 P 

... 17/P” 
... 16 / 0 ” 
29/P” 

Ivory, Marbled and Gold Linos 
order only. 


ROCHESTER ROW. WESTMINSTER. S.W. 
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EARTHENWARE URINALS. 




No. 930 w. 

LIPPED ANGLE BEDFORD, 

With perforated rim. 


Height. 
Diameter. 
Length of flidau* 

Whito... ea. 

Marbled ,, 


No. 937 w. 

ANGULAR BEDFORD. 
With perforated run. 


3 Sites. 

Lauor. 

Mm,ilk. 

} S-ALU 

Height. 

Di&motor. 

12 fa. 

18 * 15 it 

11 in. 
16 * 13 in 

j 10 m. 

114 *'12 in. 

' Length of eides. 

12 in. 

11 in. 

| * J ln- ’ . 

White oa. 

14/6 1 

12/ 

t 9/9 

Marbled „ 

17/6 

14/6 

1 11/9 


I Lahuk. i Mkiiiuk. I 

Small. 

i 12 in. 

I U in. 

10 in. 

• 18 vtS in 

.1 16 x 18 in.| 

ill* Kin. 

j 12 in. 

11 In. 

j 9 m. 

1 21/9 

i lg /9 

! fty 0 ~" 

j 26/9 

j 21/9 

| 17 /G 


Rochester row, Westminster, s.w. 02 
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EARTHENWARE URINALS. 

No. 938 w,-ANGLE. 

Height, 8 in. i width, lflj in.j back to front, J2i in- 

White . ... ca, C/i> 

Marbled ... „ 8/2 

No. 939 w.ANGLE, HIGH BACK- 

Knight, 12 in.; width, 18 in. | back to front, 13J 
Cano and White ... ... ca. 8/2 

White . „ 0/0 

Marbled .. .11/3 


No. 910 w. -ANGLE. 

width, 18 in.; back to trout, 12 «&• 

«. 0 i0 

„ 8/0 
. 10/8 

•ANGLE, WITH FLOW. 

17 iu. i bock to front, 13 in. 

White . m. 9/ 

11/8 

12,8 


NO. 9455 w.—-ANGLE. 

width, 1! in.; back to front, 11 


T. & W. FARMILOE, 389 

kart h e n w are' urinals. 


No. 943 w.-SMALL ANGLE 

i width, U in.; back to trout, 9} ' D- 
White . es. * 1 1 


No. 914 w.—SMALL FLAT. 

Height, 8 in.; width, 13 io.; book to front. 9 in- 
White «, .. ... ea. 8/ 

Marblod . „ 7/0 




No. 945 w. 

ANGULAR URINAL. 

17 -< 12 in.; leuglh of side, 12 in. 

WllUfi . (SB. 8/9 

Marbled .... ... ,, 10/6- 


No. 940 w. 

ANGULAR URINAL. 

)7 x lain. 

Length of aide, 12 hr. 

White ... ea. 8/9 

Marbled ... „ 10/6 


No. 947 w. 

angular URINAL. 

18 x 10 in.; length of aide, It) in. 

White . ca. 0/6 

Marbled. .. 7/3 


No. 948 W. 

FLAT WALL URINAL. 

m a 91 in. 

Whito . ca. 6/6 

Marbled .. . 7/3 


No. 919 w. 


urinal pipe. 

ea. 4/ 


Rochester row, Westminster, s.w. 
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EARTHENWARE URINALS. 



Hellyor’a improved round-fronted 'J*"* 0 * 
with fluihing riuv and loose «n ri > 5 
euoli ... ... ... £1 *■ 


Holly or’* patont *ypuon urinui, 
proved flushing rim. 

Flat back cn. £1 13 

Angle bank 1 17 ' 


SELF-TRAPPED 

FLUSHING-RIM “BEDFORD" URINALS. 



Plain Bedford, white... 
Lipped Bedford 
Plain angle Bedford .. 
Lipped angle Bedford 


Thoao urinal* being trapped 1° * 
buuin require no trap in tho ^ 
pipo. They cannot get etopp^ 
fair use, and a oano oan be o** 
painted from them into tho vrasW"* 
without unuonnocting uny part.. 

. ifc c 

Clean water is alwaytt loft ,1° 
urinal after fluahing, thus provo"*'^ 
any likelihood of unpleasant & 
arising. 

No. 952 w. 


£1 3 ® 
1 8 * 
0 »§ S 


ROCHESTER ROW. WESTMINSTER, S.W. 
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ENAMELLED 

w «l'H SPREADER. 


No. 955 w. 


^ith spreader. 




IRON URINALS. 


No. 954 w. 

17} in. high x 13 in. wide. 

Fig. 479—With Hut book ... otv. 14/ 
Fig. 138. -With round hack „ 15/ 

Plain froute name price. 


No. 9;V> w. 







Wi»U overflow. 

23 in. high x 15 iu wide, 
t Fig.lf>3i.--Wilh'rcand baok. plain, m 18' 
j Fig.:«*«. ~ With angle buck.lipped .. 2i, 


R OcHESTER ROW, WESTMINSTER. S.W. 
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ENAMELLED IRON URJNALS. 



JilPPlCO. 
‘14 in. wido. 
8/ oa. 


FLAT 


BACK. 


ANGLE BACK. 



PLAIN. 

13 in. wido. 
9/ ea. 




UPUD. 

F&h 8 9 

Width 15J 14 

iVos. thil w 'A 902 >t. 7/ 5/8 


PLAIN. 

10 

16/6 



T. & W. FARMILOE. 



ENAMELl 


b, e.7 x .~with 

12 in. 

5/9 ca 


964 xr. 


PLAIN. 

r itb plug bole. 
. wide. 

/3ea . 


FLAT 



h pipo aml^iato, 17 in. wido 



Ffjt. 

4—Wiiii pl($,jbo).u, 17 in. wido 
6.— „ „ 10 „ 

0.— V 


GUARD’S VAN. 


If witi'. arch Luck 2/ ox: i 



gfc:5*th .. 

i3 U ;J V HLont lid, i» ii 


Rochester row, Westminster, s.w. 
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ENAMELLED IRON URINALS. 

PLAT BACK. 


Diameter at book 16 inrin-a. 

Projooting 7J In. from buck to frolic ... 
cock, copper nprendor, and braes union for outlet, 
KtiJir BACK STATION 


10,6 on. 
20 / „ 

C/6 oa. extra. 


12 in. wide, 13 io. high at back. 

Ply. 47:01. Mode in lengths up to U ft. at 10/ par ft. 

Two foet is the minimum length. and oo addition oau bo made of lea* than 6 


So 271 w. 

10 in. wide, s'ln. high. 

Fig. <737. — Made in lengths ap to 6 ft. at <t.8 per ft. 

Two fret I* tee minimum length, and no addition can bo made- of less than 0 in- 


T. & W. FARMILOE, 


ENAMELLED IRON UR-INALS. 

PI.AT BACK. 



URINAL TRKADLKS. 



So. 


1)76tv. —17/ oa. 


No. 1)77 


w.—15, 6 ea 



ROCHESTER ROW, WESTMINSTER, S.W. 


i. 


Rochester row, Westminster, s.w 



















396 T. & W. FARMILOE, 

AUTOMATIC FLUSH TANKS FOR URINAL 5 ' 

T. & W FARMILOK'S URINAL SUPPLY CISTERNS, | 

POIJ.'.IIKD PLATE GLASS FRONTS. 

No. 079 vr. 

1 Gall. 2 O.ll, .i (Ml. < °‘"' J j 
JMalti Hlalo Jtl JO 0 3 u £2 12 9 £•’ ** j 

F n.m.lled , 

tU»tf ... * 0 0 2 13 S 3 3 0 » 5 

Si. An.'. „ 

M rUa ...S0 0 1 10 0 S50 » s 


No. 980 W 


r.i'iio.1. rt.wuiiBid. 

£0 llo £0170 

No. 981 Ttv-Coniplete, with brackets to fix 

to wall. No. 081 TV. 

Wil l., White«nd OoM. 

#’ 19 J £1 13 9 

XaK .bet>~ ' i.e can bn regulated to duel. 

• j-I cairod interval, 

ROCHESTER ROW, WESTMINSTER, S.W. 
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AUTOMATIC flush tanks for urinals. 

ADAMS’ PATENT. 


No. 983 IV. 


J » nl<xj cast Iron ... 

'•'i vanUed. 

'"‘Ivai.lzed .beet iron * 


IS Gull. 

40/ 45/ 50/ 60/ 

-■ ~n.cn „ .50' 55/ fl'J/ 75/ 

^ Not*.-C an nl.o be Irn) rectangular shape in cast iron at »amo prieM. 


iw‘ko duoharge of ibo entiro contents of the cistern instai.il/ tako. place tho 
( t |" 1 ' , “t the starting level In reached, thoroughly icouring the urinal, Ao., to which 
to | ®®*>neotod. These llushor. uro Ailed with brass union, ul outlet for connection 
Plp*« Cover* lo cnit iron tanka only, extra. 


DOULTON’S TANKS. 



No. 983 


8- —Automatic fin.h tank in etreng ooppor (including regulating 


,, no, valve) 

-—Angle do. do. ... ••• ■ 

‘ in(j*lvanir.odiron(iBoln6ingrcgolatingvalve) H 

do. do. do. n 




ROCHESTER ROW, WESTMINSTER, S.W. 
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0 16 
0 16 
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URINAL FITTINGS. 



SELF-CLOSING STOP VALVES FOE URINALS. 
With brass cap to covor neck of urinal. 
Upright. 

Horizontal. 


No. 985 w. 


No. 984 iv. 

i inch ... on. £0 5 


£ inch ... ea. £0 5** 



Cam Aotiun Urinal Connection. 


Bent Urinal Connection, with 
Stop Valve. 


No. 986 w. 

Yellow metal on. £0 9 t> 


No. 987 w. 

Yellow metal oa. £0 9 3 


SPRING STOP VALVE. 

This Valve can be repaired without removing the body from the p>P c ' 



NO. 988 iv. 


Plain shank e&. 
Sorcwod for iron „ 


i in. i in- 

£0 4' 3 £0 6 9 

0 5 0 0 7 9 


ROCHESTER ROW, WESTMINSTER, S.W. 
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URINAL FITTINGS. 



UEINAL CONNECTIONS. 

With brass dip to cover neck of urinal. 
Upright. 

Horizontal. 



No. 989 w. No. 990 w. 

yellow metal, ca. £0 2 6 { in. yellow motal, oa. £0 4 6 

p atrnt water-waste preventer urinal valves. 

(In conformity with the Metropolis Water Act.) 

Lever Action, 
with Bell. 


Plunger Head, 
with Bell. 


No. 991 w. 


No. 992 w. 


*0 

^esc 


^ in. J in. P 5 ’ n ' I * n ' 

9 9 £0 14 6 oa. £0 11 9 £0 17 Oca. 

valves deliver, say, I or 2 gallons of water (as required; at each 
action, nrnl then close themselves automatically. 


Stamping extra. 


Rochester row, Westminster, s.w. 
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URINAL FITTINGS. 

PATENT WATER.WASTE PREVENTER URINAL VALVES. 

(In CONTOJtXtTT WITH 7H* McTBOTOUB WATER At'?.) 

Tkk Handijc, ! Lktkk Action, 


with Unions. 


{ in. j in 

0/9 o&. 14/6 oa. 

Tub Handle Stop Vai.vk. 


Pmjnckr Heap Stop Vai.vb 
with Union. 


NO. 995 
4 in. f in. 

9/9 on. '14/0 0 


Jin. 
9/9 ca. 


Thotto Valves deliver any 1 or 2 gallons of water (ns reci 
encli notion, and thori dose themselves Rntonjatically. 
Stamping extra. 


i in. 

U/6 on. 
mired) flt 


ROCHESTER ROW. WESTMINSTER, S.W. 
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CAST IRON BATHS. 

Te —Ay the Railway Companies refuse to carry baths at their risk 
(unless packed), all Cast iron Baths are consigned i *> onnc > - 

If ordered at companies' risk we pack : tW in crateuforwhickwe 
charge 20/, and allow 15/ if returned, carnage paid and in good 
condition/within one month. If consigned at owner a Uth 

cover is sent, for which a charge of 6/ is made, and allowed tor 
full if returned in good condition. 

SHANKS' PATENT BATHS. 

TUB “ E U R E K A.” 


No. 91)7 w. 

„ plungo bath, ot enamelled east iron, 1. made with a largo elmbr | the 
^uopy is a>ad u to suit thix, to that tho spray jots all oonvorge to the centre, and 
"’“Pi* room is provided tor tho bather. 

Co "»plele, a, shove shown, oast-iron plunge bath, plate *>no -pray 
canopy,somprijing spray, shower, and douoho, with patent combined 
“Mings for bet, oo'.d aud waste, bath sad spray enamelled inside, best 6 

^[lUiUity motallio . . oft ‘ 2fi 17 0 

n lL « copper spray canopy, tinned aud oa&mo!li<a tnaui*... »• 

Complete, mi abore. bvi and canopy entirely of coppor, tioaad and M 5 0 

This SffiZ. made with a book wnro and an aScejiding sprsy and jot, 
at oach extra, £L 0*. Cd. . 8 , 

Wi connecting pines from fittings to tho various srrangenonf, each extra, 
Killings to pas* Now River Oo„ 4-way. 6/extra , S-way, C, extra. 
Niokol.flatimr flltintr* UioiU'led ih 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No. !«)8w. 

Complete, as shown on page 401, No. 997 w, iron bath and 
zinc canopy, fitted with cabinet, in Mahogany, Walnnt 
or other wood, polished and finished in host style £.39 78 

Ditto, with copper spray canopy . 45 3 

Ditto, with bath and canopy entirely of copper . .42 11 

Cabinet work only ..... 18 C 

With bevelled edge mirror door panel, Bame prices. 

0thtr iUii 9™ of cabinet* may be had for (hete balk* on application. 


SHANKS’ PATENT BATHS. 

THE “EU 


ROCHESTER ROW, WESTMINSTER. S.W. 
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SHANKS’ PATENT BATHS. 

THE PATENT "INDEPENDENT" BATH. 



This bath falfiU tho sanitary 
miuiromonts of the ago, in that 
there is nn ontiro nbsotico of 
wood onoloiare. and the posai- 
hility of dirt collooting hc-hind 
tho ' onctoaoro i» completely 
obviated. 

Plunge bath i* of oa*t iron, 
with Shanks’ patent waste and 
overflow arrangement. Tho 
spray may ho of r.ino or copper, 
with an outer cneing of tine 
enclosing nil the pipe*, bnt with 
a hinged door for ucccbb to tho 
pipoa nnd iitting* n‘ 


thing is perfect nnd complete in 
iteolf. Only tbreo joint* tiro to 
ho nmdO| Mid the bath in flieu. 


No. 999 w. 

No. 099 w. —Plnngo bath, bast onumelled inside and 
japanned outside, nickel-plated fittings, plate zinc 
spray, and brass nickel-plated shower and tube 

complete. . 

Do. do. with spray of copper tinned and enamelled 

No. 1000if.— Plunge bath, host onumullod inside and 
japanned outsido, niokol-platod fittings nnd pinto 
zinc spray, arranged for plnngo and spray only 

No. 1001 w. -Do. do. with spray of shoot copper . ... 
Two-way fittings, to pass Now River, extra 
Three-way „ „ 


£21 7 6 
25 7 6 


17 12 6 
2t> 15 0 
0 3 0 
0 4 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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SHANKS' PATENT ‘'IMPERIAL” BATHS. 

With Fittinga for hot, oold and wnet", 


No. 1002 If.—For euolniing with Woodwork. 

Taper. Tnpnr. Tnpor. 

T , „ 4 ft - B ft. 8 In. o fL 

Japaimud . oa. £8 10 0 U 2 0 £4 0 0 

Enamelled metallic, 2 od 8 ... „ CIO- 800 6 18 0 

Enamelled motallic, bo«t ... „ 5 17 0 6 3 0 6 16 0 

Enamolled porcelain ... „ 8 8 0 8 15 0 0 8 0 

The above with Fittinga cither ou right or left hand aide name pi 

“IMPERIAL,” WfTir .ROLLED EDGE. 


No 1008 tv.— For Wring without Woodwork. 


(l’tnin Pointed oulaldo.) 

Japanned . oi 

Enamelled i/ieiallio, 2oda ... , 

Euumelled metallio, beat ... ,, 

Enamelled porcejalu , 

(Deco rale. 1 outaide.) 

Japanned . ... oi 

Enamelled metallic, 2 nd* ... ,, 

Enamelh d metnllic, beat ... „ 

Enamelled porcelain ... ,, 


Nickel-plated Fittinga, 8 /> eitro. 

Whon Fittjaga aro tented and (damped by Now River Company, </- per Bath eiir*- 
Bathe mint at purohnaor'r ri«k. Soo note on page 401. 


T. & W. FARMILOE, 
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SHANKS’ PATENT “UNIVERSAL*’ BATHS. 

With Fitting*, hot. cold nod waato. complete. 


No. 100-4 w. 


For onclaaing with Woodwork. 
Tnpor. Taper. 

R ft. 5 ft. 6 in. 

•Spanned . ea. £3 7 t) £3 10 6 

®ft.iinelled‘metallio, jladt ... 1 9 6 ‘I 1' ® 

Enamellod'meullic, bust .. ,. 6 6 0 6 12 0 


Taper. Parallel 

flft. 5 ft. 0 iu. 

£3 17 0 £3 lfi 0 

f. x 0 5*0 



No. 1005 W. 

Tub'fixing without Woodwork. 


J'Paunad went a . 

S^nwdled raouftio, 2 nda... 
^•Wmelled. metallic, beat ... 


To oar. 

5 ft.' 
£3 17 6 
r, II 6 
0 0 0 


Nickol-platod Fittinga, 3/- extra. 

Grainod or Decorated ooteido, 10;- extra. 

Bath* eont at purebnaer'u riak. Soe nobs an page dOX. 


“UNIVERSAL,” WITH ROLLED EDGE. 


ROCHESTER ROW. WESTMINSTER, 6-W. 
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SHANKS’ PATENT “CITIZEN” BATHS. 


With fitting* for hot, cold nmi wo*tn, complete. 



for Cncloalur 
with woodwork. 

Japanned . 

Knumolled metallic, 2nd* 
Do. do. beet 


No. 1006 w. 

Tepor, Txpor, 

»fl. Sft.iMu. 

ft. £3 0 0 £3 3 l 


“CITIZKN." WITH ROLLED EDGE 



For Fixing 
without woodwork. 

Japannod . 

Kuumnlled mctnllio, 2nde 
Do. do. beet 


No. 1007 w. 

Tejxr, Teper. 

4 ft. 5 ft. 6 in. 

Oft. £3 10 0 .£3 H 0 

.. I 15 0 5 1 0 

5 12 6 5 17 * 


Nickel-plated fitting* . 

Adjaatable Trap abovo floor line .. 
Orained or Decorated ouUide 


Bath* aont nt parchaeor'e risk. See note 


10/ „ 

n page 401. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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SHANKS’ PATENT “TIMES” BATH. 

With fitting*, hot. cold, and wasrtn. onmplotc. 


Per Eacloilng 
with Woodwork 

'■■‘Panned . 

E »atnclled MoUllic, 2nd* 
Do. do. lieet 
Do. I'orcol*in ... 


“ TIMES,” WITH ROLLED EDOE. 



For Fixing 

, without Wi.udwo.-k. 

JPtoned . 

°amali 0 ,i Metallic, 2nd* 
Do. do. b«*t 
Do. Porcelain ... 


Nickel-plated fitting* ... . 

Adjnotable gla*«-enanicll«d trap above floor-lino .. 
Grained or Decorated outride . 


it at purebaear’* riek. Sop note on page 401. 


ROCHESTER ROW. WESTMINSTER, S.W. 
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ROCHESTER ROW, WESTMINSTER, S.W. 


ORIENTAL BATH. 


llio Spray 'Bath is made in one casting, with panelled, exterior, and 
.surmounted with “ Corona” shower and douche. The Plunge Bath is 
httod with moulded wood capping, and oaoh sido of Spray Bafh is finished 
Wit h moulded wood pilasters, while top and base of same are mounted 
on bold wood monidmgs, which conceal tho pipes and eivo balanco h> 
fcho design. Thoso baths are sent out complete, with hot and cold 
fittings and pipes. They are onamoliod in a superior manner, and 
artistically decorated outside 

8 ft. bath, in cast iron, with hot and cold fittingsand pipes 
for plunge, spray, shower and douche, first-dam: 
enamelled inside and fancy decoration outside ... ea. £38 8 0 

If without doucho ‘ . j jq i) 

Plating fittings.extra 0 12 0 

This hath is also made left hauded. 

Baths sent out at purchaser's risk. See note on page 401. 
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To stand without 
wood enclosnro. 


Bath 6 ft. long inside. 


No. 1011 w. 


INDEPENDENT BATH. 


Combining Shower, Spray and Plunge Bath, in oast iron, copper spray 

tubes, hot aud cold combined fittings and connections, waste arrange¬ 
ment and trap. 


rU-st-closs enamelled sienna or other fancy marble insido 

and fancy decoration outside ... ••• ••• cn ' ^ 

Ditto ditto, hot with tinned copper first-class cnnmolled 

, m. 28 3 9 

spray enclosure 

Ufcths sent ont <>t purchaser’s risk. See note on psgc 401. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 411 



PATENT STEAMLESS & NOISELESS BATHS. 

Tbo SUmmlea* and Noiaeleas Kyatum koopa tbo atmoaphoro of bathroom free 


” at 


No. 1012 w 




Hi fit Hi 



Patent steamless & noiseless baths. 

Tbo StoaraleaB and Noiaelcaa ayotom koopa tho atmoaphoro of bathroom 
froo from deuaa vapour. 

THE “ALEXANDRA” BATH (for wood encloBuro). 


No 


. 6 5 0 

. 0 6 0 

CLEOPATRA” BATH. 



ROCHESTER ROW. WESTMINSTER. S.W. 


ROCHESTER ROW. WESTMINSTER. S.W. 
















m 
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PATENT STEAMLESS & NOISELESS BATHS: 




THE " 0CBA310 " HATH. Q«ainri) Odtsiu* 


ROCHESTER ROW, WESTMINSTER, S.W. 
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Patent steam less & noiseless baths. 

*• BATH. 


No. 


Mado parallel aided, with bold curlod iron edge, to stand without wood enclosures. 

5 ft. 6 ft. 6 in. 6 ft. 

class Sienna, hot, cold A waste fittings, oa. £6 2 6 £6 II 0 £6 10 3 

f°<I „ Enamelled, „ „ „ 7 18 0 8 4 6 8 10 6 

l«t , „ ,,8 10 0 0 8 6 10 10 0 

"iokel-platod fittings 6/ oxlru. Stencilling border inside and outside bath 18/ extra. 



RO 


0 R 0 J'J L A IN BATHS. 
and Not muss FirriNos.) 


COjtPLBTE 






ROCHESTER ROW, WESTMINSTER, S.W. 






















ROCHESTER ROW, WESTMINSTER, S.W. 
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THE “WESTMINSTER" BATH. 


No. 1022 w 


Tbo Westminster baths are fitted complete with earthenware soup 
ft nd spongo trays, l in. hot and cold taps, lift-np accessible waste, and 
l,l P above floor line. They are well made, of attractive design, and 
n » 8 hod internally and externally in any style desirable. 


j “'K-ir. Bath Ooraplsto. 
"^Panned sienna and grained or 
warbled outside ... ca. 

**/2nd class enamclled'ind grainod 
p r marbled outside ... ca. 

slass cnamollod and grained 
or marbled outside ... cs. 

class enamelled and fancy 
decoration outside ... ea. 

Niekf.l-plntod brt 


5 ft. r> ft. 6 in. 0 ft. 


W 0 

0 

£4 

6 

o' 

£4 11 

9 

4.10 

0 

5 

4 

9 

5 10 

3 

5 8 

0 

5 

14 

3 

C 3 

9 

6 7 

0 

6 

12 

3 

7 7 

6 


k, 3 s. 6 d. extra. 


Without trap, Is. 3d. less. 

Plain painted maroon outside, I Is. 3d. less. 

^owol rail and bath room beater in polished brass, £4 1 i»s. extra. 
Baths sent oot at purchaser’s risk. See note on page 401. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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THE “SANITARY” STEEL CLAD COPPER 
BATH. 



MM 


No. 102a w. 

Stool olad ooppcr bath, with sycamore rim, (Hied with platoii wnehnr, 
plug and overflow, insldo tinned rosoinbliog olootro-plato, 6 ft. 0 in. 

inside moaauro . . . 

Apvantaoks. —No enamel to chip off ; no repainting; no placo for nee 
impuritico. It does not cool thn water. Lighter in woight (only 



Complete with hot, cold and waste fittiDgn. Flat edge, plain painted 
for wood enclosure. 

Inside monnuro ... 58 64 64 70 »o. 

Depth ... 18 18 21* 22*0 

£4 0 8 £4 18 

4 10 


Japanned 
2 nd finish 
Best „ 


T H I L L ” BATH. 


a* icicol-plutou lutings, t», extra, 
i of these baths van ho readily got nL without removing th 
Outside mcosnro 7 inches longer. 

Seo note on page 4 


The traps «. ......... ..... u . 

Outaldo 

Baths sent out nt pure! 




ROCHESTER BOW, WESTMINSTER, S.W. 
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Jke ornament on tho exterior of thoso baths is oast opon the sorface in Itas- 
. ’ of i thus affording scope for more effective and durable oelonr decoration than can 
th .'i! ta ' n °d by stonrilling or other flat surface colouring. The bathe are complete in 
titni Rnd rf, l u ' re ni> 'wool cosing j while the discharge fittings are of the 
01* t 11 * oro1 ' tt,u l Br8 n01 liable to got out of order. The comportment containing 
i ( ., ttr 8o ami overflow is cast on end of bath ; and tho circular trap cun be 
II 18 wed to bottom so as to plnoo tho outlet in any direction, nil being above the 
“or level and enally acccstiblc. 


THE “ROCHESTER” BATH. 



Stc^T' 1 in,id '> nndout . 

n<1 *i enamelled inside and japnnped outside 
„ „ and fancy doooration 


flee note on page 401. 


W. 

Hiifn 


head, right 


ROCHESTER ROW, WESTMINSTER, S.W. 
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CAST IRON PLAIN BATHS, Without Fitting 



Wood Enci.osuitr 


This hath can hr* hud 4 f|. or 4 ft. 6 in. long, pr'cosi ou application- 



Ri)h.ko Eduk, to 


ITHOUT EjiCbOStmE. 


l.Ollflll. 

Taper sided, 5 0 

5 6 

6 0 


£1 io o 

2 L G 
2' 7 0 


Kamo-lied. 
>ud Q-mlitr. 

£2 14 0 

2 17 o 

3 r> o 


k»i*imc 

En«taOl)«<l. 

l.tTjuilUy, 

£3 7 ~ 

3 11 0 

4 0 0 

3 18 G 


sss% 


6 £6 lft 

1 10 


(5 


Parullol „ 5 6 2 5 6 3 4 0 

„ „ 6 0 2 11 0 3 11 0 4 6 0 

Grained or decorated outside, 10/- extra. 

Hath# sent cut at purchaser’s rink. See note on page 401. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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CLARK’S PORCELAIN ENA 
CAST IRON BATHS. 


No. 1029 w. 



^ ■ (Hilar not included in mnnsuremouts or price*.) 

J? r ” am8ntnl Hilar ia fitted complete with } in. combined hot and 
old supply valves, waste pull, and trapped uopper standing 

w a*te and ovorflow pipoa .on.™ £'6 6 0 

outside imitation of groon marble, apoolal finish, an ostra clmrgo is 
I? f 10»- for each bath, and 5s. for each pillar. . 

^talr) ! lro enauiollod whito inside and dark grey on the rolled edges-; the 

q,?* "-re painted black and gold, imitating marble. 
h,„i 0 oath* and pillars nro com]deto and handsome in appearance; the supply 
l ‘ l >ru. a ’ t0 l>oin '> con,, ealod in tlio pillar, wliiob ia oaat in two parts (the two halves 
T> screwed togor.lisr) for convenience of Toady access to the pipe* and valves. 


"«• 1706 
» lh»2 
*• 1036 


No. 1030 w. 

A II C 

00 x 26 x 23 In. doep... 

W x 24 * 20 „ „ ... 

51 K 21 X 2d „ ... 


£7.10 
0 It) 
5 10 


i’ purchaser's risk. Bco not® on page 401. 


ROCHESTER ROW, WESTMINSTER, S.W. r» 
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CLARK’S PORCELAIN ENAMELLED 
CAST IRON BATHS. 



No. 1031 w. 


Fig. 3900.—72 x 27 x24 ir 

i. docp, flungo I j i 

n. wide ... ea. £8 0 

2036.—70 x 2$ x 24 

2 

„ •• „80 

„ 3280.—69x27x21 

„ 4 

. ,, 7 0 

3175.-69x^4x20 

„ H 

.6 10 

„ 3261.—66 x 26 x 21 


. « o 

196.-63x27x22 

„■ u 

... 6 15 

„ 1973.-63x27x22 

„ 4 

.,60 

,, 865.-60x24x20 

„ „ it 

..& 1" 

„ 1041.-48x24x18 

„ it 

- „ * * 


Fig, 197'3 Hath in nurrowor at bottom than fig. 1%. 



No. 1032 w. 


ABC 

Fig. 2056. — 00x24x20 in. deep ea. £7 5 0 


Baths sent put at purchaser's risk. See nolo on page 401: 


ROCHESTER ROW, WESTMINSTER, S.W. 
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The bath aud hood, coinplute, made of stout copper, t'ened, 
■**P4riu e j an< j polighod, fitted with cocks and handles for hot ami cold 
. hot and cold spray, liot and cold douche, hot and cold sit*, 

lt>fc ari d cold wave, cold sit* douche, hot and cold plunge, and standard 
' v a»tc. 

The casing of mahogany inlaid and carved. 

£94 10 0 en. 


THE " MONCRIEFF" 


ROCHESTER ROW, WESTMINSTER. S.W. 
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THE ‘•APHRODITE” BATH. . 


A Himiliu* bath to the “ Moherieff," but the bath made of 
instead of copper, and with a loss number of fittings, vix., hot and cold 
spray, hot and cold shower, hot and cold plunge, and hot and cold 
douche. Eight services in nil, which nmy bo varied at the option 
tho purchaser The casing is of polished mahogany. 

£42 0 0 


The same bath, with equal number of services, but with cosi"# 
made of hard wood, stained and polished. 

£81 10 0 


Canopy only fitted to existing baths, and case to match same, 
From £21 0 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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THE “CABINET” GAS BATH. 


The •' Cabiert ” conalata of Bath, Geyaer and mahogany caaing together wah 
*11 c.iolea and titling*, including coppor etandord, wane and overflow, and plated 
poll -up handle, an akown in drawing. 

. In ordering, It ia nereuary to alato whether !o(t-hand aa abown in drawi'ig. or 
•Rhl-hand orrevome to drawing. 

Trade title s " Cabinst W." 

Hath 6 fort long, Geyuer No. 1. Hiipplying 4 to 6 gallon* hot w»Ur nor minute. 
Outaide Irngth, 7 fi C io. Width, 2 It. 10 in. Price, £26 complete. 

Trade title: " Cabinst X." 

I'siH 5 it. fi in. long, Ceyaer No. 2, aupplylng d to 4 gallon* hot waler per minute. 
Outaide length. 7 ft. Width, 2 ft. Pin. Price, £21 complete. 

Trade title i 11 Cabinst Y.” 

hath 5 (t. 3 in. long, Geyaor No. 3, nopplying 2 Io 3 gallnna hot water per inlpiita. 
Ouluidti length, Oft. 4 in. Width, ft. H in. Price, £lfl complclo. 

Trade title: ’* Cauinbt 14." 

hath 3 ft. long, Gevaer No. 4, supplying I to li gallnna iiot water per minute. 
Outaide length, 0 ft. Width, 2 ft. 6 in. Price, £17 complete. 


No. 1086 W. 


EXTRAS, TO ORDER. 

^hiiiti 0 , ltt | mahogany end, when hath dona not atand in noruer oa. . 

f.'Tpor bath, instead of galvauiaed iron hath ... ■> 

bottom to galvanitod iron bath . ■ •> 

"hihed walnut naaiog inuterd of mahogany 
a The Oeyaer.v may he diVorently placed at u difference of tit! between^ 
ra, X" with No. 1 Gevaer, unload of No. 2, will cost £23 . or " I ' 
l- y»rr, i rate ad of No. 3, wiii mat £31. 


1<‘ i> 
0 0 

i No. 2 


ROCHESTER ROW, WESTMINSTER, S.W. 
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THE “SALISBURY” GAS BATH. 

An arrangement of Bath anil Geyser to stand complete without 
Mahogany Casing, 


No. 103Cw. 


DESCRIPTION. 

iron, with doublu-bendod top 2} in. wtfri 
japannod wbito marble ipsidb and coloured marble outside, copp 0 ' 
standard quick waste and overflow with brass unions, the standard 
ion which the geyser is placed. This arrangement 
includes all tho cocks and unions necessary 
water and wdste pipeR. The copper standard 
jrovoment upon the old pin 11. 


ROCHESTER ROW. WESTMINSTER, S.W. 


T. & W. FARMILOE. 


THE “SALISBURY.” 

No. 103(5 w. 

Trade titles, dimensions and capacities. 
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Trade title: “ Sambrcry K.” 

Hath 6 ft long, Geyser “ No. 1 Lightning,” producing 30 gallons of hot 
water at 93^ Karcuhuit in 5 minutes (winter 8 minutes). 

Outside length, including Geyser, 7 ft. 6 in. Price £18 complete, with 
dual tap. 

Trade title : “ SALISBURY L." 

Hath $ ft 0 in. long; Geysor “No. 2 Lightning/' giving a hot bath in 
8 minutes (winter 14 minutes). 

Outside length, including Geysor, 6 ft. 9 in. Price £15 complete, with 
dual tap. 

Trade title : ,f Salisbury M.” 

Hath 5 ft. 3 in. long, Geyser “No 3 Lightning," giving a hot bath in 
15 minutes (winter 25 minutes). 

^oUid,) length, inolnding Geyser, 6 ft. 3 in. . Price £12 complete, with 
dual tap. 

Trado title: Salisbury N." 

Hath ft ft. long, Geyser “No. 4 Lightning," giving a hot bath in 22 
minutes (wintor35 minute#). 

<>tt tsido length, including Geyser, 5 ft. 9 in. Price £10 complete, with 
dual tap, 

Hath of copper, with polishod enamel inside, extra to either sine, £5. 


In ordering, only the trado title heed be stated, as these baths aro 
^apted for either right bsnd or left hand. 


The Geysers may bo differently placed at a difference of £2 between 
sizes ; thus L with No. 1 Geyser, instead of No. 2 , will cost £17 ; 
<i *' ^1 with No. 2 Geyser, instead of No. 3, will cost £14, Ac. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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An arrangement of Bath and Geyser to stand 
complote without casing. 


NO. 1 037 tv. 

The trade term the “ Qncen " in applied to the whole arrangement o! 
hath and goyscr. The bath in made of tin or galvanized iron, with 
ornamental east-iron feet. A waste ping with loose bent union for easy 
omvnectioh is fixed in the bottom, and on overflow pipe at narrow one. 
Over the overflow a plate is fitted to earry the geyser, so '(bat no othf 
shelf or bracket is required. The bath is tho full depth, viz., 21 inch 1 '" 
inRido. The geyser is the " Champion" pattern, which is made 
copper throughout, tho ontsido being polished and lacqnnred. The 
hath is emimollod white inaido and oak outside. 

Fig. 5. Single roll top, 5 ft. 3 in. long inside, E Geyser, eft. £7 0 0 
„ 4. ,. „ r» „ 6 ,. „ I „ „ 8 o «*■ 

„ 2. Double beaded top, 5 ft. 3 in. long inside, E , ,, 7 10 0 

I- ,, 5 .. 6 „ „ „ I „ ,. 8 10 0 

If japanned green marble outside. extra. 0 5 

For geysers separately, see page 44]. 


426 T. <5t W. FARMILOE, 

THE “QUEEN” GAS BATH. 
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No. 1038 w. 


An arrangement of baih and geyser complete, the geyser being 
Placed on a plate affixed to bath, 

The bath is supplied with waste plug and bent union for easy 
'dtaehmont, and alRo with overflow, and the geyser has gas and water 
with loose unions complete, and is also supplied with the patent 
^ual ” valve. 

Tho bath is japanned green marble*, the geyser i* of bright 
°°Ppor lacquered, 

5 ft. 0 in. bath, with fig. 4 geyser .. ea. . £8 10 0 

5 „ 3 g „• ... „ 10 10 0 

5 6 „ 2 „ ... „ 13 0 0 

For time required to waim tbe water for the different sixes, 
*** l»iige 440. 


If itb and Geyser complete to stand 
wi ilinur wood casing. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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THE ‘'GENERAL GORDON” GAS BATH. 


it strong, woll-marfe hath, fitted with plug and wnnher, with hr** 1 
onion f .r emptying. Japanned oak outside, white marble intide. Free from krook* 
dr ■mull. Coat of gati, Id. por bath. 

5 ft. 't>ng . . m. £4 10 0 

* ft. 6 in. long.’ „ 5 5 0 


Thuaidu*. lunuo ot host aheet iron, carefully turned, aud japannud ituido whit' 
und oottiido dark oak | ibu bottom'entiro'y of bttrdehud copper. Fitted with w«» w 
plug and lootio b-nt union for one/ conduction, to waeto pipe. $(<>v*V)o to' T * 
warmer. Powerful at.nioaphorio burner. 

Complete, with gaj .tap, 6 ft. long . ... on. £4 10 0 

„ 0 ft. <J in. long .. ... ... „ 5 0 0 

The ornamental fret shown round the bottom of tho Beth is now [usually omitt*" 1 
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REGISTERED “ UNIVERSAL" GAS BATH. 
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PATENT STAMPED TINNED STEEL AND 
COPPER BATHS. 



(BEADED EDGE.) 


Pest Kuatne/hid 

■ 

othur Marble* <' r 
tint! Inside. 0r& 
MarbloorotMT 
Colour* oulniil 0 ’ 


Japanned —White, Slunna 
or other M.trbl«» inside, 
and Groon Marble or 
othnrcobj.tr* 
outside, 
i . tm. tt> 15 (l 


with 111«. Iimm Jiluff anil tin 
>w. No woodwork tryiuired. 

Tinned fiteol (20 WH). 

- 1 la. inside at top, by 1 (t. t 


(Id WO). 


PATENT FLANGE BaTH. 


With hole si bottom, suitable (or Shanks' patent llttinc., or for It la. plus' and ui 
Tinned 8tool {» WG). * P * 

3 ft. I (It. Ineido at top, by I ft. 0 In. deep s (i 

iwausd.-White. Slanua, or other marbles a*. ft j 

m t'naraeUed. -White. Sionaa.orothormarbloMurcoloura,, 50# »30 "i » ! 

ron* tmnod copper (IN WG) „ ... in 10 0 10 IT n 

ntth 1# In, ping and union, W extra. With one pipe at loot, 9/ «*tm. With orerflow, 3/nxtr»- 


8 ft. S fc>. S ft. « ' 4 J 
l t « a /i 11 4 
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PATENT STAMPED TINNED STEEL AND 
COPPER BATHS. 


groou BiM ine uumuu. 

Tatoul tinned steel. l*»tun( oupp 

by 2 ft. 1 in. iueid# at top. by 1 ft. 9 in. drop, ea. i'T 17 0 £1.1 *1 

IB 15 


On wheels with indi&rtibbor tiros, 4c., 1 in. discharge 
Japaiutod white inside and nak outside. 


P %l »atiiwd it 

OODDOr 


ROCHESTER ROW, WESTMINSTER, 8.W. 
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No. 1049 w. 


Best coppor Bath, pitched oottom, on fret, one 1} in. ontlot pipo f<* r 
standard waste, onnrnellod any plain colour, hand polished. 

Prico — £8 15s. ; with overflow, 5/ extra. 

If Sienna marble instead of plain colour. 10/ oxtr»- 

* Mahogany casing for 5 ft. 6 in. hath, £9 15s.; 6 ft., £10 15s. 


Dimensions and Weights ns under: — 

Length inside top of hath ... 

Full length outside flango ... 

Width inside top at wide end 
Width inside top at narrow cud 
Depth inside hath, measuring from centre 
Height from floor, under mahogany 
Total length outside mahogany casing ... 

Total width outside mahogany casing 

Total height from floor to top of cosing .. * 

WEIGHT OF COPPER. 

The bottom, well, and feet aro made of hammered copper, ■ 

32 ozs. to tho superficial foot. 

The sides of ditto, weighing 32 ozs. to the foot. 

The curved ends, which do not require to be so stout on account of tlw 
shape, 28 ozs. to the foot 
Tho total weight of copper, 75 lbs. 

Hammered oOpper is the very best material for baths. Cast ire” 
(though oheap and strong, and therefore very much used) is heavy a* 1 " 
cumbrous, and absorbs heat from the water to an extent that is soldo* 1 ' 
sufficiently considered. A strong full-sized bath made of hammer*’ 1 ' 
copper weighs only 75 lbs., while the same size in cast iron weigh 5 
about 300 lbs. 

6 ft. bath, as above . 30/ extra. 


eigbing 


ROCHESTER ROW, WESTMINSTER, S.W. 
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Sbest metal bath of full depth (21 to 22 in. hudilo), wit h roilw'J top, c 
’Uoiital oust foot, with plug ntid lent union for wuste anti overllnw pipe lit 

Kh&niotlod whiln marble ineido and ask graining outside. 

J A in. long, of galvanized or Linnod iron ... ... ... on. £3 

^ *> A .. „ . of extra thick zino ... . ,3 

‘ ,tr a of oithor material, 0 ft. long. ,, 0 


FLANGE BATH.. 



bath, 5 ft. (J in., tnado of gnlvanltrd iron 
®ttom hollowed (but not pitebod,), fitted with 
j^Pprr pipe for connection to standard waste, t 
8 *><te, btu not baud polished . . 

ditto . 

“°r of above, 6 ft. long, extru 


ROCHESTER ROW, WESTMINSTER, S.W. 
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Ordinary 

Large 


PARALLEL SIDED, BEX 

Ordinary size, 06-in. long .. ra. II 8 0 

Largo do. 72 „ „ ' J;l 4 0 

Smull do. 80 „ „ . 10 0 

Ordinary sixo, glastad inside A outside, A besd , 15 u 0 

small do. do. . 1-4 8 0 

„ _ . Tho«» nro nol glazed outside at the foot. 

N.B.—All «im> g.von are oataldo dimensions. Holes cot 3*. Od. oseh m* 1 ' 

Bntoo. ar« charged 7».«d. each, hut are allowed for when returned, carriago paid- 

At M LTr - « .? 0 K (tmunn. 

I8 ‘ *®»- Ms. 72.. DO*., let* 


ROCHESTER ROW, WESTMINSTER, S. 


W. 


PORCELAIN BATHS. 

(hr »/. Hatha nro made or Iho finest fireclay, and the enamel lias a Ijoautif*' 1 
win o poroelmn appearst.ee. Tho high teu.porftti.ro «t which (ho Lathe uro Hrrd 
' j-nd.-rn the glaio oitromoly hard, not liable to o.a/.e, pool off, or chungo colour, «*•'* 
the tnanirl on iron bathii. n 

ORDINARY 


Ordinary aixo, (17-in. long 
Large do. 72 „ „ 

Small do. Oo „ 

PARALLEL SIDED, PLAIN. 
Ordinary sizr, dtl-in. long 
Largo do. 70 „ 
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No. 1054 w. 

* ,Tl1 HOT OR COLD WAVE, 8PRAY & VERTICAL SPRAY. A DOUCHB. 

Improved »i(7, bath. 1st class, enamelled inside, and grained or marbled 
(, "'d 1 -. any colour, with all fittings complete for fixing to supply u;.d waste. 
'»«.l,ra*« bath ... ca. 14 3 | Cost iron bath ... oa. irO 14 rt 

^ Nickel.plated fitting.., extra ca. £0 11 6 


SHANKS’ SI T Z B A T H S. 

With bottom shower, back shower, and back wave, 
filto.l will, tap# for hot and cold water to each, with 
wasto pull and standing watte 

This it an invaluable appliance for Indie* and 
invalids, jw<l is highly recommended by tho medical 
profession. 

. No. 1055 *. 

Copper, enamelled inside, best qnolity, and bronzed ontslde, 

tti . W>m P lntn with nickel-plated taps, Ao. ... ea. £12 5 0 

I'paitned inside and out, ohn.pleto with taps, Ac. ... ., 0 0 0 

in fireclay,enamelled white, ioiporishable,like tho yoreolainbath „ 10 10 0 
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GEYSERS OR WATER' HEATERS. 

THE “LIGHTNING” GEYSER. 

No. 1058 w. 

Made entirely of Copper. 

Djmbnhiokh and Cai’ACu r. 

Tiv. I produces hot. water at tbo rato of 4 gallons, or boiling 
water at tho rate of 1 gallon per minute. Hot bath in 
5 minutes in summer, or 8 minutes in winter. Diameter, 

13 in.; hoiglit, 33in. ; weight about 58 lbs.; price, with 

dual tap ... . oa. £11 0 “ 

Fig. 2 produces hot water at tho rate of 3 gallons, or boiling 
water at the rato of 3 quarts per minute. Hot bath 
(5 ft. 0 in.) in 8 minutoA in summer, or 14 minutes in 
winter. Diamoter, 11 in.; height, 30 in.; weight, about 

46 lbs.; price, with dual tap . ea. 9 0 ® 

Fig. 3 produces hot water at tho rate of 2 gallons, or boiling 
wator at the rate of 2 quarts per minute. Hot bath 
(5 ft. 3 in.) in 14 minutes in summer, or 25 minutes in 
winter. Diamoter, 9 in.; hoiglit, 26 in.; weight, about 

32 lbs.; price, with dual tnp . ea. 7 0 ^ 

Figr4. produces hot wator at the rato of 6 quarts, or boiling 
water at tho rate of 3 pints per minute. Hot bath 
(5 ft.) in 20 minutes in summer, or 30 minutes in winter. 

Diameter, 7£ in.; height, 24 in.; weight, about 25 lbs.; 

price, with dual tap . oa. 5 6 ® 

fig 5. — Specially designed for consulting rooms, laboratories, 
restaurants, lavatories, kitchens, <to. Produces a stream 
of boiling water in less than a minute, whioh flows at tbo 
rate of one pint per minute Fitted with patent dual 
tap. Diameter, GJ in.; height, 21 in.: weight, 14 lbs. ; 

price. . oa. 3 6 9 

In comparing priuos, it should be noted that they aro for Gey8® r .*' 
made entiroly of copper, and iuclnde both gas and water taps fitted 
loose unions for easy connection; also that tbo burner swings out f fllf 
lighting, so avoiding risk of explosion; and that the patent Dnal ” 
prevents accidents from burning, Tho geysers are thus rendered m' lC '’ 
more valuable, and are really cheaper than apparatus costing loss, ' ,uI 
without these improvements. 


.ROCHESTER ROW, WESTMINSTER, S.W. 
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GEYSERS OR WATER HEATERS. 



THE "CHAMPION.” 

(A Nkw AVatbji Hkatkr.) 
Mado entirely of hard copper 

(tbo outsido polisbod and 
lacquered). 

Heats very rapidly. 

Requires no water pressure. 

Makes no smell whatever. 

The burner swings out for 
lighting. 

Is easily oleaned or repaired. 

Adapted for ovory situation. 

The bottom and top are loose 
from tho body, so that the gas 
tap, the ventilating socket, and 
the spout may each be .fixed in 
any direction most convenient 
for connection. 


No. 10511W. 

i * *.Champion” is mode in five stocn siv.es, 

x ‘lie five vowels, A, E, I, O, U. 


named, for easy reference. 


p Heats Imlf.ii-gallon per minute—for lavatories, Ac. ... ca. £2 10 <> 

l‘ 'ffe uts 1 galluu per minute—for small plunge bath ... «» •> 0 

^ 'Hi nts 2 gallons per minute — for full-site bnth •• » * ^ 

‘"Honte 3 gallons per minute ••• . ® ° 1,1 

' "floats 4 gallons per minute ... ... • •• ® ** 


q The increase obtained in the temperature of wafer flowing throngli. 
■u Champion ” healer at the rates—per minute—given above is 
I, _?*#«• Fahrenheit; thus, when cold water is at 55 degs. (as it is during 
lho?* part of tho year), the temperature of the not water will be 
(2 dogs, above blood boat). By increasing o- diminishing the 
‘■btiiy of wars." a lowor or higher temperature is obtained. 


ROCHESTER ROW. WESTMINSTER, S.W. 
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GEYSERS, OR WATER HEATERS. 



SHANKS' “TUBAL.” 

M ado entire!/ of strong coppor, a 1 ' 1 * 
arranged that all tho internal parts may u 
remuvod for repaira or cleaning. 

The internal surface is tinned to keep wot* 1 * 
pure, rendering it fit for oulinary and drink 1 ’ 1 ® 
purposes. 

Mado rovorsiblo to suit any position. 

Tho heater being always fall of vrtd° r ' 
there is no danger of explosion 

.Pigs. 1 2 

Size of Gas Pipe ... J or £ * i®* 


No. 10B0.w. 

Fig. 1 gives a continuous stream of hot water at the rate of 
1 iJ 3 3i to 4 gallons per jni« ot ’ 

155 to 165 120 to 180 105 to 110 85 to 100 degs. 

Pig. 2 gives a continuous stream of hot water at the rate of' 

J 1 2 2i gallons per min a 

160 to 170 120 to 130 100 to 110 85 to 100 deg»- 

Pig. I. £8 10 0 Fig. «. 466' 10 0 



THE NEW “ QUICK HECLA.” 

Kor producing an immediate supply of. hot w.i<° f J s 
bath*, lavatories, 4o.. and for gmioral purpose* 
large or aniull quantities. 

heaters aro made throughout of strong tina", 
Kud being handsomely jap* 0 ®' I 
do r.ot larniih or require cles 0 , 
Tbo water does not o° . 
gas or its products. It is P ur * o( 
tho bitten., and suitable for driukiuff 

can be placed over a bath without ox\>od*°°[ 
connecting, and provides also a supply of hot **j 
for uny.othor purpOMi and at tho body.ot upp» r P*‘,j 
is loose from tho stand or lower part, it om. be l 1, *' , (£ > 
in uny position, and without it being n«possa r f 
statu right or left baud. 


Pig. I.—9£ in. diam. supplies a warm bath (30 gallons) in o 

15 to 20 minutes. .. . . J57 & 

Pig. 2-—11.) in. diam. supplies a warm bath (30 gallons) in q 

10 to 15 minutes, (This size recommended) ... 9 ^ 

(N.B.—Summer temperature of water t.iken.) 


ROCHESTER ROW, WESTMINSTER,; S.W. 
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GEYSERS, OR WATER HEATERS. 


BOULTON’S PATENT “PARAGON.” 



LAVATORIES, Ac. 

in ton ininutos, for JJ. 


of strong copper, tinnod 
tho insidu, end oneb chamber being 


ivutur is fit for drinking or onli- 
lurposei. 

li. fives hot water immediately on the 
lighting of tlio gus. 

Vur butliB, void water is.raised CO degs. 
ii passing through the heator, and may 
0 regulated by the water oook, fastsr or 
lower, according to the temperature of 
wutor. 

A cold bath tnny bo obtained by 
allowing tbu water to run through tho 

ertlow spout, and togulating tho gas 
turning it partly or quite off. 

is uxtromoly durable and handsome 
appearance, and coutains udvautages 
uniquo to itself. 

It has u swing burner which reduces 
tho gas when drawn out for lighting, aud 
automatically lights up when put UoU. 

Jt niU act so long as tho cistern or 
Water supply is a little above tho ap¬ 
paratus. 

Ther e is no uuhehltby or unpleasant 
escape of fumes, and no conducting pipe 
is necessary: 


TRICES WITHOUT AUTOMATIC ARRANGEMENT. 


l,o~ ,0u2iv I K«l 068 w. 

. r aj Heater givfla a 
Ur*!? nt,naoirt ’ couUmioun 
J* ,n of hot I stream of hot 
tl “’ i watorut tho rate 
min,”/ 1 K * !! por l of 11 K^h.pcr 
ba, l , > or a hot-t minute, or a hot 
80 mins. bull, in 20mins. 

R l*o If 10 1 £7 8 0 

l it, ?.*** P'P« I 8i^« of K*w pips 

-’gt-motur I J.in ,5-lgt.meter 


No. 10«4 w. 
Hunter gives a 
continuous 
struam of hot 
wutor at thcrato 
of 2 galls, per 
minute, or n hoi 
bath in 1.5 mins. 

£U 10 0 
Size of gas pipe 
lin.lOIgt.motor 


No. 10(15 w 
Healer gives u 
continuous 
struam of hot 
WHtoruttherutu 
of 21 galls, per 
minute, or a hut 
bath in 12 mins. 
£ 11 0 0 
SixeofgoapipeJ" 
!Cor20Igt.meter 


.continuous 
stream of hot 
water ut tbo ruti 
of 8 gulls, per 
minute, orahol 
butt, in 10 mins 
£13 4 0 
Size of gas pip< 
3 ' 20-lgt. meter 


j, WITH AUTOMATIC GAS REGULATOR. 

3 10 (j 2 it, I 008 »v, 10ft*w. 22/each extra. Nos. 108S \v, lOiSO w 30/3 each extra. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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GEYSERS, 


OR WATER HEATERS. 

NEW RAPIDS." 




Fig. I —Gives a continuous stream of hot water a fow seconds 
lighting the gas nr- tin* into of 1§ gallons per miuuto, or a hot l> ft * 
fit 100 dog. Palm Summer weather, >5 minutes. Tentperute weather 
'2 2 minutes. 

Galvanized Iron ... ca. £2 E> 

Copper ... ... . .. 3 I* 11 i 

Pip. 2.--Gives a continuous stream of hot water a few seconds j 

lighting the gas at tlu> rate of - gallons per minute, or a hot hat ; 
■T 100 deg. Pahr. Summer weather, 10 minutes. Tempernte wcath 01 ' 

15 minutes. 

Galvanized Iron. ... e&. jB3 ^ 

Copper . ... „ 4 •* 

Patent locking gear, which prevents the gas being 
lighted before turning on the water, or the water 
boing turned off whilst the gas is hurtling, thus p 

saving the apparatus from liuing injured by burning extra 0 10 


ROCHESTER ROW, WESTMINSTER, S W. 



Rochester row, Westminster, s.w. 


HEATERS. 

L DA." 


No. 1068 w. 

No. 1068 w.— •Ornamental, green marble and gold, 
give a warm bath in 10 minutes (20 to 25 galls.). Cost of g»$. Id. 
C8 10 0 

No. 1066 W.—Ornamental, green marble and gold, 
give a warm bath in 15 minutes (20 to 25 galls ). Cost of g^s. lit. 
£6 10 0 

lending pipes can ho fitted to “ Caidas," required for standing over 
baths, 2/ff to 3/6 extra. 0 

^fade handed. When ordering, please stato hand required. 

" Caldu " Heater, made in copper, with brass swan neck fitted 
with inlet tap and brass unions. 

Will give a warm hath in about 30 minutes. 

63 0 0 
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GEYSERS, OR WATER HEATERS. 



TH.J5 ‘-DWARF.” 

Japan And greon marble. 

give a wnrni bath in 20 minute* 
(20 10 20 gull*). 

Coat of gas, Id. 

£4 10 0 


THE! *• CALDA.” 
No. 1070 w. 



>« LIUPUT1AN.” 

per minute. 


No; 107 J W. 


No. 1072 w. 


JAfANNKl) MaBONK. 

Siam® ns No. 1072 YY, but made to stand 
on braokot..ea. £2 6 0 


Jai'ANnkii Makonc. 

Fitted with descending pipe nn(l nd»P fl . 
(or lUing to wall ... ea. £* " ^ 
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GEYSERS OR WATER HEATERS. 

WYMAN'S PATENT. 



Theso healorn sre made in three niien. anti will be found moot useful awl 
“conomloai iu the bathroom, lavatory, or scullery! » continuous stream of water 
“J any temponvti.ro from <10 to l'!0 degrees being obtained immediately or ligbliug 
l ?“ n gu„. There is no smell, nnd it may bo screwed to tho wall over the bath 
"'nkstono, or elsewhere, without occupying any door itpaco, or it umy ho had ntte.d 
0,1 east-ire, stand, requiring no fising. 

x , The K s» com.eol i ma-are made for right ami left band, to suit position of bath. 
M »de i„ gtlrunbed Iron, pointed, with part copper interior*, and httod will. 

" safety lighting cocks. . „ ■ 

*’8-1, passing i gall per minute, 105 dogs., with i ir 


120 


£. "Wallnr rpiauthy 
>(> udst of -vijrinii'g 


Cast iron stout! for any size, 7/0. 
of water will produce iv proportionately higher leiuporaturo. 
fnH.sl.ted hath iu front Id. it. 2d., according to thit price of gus. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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MAUGHAN’S PATENT GEYSERS. 

For supplying hot or boiling water for baths, lavatoriofc 
domestic, manufacturing and general purposes. 



Fio. 1*.— PATENT GEYSER. 

Raises per minute 3 quarts of cold water 40 degrees, ° r 
1 pint to boiling. 

Galvanized iron, with tops and unions complete £7 1 
Ditto with copper interior... ... 8 


5 0 

7 <■’ 


Fro. 2 a.— PATENT GEYSER. 

1 Raises per minute 1 gallon of cold water 40 degrees, ° r 
1| pints to boiling. 

Sir.©-Width, 10} in.; height, 3 ft. 9} in. 
Requires i in. iron gas supply, or £ in. (inside) compo# 1 ' 
tion; 5-light meter. 

* Galvanised iron, with taps and unions complete £9 0 ® 

No, 1074 AV. Ditto with copper interior. 9 IS 

The Figs. 1 a and 2 a, Clnss A, Patent Geysers can bo supplied "'it * 1 
plain bond outlet (os Class H, page 449), at 4 5/ less than above pr«g * 

Fin. Ha.— PATENT GKYSEH. 

Raises per minute, 3} gallons of cold water 40 degrees, or 3 pint* 1 
boiling, and produces a hot hath of 40 gallons at 100 degrees m 
11 minutes, at a cost of |d. for gas. 


Require 


Galvanized ii 
Ditto 


Size—Greatest width, 15 in.; height, 4 ft. 6 in. 

J in. iron gas supply or Jj in. (inside) compositioi 
meter. 

i, with taps and unions complete ... ea. 
with copper interior 


15 15 


Ri 


Fin. 4a.— PATENT GEYSER. 

ii«os per niinuto, 5 gallons of cold water 10 degrees, or 4 pints 
boiling, arid produces a hot. hath of 49 gallons at 100 degvecs ’ n 
S minutes, at a eostof jd. for gas. 

Size — Greatest width, 16 in.; height, 5 ft. ,,, 

Requires J in. iron gas supply, or | in. (inside) composition ; 20-1’*- 
motcr. 


. £1G 15 


. Galvanized iron, with tups and unions completo .... 

Ditto with coppor intoi tor . •, * •> u . 

Tho Pigs. 8 a and 4 a, Class A, patent Geyser* can bo supplied with p* al1 
bend outlet (as Glass 15, page 449), without hot and cold water 
tops, at 50/ less than above prices._ <aJ ^ 

ROCHESTER ROW, WESTMINSTER, S.W. 
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MAUGHAN’S PATENT GEYSERS. 

Class Br 

Fig. la.—PATENT GEYSER. 
Raises per minute, 1 gallon of add 
water 40 degrees, or produces a hot 
bath of 30 gallons, at 100 degrees, in 
30 minutes. 

(Summer 21 minutes. Winter 61 minutes.) 

At * ooet of Id. for pur 

Size—Width, 8 in.; height, 2 ft. 2 in. 
Requires, at the ordinary pressure of gas, 
jj-in. iron gas supply, or i in. (interior 
measure) composition pipe ; 
C-light motor. 

Galvanized iron ... ea. £4 5 0 
Ditto, with copper interior „ 5 0 0 

Suitable for laigc Lavs tori os, hip or 
sponge baths, children's Laths, Ac. 
The tig. 1 b is qnicVer than gas baths, 
but is not recommended for heating a 
full-size bath. 


Fig. 1 in—PATENT GEYSERS. 

^'*•08 per minote, lj gallons of cold water 40 degrees, or produces a 
hot bath of 30 gallons, at. 100 degrees, in 30 minutes. 

Summer, 14 minutes. Winter, 34 minutes At a cost of |d. for R»* 

Size-Width, 101 in.; height, 2 ft. 4 in. 

Squires, at tho ordinary pressure of gas, f in. iron gas supply, or 
i in. (interior measure) composition pipe ; 5-light meter. 
Galvanized iron ... ... ... ■■■ ... ea. £5 5 0 

^itto, with copper interior ... ... ... „ 6 5 0 

Fig. 2a—PATENT GEYSER, 

a **aa por mionte, 2 gallons of cold water 40 degrees or produces a 
hot bath of 30 gallons at 100 degrees, in 15 minutes. 

Riommer 10| minute*. Winter, 25 minute*.) At * co*t of id. for ger. 

^ Sise-r-Width, 12 in.; hoight, 2 ft. 4} in. 

e qniroH, at the ordinary prossnre of gas, i iu. iron gas supply, or f-in 
(interior measure) compositiou pipe ; 10-light metor. 
Galva U i M ^ iron ... ... ... ... ... ea. £6 <1 0 

^*tto, with coppor interior ... ... ... 7 6 0 

-y^^he figs. 2u and IJb are suitable for 5 ft. or 5 ft. 6 in. baths. 
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MAUGHAN’S PATENT GEYSERS. 


No. 1075 W.—Cl«8» Br— continued. 

Fig. 3n.-PATENT GEYSER. 

Raises per minute, 8 gallons of colil water 40 degrees, or produces rt 
hot hath of 40 gallons, at 100 degrees, in U minutes, or n 
hot bath of 30 gallons, lit 100 degrees, in 10 minutes. 
(Summer 7 minutes. Winter, 17 minutes.) 

At a cost of |'d. for gas. 

Size—Width, 1 ft, 1$ in.; height, 2 ft,. 6J in. 

Requires, at the ordinary pressure of gas, inch iron gas supply,^ 
f in. (interior moasuro) composition pipe ; 10-light meter. 

Galvaimod iron ... .. . oa. £7 10 <! 

Hitto, with copper interior ... . ,, 9 0 ^ 


Fig 4s.—PATENT GEYSER. 

Raises per minute, 4>$ gallons of cold water 40 degrees, or produce 113 
hot bath of 40 gallons, at 100 dogroes, in 9 minutes, or a 
hot bath of JO gallons, at 100 degrees, in 7 minutes. 
(Summer 5 minutes. Winter 12 minutes. 

At a cost of |d. for gas. 

Site—Width, 1 ft. 4§ in.; height, 2 ft. 10J in. 
lloquirya, at the ordinary prossuro of gas, { inch iron gas supply, 01 ’ 
| in. (interior moasuro) composition pipe : 20-light meter. 

Galvanized iron .. ,> a , £9 10 ^ 

Ditto, with copper interior. „ H 15 ® 

Tho figs. 4u and 3l> patont goysors are the sizes usually supplied f° ( 
heating water for full-sized baths (5 ft. 6 in. or 6 ft!) 

Fig. r>«.—PATENT GEYSER. 

Raises nor minute, 10 gallons of cold water 40 degreos, or produce® 11 
hot bath of 40 gallons, at 100 dogroes, in 4 minutes, 
at a cost of |d.,for gas. 

Sieo—Width, 2 ft.; height, 4 ft, 6 in. 

Requires,, at the ordinary pressure of gas, lj- in. iron gas supply- 

With copper interior . ea. £20 0 

Hade throughout of extra Btrong copper ... „ 40 0 . 

For public or private baths, factory requirements, <fco., where ft 
large quantity of hot water ia required in a short time. 

Iiarger sites of any power can be made. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 451 



MAUGHAN’S' PATENT GEYSERS. 


No, 1076 \ y . —Class C. 

^ ^ For supplying hot. water to f ho bedroom or 

lavatory, and for shampooing; suitable for the 
)'$'<&■ butler's pantry, offices, ijnrsonos, hair dressere' 

establishments, &c. 

Fig. 1c raises per minute 1 quart .of water 
y'twcSw 40 degrees, or 1 pint 80 degrees. 

<AvL pO/<.&Tt&S&S. Galvanizod iron . on. £2 5 0 

No. 1076 \f. Ditto, with copper interior „ 2 15 .& 

Fig. 2c.—PATENT GEYSER. 

^ ai ®os per minute, 2 quarts of water 40 degi-ees; or l quart 80 degroe*. 
Galvanized iron ... ... ... ... oa. £3 0 0 

Ditto', with copper intoiior ... ... ... ^ 3 10 0 

the Class C Patent Geysers can bo .supplied cither on feet or hooks. 

M k UGH A 'R I • i : N r G fi S E R 
No. 1077 tv. 

With Impkoved MtNKttAt, Ou, Buknkh. 

I'he oil geysers are constructed to meet the demand for ufi eiliciont 
'*bstimt(, for- the Class 15, in situations where tlio absence of ;» gas 
,t, !'|dy precludes tbo use of the latter. 

I They are (ILLod with an improved burner for mineral oils (petro- 
* Urtl , paraffin, koroseno, Ao.), specially designed for the purpose, and 
V-'efolIy constructed to secure the ino3fc perfect combustion. 

The cost for oil in heating 30 gallons of water is about one penny. 

^ Fig. 1.— OIL GEYSER (MAuoiun’s Patent). 

llH, '3 per minute, 1 gallon of cold 'alter 40 dogmas, or produces a 
hot hath of 30 gallons, at 100 degrees, in 30 minutes. 

(Snminnr, 21 minutes. Wintor, 51 minutes 1 

u Size-Width, 12 in.; .h -ight, 3 ft. 

“iv»ai W( i iron. . nc. £7 0 0 

lt h), with copper interior ... ... „ 8 0 0 

U Fig. 2.—OIL GEYSER (Mao0ban’s Patent). 

“ 13e « per minute, 2 gallons of oold water 40 degrees, or produces a 
hot bath of 30 gallons, tit. 100 degrees, in JO minutes, 

(Summor, D minutes. Winter, 25 tniontos.) 

Si/.o—Width, 1 ft. 5 in.; height, 3 ft. 3 in. 

wMviuaiited iron. ea. £10 10 6 

, "itto. .with copper interior . ... „ 12 10 0 
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FLETCHER'S PATENT HIGH POWER 
INSTANTANEOUS WATER HEATEK 
FOR BATHS. 

In „.iia arrangoraont tho wholo thoorcUt*} 
duty con bo ubtnmod from Uio gnu, whilst- 1 * 
cost of tho appurutuB in vory low, owing to 
(■mall kilo and simplicity of construction. T* 
boater is well n ,d substantially made of stronR 
copper plate, tlimud inside, all joiutn bois* 
spumed or riveted. 

With a half-inch boro pipe and tap, and W 
prenmin; of gas ■ ;j'„ the nmallest site, battle 
a cylinder 10 in. dinmotpr, will supply 1 g»H 011 
per minutn, heated from (iO to 105 degree*' 
■ufHcient to obtain a warm bnlb in 20 rainut**' 
or with night pressure of gus in under 1° 
minutes 1 be largo site has double the poW« r ' 
and requires n } in. gas supply pipe. Tho oo' 1- 
structii.ii is exceedingly simple; the cyli"U u ^ 
contains n number of sinnll jots drilled through 
blocks of porcoiain, to prevent wear by •* ,e ' 
friction of tbo water. The jets of water n r * 
nrrnnged to strike eneb other, forming a oloU“ 
of On# spruy, which instuntly takcB up tho he* 
of tbo burner whilst falling irilo the copP B J 
troughs urranged in the lower p*** 
of the cylinder, from which " 
flow* out of the spout. Thor* ** 
nothing either to wear or got o« 
of order. They will deliver wat»‘ 
at any tempuraturo, not exceodlog 
ISO degrees F., soalding hot, but of courso to a proportionately smaller qunntitf' 



Small 817.0, height 24J in., diujnoter 10J in., to heat 1 gallon 

per minute, from 60,to 105 degrees ... ... on. £2 3 ^ 

Ooppoy fluo pipe, 2/- per foot. 

Largo size, hoiglit 30 in., diameter 15J in., to heat 2 gallons 

per minute, from (50 to 105 degrees ... ... oa. £8 10 ® 

Coppor flue pipe, 2/6 per foot. 

If these water heaters aro not snpplied direct,from tho town’s service 
pipe, tlio ttis’torn which supplies them must, bo at least 2£ yards above 
the top of'tbo water boater cylinder, or higher if poasiblo 

No Tar or other obstruction must be placed on the outlet spout. 
Tlwso heaters are now finished either bright or in onamel, 118 
ordered. The latter has the avail toge df requiring no cleaning 
Instructions for fixing supplied.with each. 

If tip fluo is available, 01 ' the gas supply is small, seo Wall Ba^‘ 
Heater, page 454. 

A n efficient flue is absolutely necessary for all instantaneous vratt' r 
fieuloiit, wbatevor their construction. 
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FLETCHER’S RAPID HEATER. 

Giving pure water for bathe. 

THESE HEATERS WILL NOT SUPPLY BOILING WATER. 



These heaters pass tho water over an 
enormous heating surface of copper, 
covered with pure tin, and deliver abso¬ 
lutely pure water at any tomporaturo 
not oxceoiling about, 170 dog. F 

It must be distinctly borne in mind 
that no rapid heater can safely be used 
in small rooms without an efficient fluo 
to carry away the burnt gases, owiug-to 
the large volume of gas burnt in a very 
short time. The fine must go into a 
chimney with a good draught. ,Tt is 
certain to fail, and ho worse than use-, 
less, if put through a wall to the out¬ 
side. Tho water in these heaters docs 
not come in contact .with tbo products 
of combustion. They work with a simple 
(low of water from a tap, requiring no 
pressure of water. 

No tap or other obstruction must he 
placed on the outlet spout. 

Those heaters are now finished either 
bright or in enamel, as ordered The 
latter has tho advantage of requiring 
uo cleaning. 


No. 1079 w. 


C,. Height. 

Pig. 5 844 in. 

1 . 5L 32 „ 

», 6 36 „ 

6L 34 „ 


Width. 
10 in. 
10 „ 



Gallon* boated 
per minute, 
front 60' to H0». 


1 

1 

2 


oa. £5 5 0 ... 

„ 5 5 0 ... 

„ 8 8 0 ... 

„ 8 8 0 ... 


Gas supply 

p.I» 

required, 

I in. bore, 
1 » 


Laroer Sizes to Order. 

Tho patterns figs 5 and 6 are made with Fletcher's Patent Safety 
Bausons - 5 L and CL aro made with a duster of ordinary lighting 
jets, and those patterns should bo used with a pressure governor to 
Prevent risk of smoking when a high pressure of gas is turned on. 
Price of governor, fitted for 5 L, 24/; for o L, 30/ extra. 

Safety Taps to prevent the water being turned 1 off before tho gas is 
extinguished— 

Figs. 5 <5 L 6 CL 

15/ 10/ 82/ 27/6 extra. 
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FLETCHER’S NEW PATENT WALL PATTERN 


WATER HEATER & BATH HEATER. 


For use in ordinary bath rooms, with a small "ns supply and 
without fine. 


FOR FIXING FLAT AG AINST A WALL IN CONFINED SPACES. 


No. 10St) w. 


projection of Cylinder, 1) in. 

This system of heating 
water, although coni para- 
lively slow, requires no fines, 
no special gas supply, and is 
applicable under all possible 
conditions whore - no other 
heater can bo used. It is 
made in two forms—one for 
filling by hand or from a 
wa ter tap, the other is fitted 
with Fletcher's Patent Auto¬ 
matic Self-tilling Arrange¬ 
ment, which has no moving 
parts and cannot got out. of 
order. This can he connected 
up to the ordinary water 
service, and is independent of 
water pressure. '} lie heating 
power is greatly increased by 
Flctoher’s Patent Solid Heat- 
conducting Rods in tko flame, 
and also bv copper fine 
tubes, and u rail is fixod 
ing towels. This apparatus 


vOUnd 'the top for drying nnd 

will boil 10 gallons of water, auflicient for the largest Biro bath, in 
hours, and roquirt-s only a jj‘ bore gas supply pipe. It is also a satis 
factory warmer for the bntbroom, (iilmg the place of a fire or stove 
in the room. 

Both pattern* aro made in strong copper, enamelled outside, and 
coated with pure tin inside. Gas supply either side as ordered. Water 
tap any position : but is placed in centre, as engraved, unless otherwise 
ordered. 

Fig. 1.—Pattern W.H., for hand Riling . ea. £3 2 6 

,, 2.— Pattern W.S , with Plefcliera Patent Automatic 
Self filling arrangement, with union, but with¬ 
out water inlet tap ... ... ... en. 3 3 .0 

Note. —Fig. 2 has n spout only for outlet of hot water, the 
water tap being in this case on.the inlet, aod no obstruction or tap must 
be placed on tho outlet spont. 

Either pattern, if without towel-rail, 3/ less than the above prices. 
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COMBINED BRASS PLATE BATH FITTINGS. 

With cast iron dincliargo pipo, grating and overflow. 


Complete, hot, oold end waste fittings, end caet iron stand pipo, not trapped. 

^0. 1081 n.--Best quality (Shanks') yellow motal ... «», £13 0 £15 0 

Ditto stamped, Now River Co... „ 1-7 0 1 11 0 

Stand pipe, with trap, 3/ extra. Nicjkel-plated fitting.., 6/ extra. 

°-1082 w. -Kor porcelain baths, yellow lbetal (not f 1 in. 

trapped) ... ■ . eo. £1 9 0 £1 13 0 

Ditto stamped, New River Co. „ 1 17 0 2 0 0 

Stand pipe, trapped, 8/ extra. Niokel-plotod ^ttinge, #/ extra. 

| X id. 

1088 nr.—Second quality, yellow metal . «a. £1 0 3 £1 2 3 

Stand pipe, with trap .extra „ 0 2 3 0 2 8 

Fo. lOSt W —For porcelain bathe, 8/ extra. Niokel-plated, 3/ extra. 


No. 1081 w. 
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COMBINED BRASS PLATE BATH FITTINGS. 

With wist iron discharge pipe, grating and overflow. 



.Vo. 1085 w. 


Complete, hot, cold and waste fittings, and cast iron stand pipe, 
not trapped. 

Best quality (Shanks’), extra strong, { 1 1 j in. 

yellow metal ... .... ea. £1 10 6 1 15 6 £2 0 d 

No. 1086 W.—For porcolain baths „ 111 1 16 6 2 1 d 

Stand pipe, with trap, 2/ extra. Nickel-plated fittings, 6/ extra. 

COMBINED BATH PLATE, COLD AND WASTE ONLY. 



Complete, with stand pipe, grating and overflow. 

J 1 in. 

Yellow metal (not trapped). ea. £0 18 0 £1 1 0 

Ditto stomped, Now River Co. „ ’ 1 4 0 18® 

Stand pi]***, with trap, 2/ extra. Nickel-plated fittings, 4/ extra- 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


467 


COMBINED HOT, COLD, AND WASTE 
INTERLOCKING BATH FITTINGS. 


WITH CAST IRON DISCHARGE PIPE,GRATING& OVERFLOW 



No. 1088 w. 

Arranged so that taps 
cannot be opened until 
the .waste is shut down, 
thus preventing waste 
of water. 

Heavy gun rnotal, 
£2 iu 0 £2 *17 f> ca. 


Yellow metal,approved 
by the Bristol Water 
Company, 

£112 6 £1 IS 6 on. 


Nickel plated fittings, 
} in. &l, 1 in. 6/ extra. 



HATH PLATE, FOR HOT & COLD 

No. 1081) w. 

Bkst Quality. 

Extra strong £0 IS 6 Cl 2 6 £1 d '] 
Nickel-plated 1 3 6 17 0 1 11 0 
Y’cllow metal 0116 0 13 6 — 

L )o • o"T d loic-o 106 - 

New Riv. On. S 

Nickel-plated, 4/ extra. 


Skcosd- Quality. 

Yellow metal, ea. £0 9 0 £0 11 0 
Nickel-plated „ 0 10 6 0 12 h 

When ordering, please give No. and 
quality. 
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Tlml* littmqr« iwo fmitablo vrliore it U donirml to briDR tho wntor in at or nonr 
t>»w» bottom »f bulb. With it*nd-pii>«, not trappud. 

, i l in. 

l’olinhed brew fittings ... ea. £1 18 0 £1 17 0 £2 I 0 

Nk-kel-plntcd „ ... „ 1 IB 0 2 10 2 ft 0 

Stknd>pip« with tmp, 2/ extra. 

No. 1091 w. 

CAST IKON STAND-PIPE WITH GRATING. 
Without trap (iu shown) ... . . c*. 9/ 

With trap .11/ 


No. 10112 w. 

COPPER STAND-PIPE, WITH 
OVERFLOW PLUNGER 
VALVE 

Without Trip. With Trap 

Ea. ... £2 10 0 JC2 10 0 
Waste pull and plate, 3/G ex Ira. 
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T. & w. FARMILOE'S 
-QUICK-WASTE” BATH VALVE. 

This valvo is admirably adapted-for both public and private bath*, 
as the water'is discharged from the bath very quickly, and the valve 
boing lifted abovo tho waterway, rhoro ia no liability to choke up. it 
can bo readily fixed to existing baths. 



No. 1093 w. 


Quick-waste bath naive, with unions 1* >1 2 ,a - 

for lead pipe, pull-up knob and ...» „ 

brass plato ... ... ... oa. £1 2 6 £1 5 0 £ 1.19 0 

Nickel-plated . extra 020 0 2 0 020 
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FITTINGS. 

UPRIGHT BATH COCKS. 


No. 1094 w. 

of none from < 1 4 i 

ce.Hroof body ... 3J Hjl 3J ■! 

No. 1094 W. ... 8/6 3/7 3/0 4/ 
No. mu W. ... - _ 4/3 _ 
Niixo t-plaiod, extra /6 /8 /fl . /8 


No. 1096 w. 

ill 1 1 

3t 4 41 6 5* 

4/9 6/ 6/9 6/8 9/ 

- -- 0/9 7/ - 

/0 /& /9 /9 /9 



GUN METAL DOWNRIGHT 
BATH OOCK. 

No. 10% w. 

i i in. 

Gun Tnot.nl ... ca. £0 0 0 0 7 6 
Niokol-platerJ „ 0 6 9 0 8 3 
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bath fittings. 

Yellow METAL DOWN IiIGHT LEVER HANDLE BATH TAPS. 


Yellow motal 
Nickel-plated 


Yellow metal 
Nickol-platod 



No.1097 w. 

i *"• 

. ea. . £0 • 7 6 

;;; o 8 s 

No. 1098 vr.—F or Pouceuik Baths. 


£()' T 3 
0 9 3 

i in. 

£0 9 0 
0 10 3 



No. 1099 w. 


Yellow motnl ... 

‘Nickel-plated . . 

(1 i,ont Baiuiki, Pattksk. 

Yellow metal ... 

Nickel-plated 


i i" 


CO 5 0 
0 5 S 


; tm. 

£0 6 6 
0 7 -1 
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B A T H F I T T I N G S. 

'IMPROVED LONG. BARREL. GLAND TOP, FOUR-WAY 
ROUNDWAif, BATH COCKS. 




Mo. 1100 w. 


1) IH FICTIONS FOR 
FIXING 

No. liOOw. 

Theplutnhnrtotn'ri) 
off thn front union lo 
if (ho plug i» („ 
its proper position, 
namely, “tortied-on" 
for the tlov/ of wanto • 
if not, turn the plug 
to Unit position, it!: on 
tho tno-parallel In - 
lota trill be for“co)d'' 
and “hot” walyr. 

Tho light will.bo 
for hot, thn loft for 
oold. There lomrrkn 
do not apply to tho 
dial.pluto, save In tho 
"’.ord "hot,” which 
must he placed over 
tho right-hand itili-t, 
which in for hot. 
The dial.plain, whan 
fixed,will road—ihut 
opposite hot, and 
wasto opponitn coi:!. 

;07 Tho union'in front is 
t«o inlot or both 
•'ipplv, tho bottom 
or perpendicular 

uiv.on iaforthevrayio 

irou; bath. 

In (Ling tho d'fti- 
plftr, the hngtr of 
the lover >nuxt *]. 
ways point over 


No. 1101 w. 


K». 1100 vr. Four-way , it,, bath cock, with 
* R,on, i bi ‘ tb Pl“te, lever a ad ebony knob 
Ba lldi w.-With tuiiojiM, index plate, lever 
•pindle, complete ... 

***** plate and lever uiokeJ.plated 


ground in 
... ea. 
socket, niul 


... extra 


£2 2 1 ) 

.‘I 2 0 

0 3 0 


P, “ tC und • engraved "Hot,” “Cold,” “Waste,” and 

“Shat," with 2 it. iron rod. 
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B A T H F ITTING S. 

GLAND BATH COCKS, SOLID BOTTOM AND ROUNDWAY. 
Tinnkti Ends. Union. Ok* End. 


Plain shank ... 
Union one on(l 
Do. both ends 
Bccond Quaut 
Plain shank... 
Union one end 
Do. both ends 


It in. 

20/9 

23/9 

27/0 

18/ 

H/9 

15/9 


No. 1103 w. 

1 i 


8/0. 

18/ 

9/6 

11/9 

11/S 

16/3 


6/6 

7/3 

8 / 



ROUNDWAY BATH COCKS, SQUARE OR HOLLOW HKA». 

TT«..^vt Tilwn. 




No. 1104 W. 


Plain sb ank 
Union one ond 
Do. both ends ... 


t l H lx- 

. oa. 5/6 11/3 20/3 

C/9 13/ 22/6 

„ 8/6 14/9 24/9 

Hollow Head, same prices. 
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BATH FITTINGS. 


ORNAMENTAL BATH LEVER, SOCKET AND SPINDLE. 



No. 1IOU 


Straight Bras? Levbrh. 
Engraved hot, cold and waste, and ebony 
or white knob, with socket and spindle. 

I I in. 

._ 8/3 10/8 

Brass Scroll Levbks, 

For Birth Cocks, ongTAvod hot, cold and 
waste, with ornamental knobs. 

i 3 1} in 

E'o ... 6/ 7/9 9/6 

Silver or nickel-platod, 2/6 oa. oxtra. 


ORNAMENTAL BATH LEVER, FOR HOLLOW HEAD COCKS- 



No. ]U07 vr. 


Now pattern bath lever, with obony handle, littod with 
nvrewod flange and fly nut to fix plate on mahogany 
instead of screw holes. 

Handsome ditto ivory lever and waste and plated 
lnouuU 1 


£0 14 0 
3 0 0 


The* 
with holi 
saved. 


•••v«r* being fitted with long square iron, and the cook made 
iw head, the cost of nockvt and welding tho irons together >» 
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BATH FITTINGS. 

HODNDWAY BATH COCKS, SQUARE HEAD, WITH SOCKETS 
AND LEVERS ENGRAVED. 

Tin.vkd Ends. 



No. 1110 w. 

of throo roond-way Bath Cooks, complote, with aockots and level's, 
ongraved hot, cold and waste. 


1108 YT.— 1 Tinned ends. 

.. per set 


1 

33/ 

lln. 

41/ 

1109 w. — Union one end ... 

,. „ 

18/ 

36/ 

«/ 

1110 W. — Union hoth ends 

.. 

-22/ 

38/ 

48/ 


Wrought Iron SocKrrs onlt, 
1/6 2/6 3/6 
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Brocket shower, in b«i», with wro’l iron tube Poh.bed. KkrW*’*" 4, 
end cast iron wall plate, brass bend and ^ g £1 t> 6 

connection . ••• oa : 

Ditto, ditto, in copper; with oopper tub* ftud llfi o 

bra^« wall plate •••. ••• ea " 

Tho above are made with 8 in. rose. n -i 0 

If with 10 in. rose .«*•* oa. 0 8 0 < 

The wro’t iron tubes and cast iron plates are usually bronzed or 
japanned. 

No. 1114 w. 

SHOWER FOR SCREWING TO KO^' 

ca. 17/6 V i 
Nickel-plated „ 21/6 24/ 


ROCHESTER ROW, WESTMINSTER, S.W. 


BATH FITTINGS. 

BRACKET SHOWER, WITH SELF-CLOSING VALVE, HANDLE 
AND CHAIN. 


XI 12 0 
2 4 0 


No. 
1113 V 


Bracket shower, in brass, with wro't iron tube roii.hoJ. 
and cast iron wall plate, handle aud chain 
complete ... ••• ••• 0ft j ** ' 

Ditto, ditto, in copper, with copper tube aud 

brass wall plate '. oa - 1 


BRACKET SHOWER. 


No. 1112 tr. 
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B A T H F I T T I N G S. 

HfUCKEr SHOy/KU, V. r iTR SELi'-CLOSING VALVB. 


;p, ^ r “Uoirer, wiUi iruu tube nud tkugo, T*.nUil 


MIX I NO BOX 
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BATH FITTINGS. 

T H K NEW PORTABLE SHOW E R. 



No* 1118 w. , 

Yellow motal. Nickell'l"^’ 

Complete wilh rose and tube. £1 11 6 £l 14 


SUSPENDING SHOWER HEAD WITH LID. 

To lmng from bathroom ceiling. 19 in. diamotor X 91 in. deep- 
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BATH FITTINGS. 

COPPER SHOWER BATH ROSE, 
porcupine'poixita, and fitted with I iu. union scrowod for iron pipo. 



6 7 8 

6/3 7/9 8/3 


SHOWER BATH VALVE. 




No, 1121 w. 

2 21 3 3J 4 in. 

a /3 4/6 6/ 9/ ' 13/ea. 

^°ZZLE, WITH FERRULE. 


9 10 12 in. 

12/ 18/ 28/ ea. 



BATH . SUPPLY. 


No. 1122 vr. 

1 } ... H in. 

3/9 ... 5/3 ea. 



BATH SPOUT. 


No. 1 124 tv. 

1 in.. ... 14/ ea. 


1/9 2/3 

ROCHESTER 


oa. Nickel-plated, 19/ oa. 

ROW. WESTMINSTER, S.W. 
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BATH FI T T ING'S. 


BATH INLET NO&ZLEB. 



Fob Iron Bath. 


Fob Poroeuin Bath 


•U 1J in. 

2/<J 8/6 4/3 ca. 

BATH VYASHER AND PLUG. 
Tou Pouokuin Bath. 


No. 1126 w. 


H >"• 

6/ o* 


| BATH WASHER AND GRAT* 1 ’ 




Nickel-plated ,ex tv* 6i 


H H ^ in. 

8/6 11/6 17/6 

SL 11 


No. 1128w. 


Best . 

Seconds ... ... 5/ 

Nickel-plated,ox^ra 6d 


Fob Porcelain Bath. 




BATH FITTINGS. 




GUN-METAL 


COMBINATION BATH WASTE AND 
STENCH TRAP. 

Fob Pop.ori.aj 


Fob Iron Baths. 


4/3 e 


1 J in. 
5/8 on. 


No. 1130 Tf. 
Uln. ... Hi" 

5/6 ob. ... 7/6 e 


With cleansing plugs, 4d s ea. extra. 


Dasher and plug. washer and grate. 

With Fi.y Not and Bent Union. 


For Iron Baths. 




No. 1132 w. 


2 in. 
12/6 
8 / 

1 / 


1 

Best ... ea. 6/6 
Seconds n 2/3 
Nickel-pl&tod 
extra, ea. 6d. 


1} H 2 in. 

7/0 9/ 12/6 

3/6 4/9 7/9 

6d. 9d. 1/ 




ROCHESTER ROW, WESTMINSTER, S.W. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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BATH F 

BATH WASHER AND PLUG. 
Wrrn Flvni’v axd Union. 



No. 1133 w. 


1J 4 2 in. 

Yollcw metal -3/ 4/ 8/ ea. 

Niokol-platcd 3/6‘ 4/9 9/ „ 


TTINGS. 

GUN METAL FERRULE 
OVERFLOW. 



No. 1134 w. 

4 1{ in- 

Gun metal ... 2/ 3/3 «>* 

Nickel-plated 3/ 4/9 >r 


PLAT LINK CHAINS. 
For. Bath Pi.uos. 





Niokol-plawd, 1/0 per doz. ^ardu extra,. 

In quantities, of less than 12 yards 6d. per yard. . 

No. 1130 w.— Split Links . No. 1, 7/; No. 2, 5/ p* 


ROCHESTER ROW WESTMINSTER, S.W. 
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SCREW DOWN BIB COCKS. 



ROTHERHAM PATTERN. 

PLAIN SHANK. 

Best Quality— 

.*4 t 111* U Sin. 
1/0 2/8 3 1 8/0 0/ 10/ 14/0 83/6 

Second Quality— 

I t I -I 1 li It 2 in. 

1/0 1/0 2/8 2/0 4/6 6/0 10/0 26/ 



SCREWED FOB IKON. 


Hurt Quality — 

i t I 

2/ 2/0 3/3 

Skconu Quality— 

t i 


0/8 11/ 10/ 80/0 


1/0 2/ 2/0 3/ 4/0 7/6 11/6 



No. 1139 w. 


SCREW FERRULE. 

Bkht Quality— 

i t » 1 1 1* It S -in. 

* 2/0 3/9 4/3 0/0 12/8 18/0 AS/6 

Skco.nd Quality— 

t t I til It U 2 In 
1/0 2/3 8/3 3/6 6/3 8/0 14/ 30,0 



No. 1140 w. 


WITH UNION FOR H08K. 

Screw ferrule. 

B*»t Quality- 

1 i i 1 1 11 It 

2/8 3/3 4/0 6/0 8/8 14/0 22/0 

Second Quaiiit— 

1 i i * 1 It It 

2/3 2/9 3/0 4/9 7/ 11/ 18/ 

ftCRRWKD t OX IXON, 1#M— 

.' 11 t l U 14 

pt n 1 6 n /» l/o 2 /s 

Without Union, W — 

I t t t 1 U U 

/6 /0 /9 - 19 1/ 2/a 3/0 

HurixontAi ooek* price*. 


2 in. 

86/3 


4/8 


2 in. 

3/ 


ROCHESTER ROW. WESTMINSTER. S.W. 
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SCREW-DOWN S TOP COG K S. 

ROTltBRUAM PATTER N. 

PI,AIN SHANK. 



i 

1/0 

1 

2/8 

Best Quality — 

* t 1 U 

8/ 3/9 6/ 10/ 

1* 

14/9 

3i«: 

3S/ 6 

i 

1/6 

* 

I/O. 

Second Quality— 

I11H 

2/8 2/0 4,0 6/0 

1* 

10/6 

2 in- 
26/ 


8CKKWKD FOR IRON OWE KND. 



JllBT Quality— 

1 l i 1 H 

2/0 3/8 4/ 6/3 11/ 


I 

1/9 


St COM) Quality— 

i i u u 

;e 3/. 4/6 7/0 11/6 2tJr 


MCIIEWBPFOK IRON DOTH KND8 



U**T QUALITY— 

i * » * l H U 

2/3 2/9 3/6 4/6 6/9 11/0 10/9 

SECOND QUALITY— 

i 1 * 3 1 HH 

1/11 2/8 2/9 3/3 6/3 8,6 12/6 


27/“ 



BEST QUALITY— 

I i l H 

- 6/3 a/3 14/8 

SECOND QUALITY— 

i I 1 11, 

4/ 6/8 7/0 11/ ■ 

Plain Shank, Jobs— 

t * i H 

1/ 1/8 I/O 2/3 


Bkot Quality— 

* i l H 


1* 


6/8 0/8 14/3 23/ 

Second Quality— 
f 1 H H 
7/0 11/ 18/9 

ROCHESTER ROW, WESTMINSTER, S.W. 
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j'flH "WARWICK" BIB AND STOP COCKS. 

CUN’ METAL BIB COOKS. 
CAPSTAN HEAD. 

Plain shank 2/6 3/ 3/9 4/6 6/9«. 
Screwed for 

iron • ... 2/9 3/3 4/ 4/0 /7/S „ 

Screw forruio 3/ 3/6 4/3 5/ 7/6 ,, 

Lighter Pattern. 

. I * I f 1 >n. 

Screw ferrule — 2/G — 3/9 6/9 ,, 

Nickel-plated, 

No. 1148 w. extra ... /4 /6 /6 /7 /9 „ 


GUN METAL STOP COCKS, 
CAPSTAN HEAD. 

i 1 It J in. 

Plain shank 2/6 3/ 3/9 4/6 6/9 uu 
Scrowcd for 

iron ... 2/9 3/3 — 4/9 7/6 
Nickel-plated, 

cxlra ... /4 /6 - /7 /9 ,. 


OCN METAL STOP COCK, 
CAPSTAN HEAD. 


No. 1148 w. 


QUICK THREAD COOKS (CRUTCH KEY), 

' *0 Screw-down stop cocks, plain shank 2/ 3/6 

V., Oy.- tl screwed for iron 2/3 3/9 

w. - „ Bih Cocks, screw ferrule 2/6 4/ 


Rochester row, Westminster, s.w. 























T. & W. FARMILOE, 


IMPROVED HIGH PRESSURE 
DOUBLE VALVE BIB AND STOP COCK$ 

With (tufting boxoa and doubto mire, with (elf-acting ahr.t-off action, for ropa^ 
Bib Cock. without turning off tbo eater. 


T. & W. FARMILOE, 


Ilest quality 

1 

. 8/8 

1 

4/8 

1 

6/ 

op* 

Second quality .. 

. 2/8 

2/9 

3/6 

4/6 * 

Screwed for itou,oi 

;trn /6 

/« 

/» 

/fl 1 

Sjcrew ferrule, „ 

1/ 

V 

1/ 

1/-I 


SCREW - DOWN BIB AND STOP COCKS. 

ROTHERHAM PATTERN, GUEST & OHRIME’S MAKE. 


Beal quality ... 

i 

3/8 

1 

4/3 

1 

6/ 

U* 

0/9' 

Second quality 

2/8 

2/0 

8/6 

4/9' 

Screwed for iron, 

/9 

1, 

V 

A 


BEACH’S PATENT HIGH PRESSURE 
DOUBLE VALVE STOP COCK 5 


My this 


» full wfttor-way 


alwnyi bo 






Bo. 1154 w. 

B«»t QrfcLiTT— 

i * t 

Plain (bank 3/0 4/3 7/ 13/ 
Scrowed for 

iron ono end 4/3 4/9 7/0 13/9 ' 
Screwed for iron 

both end. 4/0 5/3 8/ l*P ' 
Siooxn Quality— 


! 

Plain (bank ... 8/ 0/8 

Sorowod for iron 
one end ... 3/0 0/ 

Bcrewod for iron 

both end. ... 4/ 0/6 i 


ROCHESTER ROW, WESTMINSTER, S.W. 


„ No. 1156 w.—STOP COCKS. 

°K8T QoaUTY—• 

c J 1 t 1 1 


c 

i 

i 

1 

i 

1 

11 

1* 

2-in. 

* ltt ahank ... ea. 1/10 

2/3 

3/ 

3/11 

6/10 

12/ 

17/ 

42/ 

Cr «wed for iron one end 

.. 2/1 

2/0 

8/3 

4/4 

0/0 

18/3 . 

18/9 

45/ 

Cr °wed for iron both ends 

2/4 

2/10 

8/10 

6/ 

7/0 

14/9 

21/ 

48/ 

^ e CONK Qu-AUTT— 

(hank ,. ea. 1/8 

1/11 

2/7 

3/6 

6/4 

- 

— 

' — 

^ f nr j ron one om | 

r , Crtw °d for iron both enda 

1/H 

2/2 

2/11 

8/11 

8/ 

— 

w- 

— 

» 9/2 

2/7 

8/6 

4/7 

0/11 

— 

— 

— 

^ "jotal, extra. 

/6 

/o 

/» 

/o 

1/ 

1/6 

2/8 

6 / 


ROCHESTER ROW, WESTMINSTER, S.W. 


No. 1155 w. 

fi *ST Quality— 


Pl »in (hank.oa. 1/10 

8 '-owcd for iron „ 2/1 

Scr »w ferrulo ... „ 2/4 

SkcoKD Quality— 
l>1 *iu.bank ... ea. 1/8 

Serewod for iron .. 1/11 

*•*•» forrnlo ,. 2/2 

^*"1 metal, .extra „ /0 


^'th hone onion, oxlra „ /0 


2/8 

2/6 

2/10 


COCKS. 

1 » 

8/ 8/11 

3/3 4/4 

8/10 6/ 


No. 1156 w. 

l H 


5/10 

12/ 

0/0 

13/3 

7/0 

14/0 

6/4 

_ 

3/ 

— 

0/11 

— 

1/ 

1/6 

1/9 

3/3 


17/ 

18/9 

21/ 


42/ 

40/ 

49/ 
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SCREW-DOWN BIB AND STOP COCKS. 

IMPROVED SCHOOL BOARD PATTERN, WITH STRONG 
GUARDS AND LOOSE KEYS. 


NEW RIVER “STAMPED” BRASS WORK. 

SCREW DOWN BIB AND STOP COOKS. 


Bxht Quality. J 

No. 

115? v 

1 

.' l 

6/6 10/9 

H 

j j li>. 

Screwed for iron,ea. 8/9 

4/6 

5/8 

20/6 

30/ 

Screw fnrrnlo... d./.'l 

4/9 

5/9 

7/ 11/ 

21/6 

\tb{ 

Secocn Qcamyt. 

S'Tewod for iron, Oft. — 

2/8 

8/6 

4/4 C/7 

17/ 

25/ 

Screw ferrule. . ,, — 

3/ 

8/11 

•t/lO 7/ 

18/6 

26 / 


Stop cocks. 


m 


Best yrxuiv. 
sluink 

Scvownd for ti'oji one end 
,, both end* 
With unimiB both ends ... 
„ otto cud 
Second Quality. 

Plain shank . 

Screwed for iron one ond 
it both ends 


No. 1158 w. 

f » 

* 


It 

. ea. 3/8 

4/6 

5/9 

10/ 

17/ 

.. 3/9 

4/7 

6/ 

10/6 

IS/ 

i 310 

i/9 

6/6 

«/ 

7,-' 

;]/ 

19/ 

■ , 5/3 

5/y 

12.6 

21/6 

„ 4/C 

5/3 

U/ 

2o;.9 

ea — 

2/6 

4/ 

6/ 

7/ 

_ 

— 

2 >9 

4/6 

> _ 


3/ 

5/ 

7/ 

— 


J* l?' 
28/ 
24/6 
26/ 
.%>/« 
O0/0 


3#. 1169 W. —Screw ferrule, 


„ bib cork ... dot. 25 f» 

"o. 1160 w.—Ditto .with 

cepaUn bead .. dot. 30/0 <0/0 67/6 M/ 

"ioknl-platcd, - 


Wo. 1161 w. 

*0. 1161 W—School Board bib cock scr*w ferrule 


Ho. 

and key .. 1 1 } 

dot. 04/3 84/6 04/0 

1162 W—Stop cock, onions both 

1 

158/9 

11 

287/ 

H 

4H; 

2.' in. 

*0. 

end* ... dot. 42/3 51/8 60/3 03/fl 

1163 w.— Soliool Board stop cocks, union* both ends 

209/3 

290/ 

540/ 

_ 

and key ... dox. 80/ 06/ Ul/0 

150/ 

304/ 

425/ 



RIVER” SCREW 
FERRULES. 


4/8 

Cut iron cap, extra /6 


DOWN MAIN 

1 in. 

9/ ea. 

l/« 


ROCHESTER ROW. WESTMINSTER, S.W. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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JUMPERS, Ac., for Repairs. 

i i 


9d. 1/ p«r 4° r 


ROCHESTER ROW, WESTMINSTER, S.W. 


Plain Hhnnk ... 
Screwed for iron 
Sorcw ferrule .. 
Hoho union' ... 


j i in. 

5/6 9/3 ouch. 

5/10 10/ 

10/9 „ 

2/ extra 


“RAMSGATE" PATTERN BIB AND STOP COOKS. 

Of strong red metal, with square threads uwl loose valves, patent fibre 
valve fuccs, and cup leather joints to spindles. 


No llOOw. 


Plain, shank ... 2/9 4/6 

Scrowed for iron 3/ 4/10 

Screw femilo ... 3/2 5/2 9/6 »i 

Stop cocks, tinned ends or scrowud f° r 
iron, same prices as above. 


AM” PATTERN BIB COCK. 


This valve tap 
pressure is 
It is constructed with a 
examining and 


specially made for use whore tho ooutinuOO* 
and is found to answer most efficiently. 

which affords great facility f° T 
loos valve if needed. 


No. 1167 tv. 

* 

.. 3/6 
4/ 

4/3 

1/6 


i in. 
9/3 each. 
10/3 
11 / .. 
3/6 ext 11 * 


e also made upon this principle- 


SCREW-DOWN BIB AND STOP COCKS. 

“AYLESBURY" PATTERN BIB COCKS. 


T. & W. FARMILOE, 
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SCREW DOWN BIB AND STOP COCKS. 


Him! Pressure.—Brighton Pattern. 



No. 1168 vr. No. 1169 w. 


BIB COOKS. 


No. 1168 w.—B ert Qoamtt. 

I 

i 

1 

i 

1 in. 

Plain shank ... .. oa. 

3/3 

*1 

V 

5/6 

9/6 

Screwed for iron . „ 

3/6 

4/3 

5/3 

6/ 

10/9 

Screw ferrule . „ 

3/9. 

4/6 

5/9 

6/6 

11/9 

Second Quality. 






^lain shank ... ... ... ea. 

— 

2/2 

2/11 

3/10 

6/ 

Screwed for iron . . ... „ 

— 

2/6 

3/3 

4/3 

6/6 

®Dcow ierrnle . „ 

— 

2/8 

3/7 

i/7 

7/ 

STOP 

COCK. 





No. 1169 tv.— Best .Qualitt, 

! 

i 

* 

i 

1 in. 

^•ain shank. ea. 

3/3 

4/ 

5/ 

5/6 

0/6 

Screwed for iron ouo eud .... „ 

3/6 

4/3 

5/3 

6/ 

10/9 

Crowed for iron both qnds „ 

3/9 

4/6 

5/9 

6/6. 

11/9 

Second Quality. 






^•ain shank. ca. 

_ 

2/2 

2/11 

S/1C 

" 6/ ’ 

'^Crewod for iron ong ood „ 

■ _ 

2/6 

8/3 

4/3 

6/6 

brewed for iron both onds 

— ' 

2/8 

3/7 

4/7 

7/ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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DIAPHRAGM BIB COCKS. 

PI,AIK KHANK. 

Best Quality. 

I * i i 1 u 1* 2 in. 

oa. 2/9 3/3 4/ 5/ 7/6 18/6 26/ 42/ 

Second Qoajuty. 

ea. — 2/3 2,8 3/3 5/9 — — — 



Baex Quality. 

* 4 * J. 1 1* 14 2 in. 

ea. 3/' 8/6 4/3 5/6 8/6 19/9 27/9 46/ 

Second Quality. 

ea. 1/9 2/4 2/10 3/5 6/ — — 


Best Quality. 

ff i -J f 1 14 li 2 in. 

ea. 3/3 3/9 4/9 6/ 9/3 21/ 20/6 50/ 

Second Quality. 

oa. 2/ 2/7 3/1 3/8 6/6 — — — 


4 

6/9 


Bkst Quality. 

oa. 4/6 5^8 

Second Quality. 

on.. — 3,9 4/6 5/9 

Screwod for Iron (loss) 
oft. 3d. 4d. 5d. 6d 


1 Hif- 

12/6 25/6 


9/ 

lOd. 


1/2 


Scrtiv* VtfrrnW; 

■wrnp"fl 


Fitted with Horn Knob A. Wire Gauze Diftphvftg®** 

Best Quality. 

'4 t i 1 14 14 2 >n- 

oa. 5/6 6/9 7/9 10/9 18/3 23/9 33/ 

(Screwed for Iron 

ea. 5/3 6/3 7/3 10/ 17/ 22/ 54/ 


T. & W. FARMILOE, 


DIAPHRAGM STOP COCKS. 


Plain Siiane. 

i i If l If H 2 in. 

Bust, quality 2/3 3/3 4/ 6; 7/4 18/0 26/ 42/ ea. 

Second „ — 2/0 2/S 8/C t:U — — •— 



Screwed for Inos one End. 

i * 1 i 1 H U Sin. 

Bent quality 3/ 3/0 4/3 5/8 ,8/8 10/9 27/9 4tK ea 

Socond „ 1/0 2/4 2/10 3/6 0/ — — 


Screwed for Iron doth Enos. 

I 1 » i 1 u U 2i°. 

Bo«t quality 8/4 4/ 8/ 8/3 10/ 19,3 28/ 45/ea 

Second „ — 8/ 3/fl -I 3 7 _ — — „ 

No. 1177 w. 

Mulit and tamale, or two tamale screws, same orioo. 

Hale and female sout if not otherwise onlertd. 


GLOBULAR STOP VALVES. 


Tinned Ends. 

Best quality. 

In brass, either-) 1 J J 1 li li 

with square or > 4/0 8/ B 'O 8/ 12. 6 15, 8 23' e» 

T bead ...) 

With horn knob ] B , fi 0 i c o u i | ? , ««/ , 

for hot water) 


Screwed for Ikon 

i pgfe . , Xr n r /• ’>« »» 

In ga’vaoirod iron,)_ , 3 *- 8 9k 12,6 14/-.-,. 

.yp- with buses coders 1 ‘ ' 

So. 1179 w. 



ROCHESTER ROW, WESTMINSTER, S.W. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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GUN METAL SCREW DOWN BIB STOP COCKS. 



No. 1183 w. 

Stop Valvic, tinned for loud pipe. 

1 I i 1 1} in. 

5/6 6/6 8/ 11/ 15/6 on. 


Tlieno Valve* nro of superior fininli, and are Htted with horn handles, whioh always 
Voop cool - a moHt dosiroblc advantage when naod for hot wau?r. 

No. 1180 w. 

Bin Valvk, with short scrow for iron pipe. 

1 i l J H in. 

5/9 6/9 8/6 11/9 16/6 cn. 

No. 1181 W.—With long scrow and back nut. 
6/6 7^6 6/6 13 / 18 / 0 *" eft . 

TIiuno vulvf.r nru made right and left-handed, or with 
capstan head*, at name prince. 


No. 1182 w. 

Bin Valvb, with short screw for iron pipe, 
i i 1 in. 

4/3 5/9 8/6 eit. 



No. 1184-w. 

Vai.vb, with niiionB for lend pipe. 

if 1 li in- 

8/6 10/9 14/6 20/c* 



ROCHESTER ROW, WESTMINSTER, S.W. 


U in- 
19/eft. 


T. & W. FARMILOE, 
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TROTT'S patent quick filling bib and 
OTHER VALVES. 

DucftlPTION.— -Those patent valveu are strongly made, and roaaiat of a eliding 
"wing valro in a chamber covered with a screwed cnj. ol nozzle. lly unacror.-iug 
the cap or uozxle the inner valve can be removed, and a new ntbcaloa diac inserted 
with (he grrntMt eaao. 


gun-metal bib valves. 


KOK HIGH OJt IiOW PRES8URK. 

^'nil-way, half-turn, with unpatan handlei, ohina bmtoim innrlted “hot’* or *■ cold." 



ROCHESTER ROW, WESTMINSTER. S.W. 
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TROTT'S 

WITH SCREW NOZZLES, 


PATENT VALVES. 

TO RENEW SEATING AT THE FRONT. 


J( 0 . 

Cun metal bib vnlvoj, uorowod for Iron 
No-, 1188 w. or 1182 w. 


No. 1189 w. 

* 1 1 i«- 

A/3 13/ 21/3 e*. 



No llIH) ir.—Gun-metal, bib vilven, nrowoil fcr iron 
So. not w.- -Gun metal, ebony bundle 

Screw ferrulca (for any of above) oxtia 
I’ittotl with automatic! atop valve* „ 


t * i 1 in. 

'7/0 9/3 13/ 21/3 co. 

>il 9/0 14/ 21/0 „ 

/8 /» 1 / */ 

1/6 1/0 2 / 2/6 „ 


STRONG RANGE AND BOILER TAPS, FULL-WAY. 



ROCHESTEK ROW WESTMINSTER, S.W. 


T. & W. FARMILOE, 





STRONG HEAVY GUN METAL STEAM, HOT AND COLD 
WATER VALVES. 


No. 1196 w. No. 1198 w. 

v | i * 1 1} 2 in. 

No. 1196 W. — Tinned onda ... oa. — 7/9 10/9 1576 22/9 27/3 — 
No. 1197 w.— Do., lighter „ - 6/9 9/9 13/9 — — — 

No. 1198 W. — Serowoa for iron, 

female ends . 6/9 8/ 11/3 19/ 22/6 31/3 42/« 


No. 1199 w. 

GUN METAL STEAM. HOT AND COLD 
WATER VALVE. 

Turned Flanged End*. 

£ } 1 11 1| 2 2£ 3 in 

Diam. of 

flange, 3£ 3} 4} 5 5|' 6, 7 8 „ 

12/6 17/ 22/3 29/ 46/ 77/9 90/9 102/ eu 


ROCHESTER ROW, WESTMINSTER, S.W. 


No. 1191 w 

Gun ciietul, with long 
nuts for ranges, &c., 1191 yf. or 1195 yf. oa, 8/6 11/ 19/ 27/9 

Brass dftto ... ;. 6 6 9/9 16/6 24/6 


TROT T’S 
STRONG RANGE 


NT VALVES. 

BOILER TAPS, FULL-WAY. 
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WILLIAM THOMSON’S (LORD KELVIN’S) 

iENT INDESTRUCTIBLE WATER TAPS. 

These taps- lire entirely of metal, no other materia) being usod in 
their construction. 

The perishable rubbor, fibre, or loath or waehor valve employed in 
screw down cocks is entirely dispensed with. 

The perishable packing or washer generally used around the 
SDindle is also dispensed with. 

itnesR is nevertheless obtained. 


1). Stop. 

K, Annular space. 

F. Eduction tube. 

J.HU mown vaive a on reaching the seat B, also of metal, is not 
suddenly arrested, and compelled to neat itself haphazard, but continue* 
to turn upon its seat, an the handle is turned, receiving meanwhile #■ 
gradually increasing pressure from the spring C, centrally applied 
through the medium of the rounded head of the stop D. The valve > s 
thus rubbed upon itu seat, ut every opening and closing, arid both valve 
and seat thereby acquire and maintain & perfect fit and burnish. N° 
material Wear is shown after the tap has been opened and closed 
hnndrods of thousands of times, and experiments show that even if t-1*® 
so&t of the valve be purposely damaged it automatically rights itself. 

No packing is used to prevent upward loakage. All water whid' 
passes the screw when the tap is open enters the annular space E, arid 
in drawn off into the* bib throngh the eduction fubo F, in which ** 
current is induced by tlm velocity of tlio water flowing through the bib- 
This device is thoroughly effective. 

ROCHESTER ROW, WESTMINSTER; S.W. 


,T. & W. FARMILOE, 
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SIR WILLIAM THOMSON'S (LORD KELVIN’S) 

PATENT INDESTRUCTIBLE WATER TAPS. 


Vbrtjcal or “ A ” Pattern. 



NO. 1200av. 


jj-in. fin. fin. fin. 1-in. lf>n. 
Plain shank ... ea. il/0 4/3 5/3 6/ 8/9 

Screwed for iron „ 4/ 4/6 6/9 6/6 9 6 IB, 

Screwed ferrnlo „ 4/3 4/10 6/3 7/ 10/3 


DiAdONAi. OK “B” Pattern. 



No. 1201 w. 

Best Gcn Metal, fin. fin. fin. fin. I-in. 
Plain shank ea. 3/6 4/H 5/3 6/ b/9 
Screw ed for iron „ 4/ 4/0 5/9 0/6 9/6 
Sere wed ferrule „ 4/3 4/LO 6/3 7/ 10/8 
With long screw 

arid back nut „ 5/6 6/3 7/3 8/9 12/6 
Extras to Nos. 1200V and 1201 w. 


Vulcanite 

handles 

Nickel-plating 


ea. 1/ 1/ 1/ 1/3 1/6 

„ 1/6 2/ 2/ 2/6 3/ 


No. 1202 w. 

Horizontal ditto, screwed for iron ... 


5/6 


fm. 

7/ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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SIR WILLIAM THOMSON'S (LORD KELVINS) , 

PATENT INDESTRUCTIBLE WATER TAPS. 


Bust Gun Mmx. 


No. 1203 tv. 


T 1)0so uro made on tho samo 
principle as regards the valvo, 
soat and spring arrangement, bnt 
■with tho nsuul stuffing box to 
withstand upward lenkago. 


Plain shnnk 
Screwed for iron, one 

„ „ bot h ends 

Union at outlet, extra... 


ft 

46 

4/9 

/» 


8/9 each. 
9/3 „ 
9/9 .. 

1/6 


No. 1204 w. —DRAW OFF TAP WITH HOSE UNION. 

fin. fit 


DUBOIS*' 


Sffrowod for 


a 3 7 9 11/3 each . 

PATENT VALVE. 

This Valve is so constructed as 
to need no washer. The screwed 
spindle, instead of working in a 
fixed female thread, works in a 
very strong spiral spring attached 
to the body of the cock at its top 
end. Tim passage is closed when 
the coned end of spindlu reaches' 
its seat, but the spring being com¬ 
pressible backwards, the nser turns 
the spindle, a little more than is 
needed to shut off, thus burnishing 
the metal closing surfaces together 
each time the valve is used. It 
is thereby maintained in a perfectly 
sound condition. One turn opens 

Tested to a pressure of upwards of 500 IJ."' J-i n . fin. 1-in. 
____ «*. 5/3 9/3 14/ 


No. 1205w. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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PATENT QUARTER-TURN 

SCREW DOWN BIB OR STOP VALVE. 


No. 1206 w. 
Bib Cock, screw ferrule 
Stop Cock, tinned end* 

,, with union ouo and 


NONCONOUSSIVK CAM-AOTION VALVE. 


2 in. 

S/9 each. 
108 .. 



No. 12b« w. 

PATENT “ QUARTER TURN" HOT 
WATER VALVE. 


This globular ecron-down vilrc open* 
ill boro by » “quarter-turn “ of the leror, 
■bieh may be made to turu either to the right 
r loft hand r a required. 

li equally auituble for*eoJd water, and it » 
ood bath valve. , 


cr»wr*d for Iron 


ROCHESTER ROW, WESTMINSTER, S.W. 
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BELL’S PATENT CONSTANT SUPPLY 
SCREW DOWN STOP AND BIB VALVE. 

. FOR HOT OH COLD WATSH. 


!h°»n valves are all extra strung, being made of tho very boot gun motai and 
moot rftrofiilljr finished. They hnvu no stuffing-boxes to park and Icoap tight, and 
imv u a roll wotor-woy. Tlin sorew opimlle dooa not rioe when the valve la buing 
U|mn«d, ami the atop valvn* nro littod with a guard to prevent grit getting into the 
working porta ; the valves are also fitted with improved motellio facoo. 

The stop valves are largely hand in OOnuootlon with the waslu meter systems, 
lor whioh purpose they nro eapoolally suitable, ainnll quantities of water peising 
through them being caifly detooted, by sounding, in tho usual mannor. 

Ko. 1209 IV. — Stop valve (with square headed spindle) plain 

ends ... . 

Ditto ditto screwed for Iron 

„ Ditto ditto with unions each end 

NO. 1210 W.—Bib valvo for cold water, screwed for iron 
Ditto ditto screwed ferruie 

Dilto, for hot water, extra. . 


ill In. 
0/0 10/ 15/6 

7/6 11/ 17/0 

3/6 12/0 20/9 

6/ 7/0 12/ 

6/9 8/6 16/ 

11 . 1/8 3/ 


TH13 “HANDY " SRATGHTWAY VALVE (patented). 


ROCHESTER ROW. WESTMINSTER, S.W. 


Ail gun metal, with screwed 
ends, ntullooblo iron lovors. 

11 1 11 It * 81 W 

•*f« W» 7/3 9,* iS/3 10AI *1/ SO/ 

Plunged ends, extra ... 33/3 13/ 14/ 

Dinrceter of Flange ... 0 »t 7 tn- 

Length overall. H c>J ais. 
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J. TYLOR & SONS’ PATENT SCREW DOWN 
QUICK-TURN “WASTE-NOT" TAP. 



Tbo *xua)lost quantity of 
wator can bo drawn from 
these tups, but they cannot 
run a continual stream, and 
if loft open, close of thorn- 
selves after having dis¬ 
charged about two gallons. 


No. 1212 w. 
BIB TAP. 

Sorowed 3crew 
for iron, ferrule. 

J in. 5/8 5/6 

l „ 7/3 7/9 

i „ 8/3 8 / fi 

1 „ 12/8 18/6 



No. i2l3w. 


Tinned With Union* 
Ends. each End 

J in. 6/3 7/ 

i „ 7/6 10/ 

j „ 10/ 12/6- 


These tap* wi1 l be tw 

mu about two gullona, unloss 
any particular quantity is stated 


ROCHESTER ROW, WESTMINSTER, S.W. 
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LAMBERT’S PATENT WATER WASTE- 
PREVENTER BIB AND STOP VALVES. 



No. 1214 w. No. 1215 w. 


No. 1214 w. Hib vaI\ F fl scmved for iron ... or. 8/6 12/ 

No. 1215 IV.— Stop valve, with union on one end 

and screw boas at other uod ... „ 9/9 14/6 

•ii T1 !° mn >' °P" ncd and closed like on ordinary draw-off tap, lut 

Will only run the quantity for which it is related, sav two Kallc.u., when ii 
clowi automatically, and no further supply can ho obtained i-ntil the bundle of 
the valve is again turned. 

The atop vnlre is nrrunged to deliver about one gallon ouoli time. 


STREET MAIN STOP COOKS. 



No. 1218 w. 


ROCHESTER ROW. WESTMINSTER, S.W. 
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SOUTHAMPTON STOP COCKS. 



TO PASS WATER COMPANY. 


No. 1222 w. 


ROCHESTER ROW, WESTMINSTER, S.W. 













3/3 

1 

4/3- 


l 

7/3 

11 

11/3 

1 J 

14/9 

2-iu. 

31/6 

3/6 

4/6 

5/6 

8/3 

12/6 

16/6 

85/ 

2/ 

2/6 

3/ 

5/3 

8/3 

12/3. 

21/ 

2/3 

3/ 

3/6' 

5/9 

9/6 

14/6 

24/6 


Bust Qcai. 
Screwed for ir A 
Screw forrule 

SkCOND QUAtITV. 
Screwed for iron -on. 
Screw ferrule ... „ 


v i oo-t ‘ i-ignt or lei* hand, same prices. 

JNO. \22l w. -Bib codes, square head and spannors „ 

Ball cocks, same prices. 

BID COCKS, WITH UNION FOR HOSK. 

Bert Quai.itt. J J .j. ] j i_j n> 

Serewod for Iron, ca. 4/6 5/6 6/6 9/6 1 . 5/6 

Screw ferrule ... „ 4/9 6/ 7/3 10/3 17/ 

Second QuALtrr. 

Screwed for iron, ea. 2/9 3/3 4 / 6/9 — 

No. 1228 w. 'Screw ferrule. 3/ 3/9 4/6 7/3 — 


BUTLERS’ PANTRY COCKS. 
wrT ^^p REW ’ BOTTOM and brass spanners 
No. 1229 w. 

! i 2 1-in 
Screwed for iron . ca. 3/9 4/3 5/6 9/6 

With Sore* ferrule „ 4/ 4/6 5/9 io/3 

ROCHESTER ROW, WESTMINSTER, S W. 


T. & ,w. FARMILOE 


AND BALL COCKS. 

WRIGHT- COCK. HORIZONTAL COCK. 

scHKw mbruls. screw ferrule. 


T. & W. FARMILOE. 
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STOP COCKS, SCREW BOTTOM. 



No. 1230 w.— Plain Siukk. 

i i I 1 X li 1* 2 la. 

Best quality 2/3 2/10 3/6 4/6 7/8 10,3 13/3 27/Oca. 

Second ., 1/6 2/ 2/6 2/0 6/ 7/6 11/8 19/6 „ 

Square head and spanner, eemo priced. 



No. 1231 w.— One End Scrkwkp ton Iron Pifk. 

j i l J U It 2 in. 
Bost quality .. 2/0 3/3 4/0 8/ 11/6 14/3 82/ on. 

Second.1/8 2/ 3/ 8/6 8/3 12/6 21/ ,, 

Screwed female end, name priced. 



No. 1232 w.— Both Ends Scbxweu roa Ison Pir*. 

j i f 1 li H 2 In. 

Best quality .. 2/10 3 0 6/ 8,0 12/0 15/6 86/ ca. 

Second. 1/9 2/8 3/3 5/9 9/ 18/3 21/9 „ 

Screwed two male or two femalo oudn, wvrae priced. 



No. 12?4 w.—B oth Ends with Union. 

Jil 1 in- 

Bo.t quality. 5/8 6/8 7/3 H/6 ca. 

Second. 3/B ‘I/ 0 S/ 9 */ - 


No. 1283 w.— On* End with Union. 


Sqnnro head and spanner, same prices. 


Boat quality 
Sucond „ 


l^mt quality 
^or-ond „ 


Scmwso On* End, and Union th* Oth*«. 

4/3 0/3 

... 3/ 4/ 5/ 


0/9 eu. 
7/9 „ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ROUNDWAY BIB COCKS. 

BOW KEY OB 8QUARB HEAD (8crs» Borrow). 
No. 1288 w. 

Bo.it qualify. 

1 i 1 IJ 1) 2 in. 

Plain shrink . 4/3 3/9 11/6 20/9 *5/3 150/0 e* 

Screwed for 

iron ... 4/0 6/ 12/C 21/6 20'0 51/0 

8orew furrulo 4/9 6/0 13/3 M/6 2H/3 56/3 „ 



Second quality. 
Plain shank ... 
Screwed for iron 
■ » m» ' 8omw fcrrnlo 
No. J28" w fiquoro Umil ran 


> i 

2/6 3/6 

i/9 3,9 . 

3/ 4/3 6/9 11/3 

> pHow i M How Key. 


I If 

6 / 0 0 

6/3 10/3 


n 2 

13/ 20/9 

14/ 27/D „ 

10/3 SI/6 „ 


in. 


ROUNDWAY STOP COCKS. 

8QOAHK HEADS. BOW OB CROTCH KRV 
BOREW BOTTOM 
Puiw Shakk. Squinic H*ad. 

No 1238 w. 

Best quality ... 4' 6/8 lift 20/3 25/0 50/9 « 
Soooncl „ ... 2/6 3/6 6/ 9/B 13/ 26/0 „ 

No. 1289 n. - Bow Key, same prices as Sqnsro fiend. 



No. 1240 w. 

ScRKWKii rou Iso* uoru Bans. Hqoabic H»ad. 

i f 1 li 1* 2 in 

Bert quality 4/0 0/6 X3/3 22/ 26/0 53/6 .* 

Second 2/9 1/ fl/o n/ I6 / TO / „ 

No 1241 w.—Crutch Key, same price* as square head. 

No. 1242 w. 

Sou wen for Tbok O.w* End. Sqnsre, bow or crutch key head. 

* i 1 U 11 " 2 in 

* ft 0,; 12/3 21/ 27 ’ 52/ e* 

2 /9 3/9 6/0 10/3 14/ 23/ .. 

No. 1248 w.-Hollow Head, same prices. 

ROCHESTER ROW, WESTMINSTER, S.W. 
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R O U N D W A Y STOP COCKS. 

SQUARE OR HOLLOW HEADS, UOW OR CRUTCH KET 
SCREW BOTTOM. 

Best Quality— 

i i 1 4 4 2i "- 

on. 5/ 6/0- 13/ 22/6 31, .>5/6 


THREE-WAY ROUNDWAY STOP 
COCKS. 

4 1 1} lj 2 in. 

Tinned ends oa. 9/6 19/3 29/3 '12/3 78/9 

ScrowodJioriron „ 12/6 23,9 33/9 48/3 85/6 

Union each end „ 15,'9 28/3 40/6 56/3 101/3 


No. 1247 W-ROUND WAY VAT 
COCKS. 

union, screw shank and nut, bow 
key or square head, screw bottom. 

1 If If S‘P- 

18/ 28/3 33/9 63/ ea. 

No. 1248 w.—CARS FOR DITTO, WITH LUGS. 

I If li 2 in. 

2/6 8/ 3/9 5/ on. __ 

ROCHESTER ROW, WESTMINSTER, S-W. 


Second. Qoai.i rr- 


Best Quality— 
cm. 8/6 


ca. b/9 


12/6 20/3 

Sorcwod for iron one end, sued union 
other, name prices. 













T. & W. FARMILOE, 
ROUNDWAY BIB COCKS. 



BOW KEY OB 8QUAHE DEAD (8o«w Bottov). 
No. 1238 w. 

Ba.it quality. 

* t 1 1* 1} Sin. 

Plain •hank... 4/3 3/8 11/6 20/9 25/3 S0/9e» 

Screwed for 

iron ... 4/8 6/ 12/S 21/8 28/8 51/0 

Screw forrulo 4/9 0/0 13/3 M/8 28/3 5G/3 „ 


Second quality. I t 1 1* Jl 2 in. 

Plain .hank 2/6 3/C 6/ 0 0 »/ 26/0 ro 

S. rewcd for iron ... 2/9 3/9 6/.'i 10/3 14/ 2719 , 

Screw fcrrolo 3/ 4/3 6/0 1 I S 18/3 31/6 

No. 123i >r —Squ»r» Hea d ra too pHcen aajlow Koy. 

ROUNDWAY STOP KS. 


Ptiix Shaxk. Squiiu Htan. 

No 1238 w. 

1 } 1.1* 1} 2 in 

... 4/ 5 6 11/3 JO/3 25/6 50/0 r* 

- 2/6 3/8 «/ 9/8 13/ 2C/P 


No. 128!) W. - Bow Kay, «m» pricoi na Square Head. 



No. 1240 w. 

Iro» both Bxd*. Hqcark H«ad. 
i i 1 U 1* 2 in. 

4/0 0/6 18/3 22/ 28/0 53 10 •* 

2/0 4/ 0/9 11/ 15/ 30 1 „ 

No. 1241 W. -Crutch Kay, tame price* at tqiiarc h«ad. 


No. 1242* 

ScatwED ro* T«o* On* Eno. Squa 
» ! 1 
4/3 a,; 12/3 

2/9 3/0 6/0 


bow or crutch kcr bead 

t} I* ' 2 in- 

21/ 27' 62/en. 

1013 14/ 28/ .. 


No. 1218 w - Hollow Head, a 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No. 1248 W—CAPS FOR DITTO, WITH LUG8. 

1 1} 14 2 in. 

2/8 3/ 3/9 _ 5/^cn- _ 

ROCHESTER ROW, WESTMINSTER, SW. 


ROUND WAY STOP COCKS. 

SQUARE OR HOLLOW HEADS, HOW OR CRUTCH KEY 
SCREW BOTTOM. 

Best Quality— 

i j 1 M li 2 in. 
ou. 5/ 6/9- 13/ 22/6 31, 55/6 

Sicond. Quam-it— 


os. — 5/6 10.9 

18/ - 

— 

BkB’I QUALITT— 



os. 8/6 

14/S 


1 Skconp Qualitt — 
ea. 6/9 

12/6 

20/3 

Sercwod for iron one ond,»nd union 


other, same prices. 


THREE-WAY ROUND WAY STOP 
COCKS. 

i l U 14 Sin- 
Tinned ends os. 9/6 19/3 29/3 42/3 78/9 

Screwed .for iron „ 12/6 23,9 33/9 48/3 85/6 

Union each end „ 15,9 28/3 40/6 56/3 10.1/3 


No. 1247 W-ROUNDWAY VAT 
COCKS. 

With union, serow «hauk and nut, bow 
kov or square bead, screw bottom. 

1 li 4 2 in. 

18/ 28/3 33/9 63/ es. 
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F U L. L-W AY COCKS. 

WITH SCREW BOTTOM. 

BIB COOK. STOP COCK. 



No. 1249 W.—Bib cocks, screwed for 
j. * * 

iron— 

4 

oa. 4/ 5/6 6/3 

10/3 

16/3 

No. 1250 w.—Do. sot’sw ferrule— 

on. 4/6 0/ 6/9 

11/ 

17/6 

No. 1251 >v.- -Stop cocks, plain ends- 


ea. 4/3 5/3 5/9 

9/6 

15/3 

No. 12o2 W.—Do. screwed for iron oaoh ond— 


ea. 4/9 5/9 6/9 

11/ 

17/6 


BRAS S SPANNERS. 

No. 1253 w. 

TO FIT COCKS. 

No. 1253w. — With ebony handle on. 

No. 1254 w. Burnished bt ass „ 

Fitting to code, with jam screw, extra 

SPANNERS FOR SQUAREWAY COCKS. 



No. 1255 w, — Brass turned, ea. 

i 

| 

; 

1 

4 

lj in. 

/9 

1/ 

1/ 

1/3 

2/ 

3/ 

No. 1256 w.—Wrought iron ,, 

/4 

/5 

/s 

/? 

1/ 

1/4 

Fitting and pinning on, extra 

/2 

/2 

/2 

/3 

/3 

/4 


SPANNERS FOR ROUNDWAY COCKS. 

* .1 l 1; It 2 in 

No. 1257 w .—Brass turnod ca. /9 1/3 2 ; S 3,3 4/6 (>/ 

No. 1258 W.—Wrought iron „ /6 /9 1/ 1/3 1/6 3/ 

Fitting and pinning on, extra „ /2 /2 /2 /3 /3 4/ 


No.1254 w. 

t 15 11* 4 in. 

1/9 2/ 2/3 3/6 5/ — 

/6 /9 /9 1/3 1/9 2/8 

/6 /9 1/ 1/3 1/6 


/« 


ROCHESTER ROW, WESTMINSTER, S W. 
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NEW PATENT IMPROVED IRON BUTT, 
BIB AND STOP COCKS. 

WITH BK&.S8 ENCASED WHITE METAL PLUGS. 

The bodies of these taps are mndo of iron galvanitod, and the plugs of patent 
rootnl OHcasud in brass. They wit! bo fpund to work very oasily, it being a well- 
known fact that brass and iron work well togothor. Thoy will not sec fast, are 
durable, and of littlo or no intrineio value, and theroforo not likely to bo stolen. A 
cheaper cook is inado with white motal plug, hut these are not so durable as the 
above. 

I n ordering, ploaao stato whioli kind is required. 

With brass ouoased plugs, 
i 1 14 4 • 2 in. 

2/ 2/0 6/ 8/ 10/ 15/ ea. 

With white metal plugs. 

* i 1 4 U i«. 

1/0 2/8 4/ 7/ 0/ oa. 




Dili COCK, WITU long 
BCUI1V ANU BACK HOTS. 



With brass encased plugs, 
t 1 4 4 2 in. 

3/8 8/ 0/ 12/ 17/ ea. 

Witli while motal plugs- 
f 1 4 4 »“• 

3/ G/ 8/ U/0 ea. 



With brass oucaaed plugs. 

| a i 4 4 2 in. 

2/ 2/0 6/ 8 1 10/ 15/ ea. 

With white motal plugs. 

t * 14 4 in- 

1/9 2/3 4/ 7/ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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NEW PATENT IMPROVED IRON BUTT 
BIB AND STOP COCKS. 

WITH BRASS ENCASED WHITE METAL PLUGS. 


nurr cock. 



With brass encaged plugs. 

I 1 H 4 2 in. 

2/9 4/3 7/ 9/ 14/ ea. 


With white metal plugs. 

i l 1} li in. 

2/3 3/6 6/ 8/ ea. 


STOP COCK, 

SCtiBWnn roil ikon pipk. Witl) brans encased pings. 



BTOP COOK, SOKHWKJ) 
rou xaojt rii’E. 



No. 1205 w. 


With brass oncaaed plugs. 

i } 1 u 1} 

Black ... 2/0 3/6 5/3 7/6 9/ 

Galvanizod 2/0 4/ 5/9 8/3 10/ 

With white metal plugs. 

i i 1 l 4 l li 

Black ... 2/ 3/ 4/6 6/6 7/6 

Galvanized 2/3 3/0 5/ 7/S 8/6 


14/6 ea. 
16/ „ 


2 in. 
12/ os- 
13/0 „ 


STOP COCK WITH 
UHION FOR IKON' PIPE. 



No. 1266w. 


With brass encased plugs. 

A i l U U 

Black ... 8/3 4/6 6/3 9/ 11/ 

Galvanized 3/6 4/9 6/9 9/9 12/ 

With white metal plugs. 

A i l U 1A 

Black ... 2/9 4/ 5/C 8/ 9/ 

Galvanized 3/, 4/3 6/ 8 9 10/ 


2 in. 
18/ ea- 
19/6 „ . 


2 in. 
15/6 ea- 
17/ „ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No. 1267 w. 


TANK AND BUTT 

TANK COCKS. 


3/8 

3/9 

4/ 


No 1267 w. 

Ditto 

No.1268 w. 

Ditto 


With Screw Cou.ARand Pr.oii ea. 2/ 

With Cm tell Koy . „ 2/ 

With BaCK-KPT (strong) ... „ 2/6 

With Screw Collar and Plug „ 2/9 


2/6 

3/ 

3/3 



BRASS BUNG FOR IRON TANKS. 

H 1} 1$ 2 2i 

No. 1269 w. ea. 8d 9d. 1/ 1/6 2/ 


3-in. 

3/ 


BUTT OR RACKING COCKS. 



U 

10 / 


2-in. 

22/6 



SLATF. CISTERN COCKS. 

With screw shank and nut. Screw bottom. 

4 If I 1-in. 

oa. 4/3 5/8 6/3 10/ 


No. 1272 vr. 


ROCHESTER ROW. WESTMINSTER, S.W. 
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1275 w 

GUN MHTlL 


r.M; 


Beat quality 
With ohnny apannom 
quality 
spanner, oxtr 


GLOBE PATTERN RANGE . QOCK. 
With obony upannor, screw bottom. 

Matul, ) it J 1 It lt-in. 
best qnnlity ) ea. (1/9 9/ 13/B 34/3 -10/11 

Yellow Mouil, ) 

second quality ) „ 8/3 3/0 4.0 0/ — — 

SOLID BOKKD BARBEL AND PLUG 
FOR RESISTING GREAT PRESSURE 

Tho advantage* claimed for solid na»t 
cooka (both body and plug) arc that no past¬ 
ing land can bo left behind rui in a corod 
cook—to work out and out barrel of body. 


SHELL PATTERN GUN-METAL 


RANGE COCK. 

I » * 

4/9 6/9 • 7/ 

0/ 7/3 8/9 

3/0 4/ 6/3 

/9 , /9 II 


ROCHESTER ROW. WESTMINSTER. S.W. 


RANGE BOILER COCKS. 

With brans spannorn, screw bottom. 

4 i i 

quality oa. 4/6 5/9 6/6 

Second quality „ 2/ 2/9 3/6 


BURNISHED BARREL RANGE 
COCK. 

With brass spanner, screw bottom. 

I i 1 l->n. 

on. 1/10 2/6 3/ 5/ 


1-in. 

10/9 


T. & W. FARMILOE, 
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RANGE BOILER VALVES. 

DIAPHRAGM RANGE BOILER VALVES, 

WITH 8CRRWBD SHANK ANO NUT. 

CRUTCH KKY. 

No. 1278 w. 

x x lin. 

5/8 7/6 9/6 oa. 


No. 1280 w 

GUN METAL GLAND BOILER 
COCK, 

WITH EII0NY SPANNER. 

i f 1 »»• 

Best quality en. 8/ 11/8 19/9 

Second „ „ 6/ 9/ 12/6 

GUN METAL RANGE BOILER VALVE, 



MORN KNOH, 



No. 1279 w. 
i l lin. 

5/9 8/6 11/3 ea. 



No. 1281 w. ' 2 i 

No. 1281 vr.— With long thread and bade nut 4/6 5/3 6/9 
No. I2s2 \> Scrowadfor iroii 

ROCHESTER ROW, WESTMINSTER, S.W. 












T. & W. FARMILOE, 


T. & W. FARMILOE, 


QUARTER-TURN" RANGE BOILER VALVES. 

A GUN METAL. 

(WINN'S REGISTERED.) 

^ K " U ' jW WILL SOT LEAK WITH SOILING WATER. 

By tailing oil tho acrow knob at top, the 
■geS? whole of tho hcadwork of the cook can bo 
Iffi entirely takon to pieces for repairs. 


EXTRA STRONG GUN METAL COCKS. 

SCREWED FOR IKON. 

BIB COCK, square h/md. BIB COOK, crutch k«y. 


"SKS'l*/ ’» * 
*£?£.}«•»/ v 

Nlckol- ) • 
plated, j 1/6 2/3 3/6 


No. 1288 w. 


No. 1287 W.—Best quality ' V 4 

Sooonil quality, with metal ) om j 

spannor ... j 

,, with ebony spanner 3/8 4 

No. 1288 w.--Crutch koy, screwod for iron 

Beat finality. 4/ 

„ Screw boss ... 4/8 I 

Second quality . — < 

„ Screw boas ... — ! 

STOP COCK (screwed male and female). 


No. 1284 w. 


Ebony lever handle, with 2J 
screwed tail and back uut, 


STOP COCK (screwed female;. 


RANGE BOILER SAFETY VALVE, 


VOK CLOSE RANGE BOILERS. 


No. 1200 W. 


No. 1280 w. 

i-r«t quality — i 

No. !2!i0 w (male and female) 3/ 

No 1200 W (fo.nalo).3; 

™>cnud quality— 

V _* (300 .. ... .1 T«>4kr\«w •> * 


DEAD WEIGHT SAFETY 
VALVE. 

No. 128(5 w. 

With! four weights each to counter 
30 ft. pressure. 

| in. 9/ each. 


SOLID BORED 

METAL BIB AND STOP COCK S. 

.antairea claimed for solid on at cock* (both body and plug) lira that nc 
1 cm: bu left behind aa lit a cored ooek to work out and cut barrel of body. 


1231 w.—BIB COCKS, ua above 
1202 tv. - STOP , 


ROCHESTER ROW, WESTMINSTER, S.W. 


ROCHESTER ROW, WESTMINSTER, S.W. 












508 


T.‘& W. FARMILOE, 


GUN METAL GLAND BIB COCKS 


FOR ITOT OR COLD WATER. 



Ji )»!n. 

iA i/i**' 



GUN METAL GLAND STOP COCK S. 



H CROSS GLANDS. 

I 1 

e/s it* 11 

S<emi<I quality. 


No. 1288 rr. 

WITH SCREW CAP. 
Rest quality. 

1 U u 

0/9 W »/« 

Soaprul quality. 

♦ i i »» 

vs h 0/ u / 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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GUN METAL GLAND STOP COCKS. 




Second Quality. 

l lHn. 

9/ 13/ 


Best Quality. 

1 1 Hin. 

9/6 14/9 23/9 


‘with u/jion one E 


Ni>. 12»8 w. 


ll-in. 

14/3 


EOUNDAWAY. 
Best Quality. 
l 

13 / 




Second Quality. 

* 1 1HA 

8 f 10/9 15/9 


ROCHESTER ROW. WESTMINSTER, S.W. 


Best Quality. 

1 1 11 -In. 

11/3 16/3 27/ 





















MO T. & W. FARMILOE, 


STOPCOCK BOXES. 

BECK’S PATENT CAST-IRON 
No. 1301 w. STOP-COOK BOX. 

(Ski.f-fastbnino i. 


w. 

No. 1302 W. Taperod Valvo Bon, S' in, (loop, 51. in. diameter 

at top; vrithhingcdlid, clear opening 3 in.diaih., ea. 1f~ 
No- 1303 W. Extra strong Valve Box, with octagonal head, 

£ in. diameter, clear opening 41- in. diameter ,, 10/3 
No. 1304 TV. I >itln, ditto. 10 in. deep oblong top, £> in. by <5 in., 

clear-opening 3.J in diameter. „ 11/6 


No system of waste water inspection can bo of any importance unless 
conducted by night; and thoeo engaged in this work know by ex¬ 
perience the difficulties attendant on opening the stop-cock boxes, 
which bcoome so rusted and fixed that it is almost impossible to move 
rhorn, and. many are broken whilst hammering the cover. The noise 
this.occasions.in the night is very objectionable, and- detrimental to the 
efficient carrying ont ot the work entrusted to the searcher fob leaks. 

The above box has boon designed to meet tho requirements of water- 
works inspectors,.and will bo found of great advantage. It is readily 
opened by inserting the turncock's bar (or stethoscope) at tho wedge 
hole provided ; the power of tho wedge-pointod bar causes the cover to 
fdide and lift at tho same time. The slightest movement will break the 
rust, and the dirt falls through tho box. The covor is constructed to 

up or 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


oil 



No. 1S[07W. SUo, 1* K 11 In., without key . 

No. 130S w. „ <H in. nunnro at lop, Id lu. n l tTaiiffO. Oi in. hlRh 



1309 w. 


no. lwnw. No ' 

No. 130? w. Stop-cook box. with hinted 1U1 nndlook, Ox6 k* lu. Oleatoponms ( 

No. ui'ow Ditto ditto. round front, with hlnjod Ud, u * 6 t * 0 “• Cle " T i 

OitrTOo? wUh^W;ca Ud. 7 * ti x.e tn. " Clear open.** 

wS* 9 ™*. wllU .hinted Ud. 10 x 7 x ®| lu. Clear openly 

J^'dttto. with locked Ud,' Ot « St x di . In. Clear opoulnt 

into ** ditto, with chaUiod Ud. tjxix'oj in.. Ul.er"openlnt 

. 3|*3jitt - , . 

Sniall key* for open ing above boxee _ "* _". 

ROCldESTEfl. ROW, WESTMINSTER. S.W. 



u 110 
No. >3t»w 




















T. & W. FARMILOE, 



No. 1315 w. 


PLUMBER S' FITTINGS. 

WASHERS AND WASTES. 

For Lead Cistern. 

Best Quality. 

i I 1 1£ 1* 2 2.i 3 3J 4.in. 

1/6 1/9 2/ 2/9 3/6 5/ 9/ 13/3 16/6 21/ 
Second Quality. 

i 1 1 li li 2 2* 3-in 

I 9 'V 1/3 2/ 2/6 3/6 4/9 6/6 


With Fly Nut, for Slate or Iron Cistern. 

Best Quality. 

i 1 li li 2 24 3 4-in. 

Tinned end on. 2/3 2/6 5/ 6/ 10/3 13/6 22/6 36/6 

IS. for iron „ '3/ 4/6 5/9 7/9 12/6 18/5 26/3 45/ 

Second Quautt. 

J 1 li 1} 2-in. 

... ca. 1/3 1/9 2/0 3/9 4/6 


Tinned cud 

No. 1316 w. 


With Fly Nur and Union, for Slate or Iron Cistern. 
Best Quality. 


4/9 6 9 8/ 


2 2/ 
15/9 20/6 


3 

28/ 


54/ 


No. 1317 w. 


Second Quality. 

■; i} 2 

-/ 4/9 8/ 


30/6 


3-in. 

13/6 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


PLUMBERS’ FITTINGS. 

WASHERS AND PLUGS. 

Best Quality. 

i * 1 li li 2 21 3 34 4 in. 

ea. 1/6 1/9 2/ 2/9 3/6 5/ 9/ 13/3 15/6 21/ 

Second Quality. 

i i 1 II Mi 2 2i 3 in. 

ea. /9 1/ 1/3 2/ 2/0 3/6 4/9 6/6. 

No. 1318 w. 

WITn FLY NUT. 

O Best Quality. 

rtfir } ' 1 1J: li 2 2i 3 4in-. 

Tinned end, oa. 2/3 3/6 5/ 6/ 10/3 13/6 22/6 30/6 

? S. for iron „ 3/ 4/0 5/9 7/9 12/6 18/6 26/3 45/ 

Second Quality. 

1 1 li li 2 in. 

Tinned end. en. 1/3 1/9 2/6 3/9 4/6 

No. 1319 w. 


Best Quality. 

li 1* 2 2i 3 4 in. 

6/9 8/ 15/9 20/6 28/ 54/ 

Second Quality. 

li li ii 2i 3 in; 

4/ 4/0 8/ 10/6 13/0 



1 li 

1/9 2/ 


2/3 2/6 


2i 

3/9 


ea. 1/ 


1 Second Quality. 

1| 11 • 2 21 

1/3 1/6 1/9 2/9 


4/6 


3 in. 
3/6 


ROCHESTER ROW, WESTMINSTER, S.W. 














T. & W. FARMILOE, 


PLUMBERS’ FITTINGS. 


WASHERS AND PLUGS. 


Bus/t Quality. 


Nickel- 
plated, 
extra /6 


StCONU QUAl.il 

u n 




No. 1324 w. 

■ l{ 1| 2 2{ 3 in. 

Beat 3/ 3/3 4/8 6/ 7/3 ca. 

Seconds ~ 

Round 1/6 1/9 2/0 — 

Square 2/ 2/3 2/11 — „ 


BasP Quality. 

i 

8 / 


ROCHESTER ROW, WESTMINSTER, S.W. 


2 in. 
11/9 


T. & W. FARMILOE, 
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PLUMBERS’ FITTINGS. 


Wllu WASHERS AND GRATES. 

Fly Nut and Union. 


Beat Quality. 
ii 11 2 2* 

6/0 6/0 11/0 22/6 


88/9 



NioVelO 
plated, j 
extra ) 


Niohrol- 1 
plaud, 


1827 w. ___ 

CISTERN 
Spoon oa Snoa Valyr. 


Second Quality. 

H U 2 21 3 In. 

3/ 4/ 8/ 14/ 16/ «». 

/0 <0 1/ 1/0 2/ .. 


Bukt Quality. 

1* H 2 iri - 

7/6 8/6 ll/» «*• 


Second Quality. 

U 1.) 2 1“ 

«/6 4/8 V/9 <». 

/« /0 1/ 


VALVES 

SraiNO Valtb, 
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T. & W. FARMILOE, 





New Pattern 
Round Valvk. 


Wo. 1332w. 

ROCHESTER 


ERS’ FITTINGS. 
CISTERN VALVES. 


With air pipe, fly nut, atad union for el ate-or 
iron cistern. 


Best Quality. 

■i 1 1* 1J in. 

4/6 5/ 6/ 7/6 ea. 


Second Quality. 
i 1 1} ip. 

4/ 4/6 5/3 oa. 


Strong Round Valve. 


Best Quality. 

Witli double flange and four sorows. 
2 2J 3 in. 

4/6 6/9 7/9 ea. 


No. 1331 w. 


8kcon» Quality. 

With donblo flange and three eorowe. 
U 2 21 in. 

3/9 5/ ea. 


bo taken to pieces from the top for 
re-leathering. 


3/ each. 


ROW, WESTMINSTER. S.W 


Strong Round 


T. & 

W. FARMILOE, 
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LUMB 

ERS’ F I T T I 

N 

G S. 


No. 1333 w. — SPINDLE VALVES. 



With fly 

nut and union for slate, o 

r iron cistern 



Best Quality. 




j 

1 H H 


2 

21 in. 

ea. 3/9 

4/9 6/6 8/3 

12/6 

22/6 


Second Quality. 




A 

1 - li 


U 

2 in. 

ca. 2/6 

3/4 4/9 


6/ 

9/3 

Air pipes, extra, Gd. to IJ in., 

1/ to 2J in. 


No. 1 

334 w.— Ground In, for 

Lead Pipe. 



Bust Quality. 





i 1 U u 

2 

‘4 

3 in. 

, ea. 1/3 

1/6 1/9 2/6 8,6 

6/ 

8/ 

13/6 


Skcond Quality. 




1 

i 1 4 


4 

2 in. 

on. /9 

1/ 1/3 2/ 


3/ 

4/ 

No. 

1835 w— Ground In, for Iron Pipe. 



Bkst Quality. 




• i 

i n n 


2 

3 in. 

cn. 2/ 

2/6 3/9 4/6 


7/9 

18 / 


Second Quality. 




i 

1 H 


4 

2 in. 

ca. 1/ 

1/6 2/3 


3/6 

5/ 

No. 1330 w. — Loncj, Leathered or Ground I* 



Bkst Quality. 




1 4 

4 1J- 2 2J 

3 

31 

4 in. 

a. 3/ 3/9 

4/6 5/6 7/6 11/9 

16/9 22/6 

29/6 


Skconi* Quality. 




1 1} 

4 2 21 

3 

32 

4 in. 

a. 2/3 3/ 

3/9 5/6 7/6 11/3 

15/ 

17/6 



ROCHESTER ROW, WESTMINSTER, S.W. 

















518 


T. & W. FARMILOE, 


plumbers: fittings. 

BOILER SCREWS. 

Bkst Quality (T. <fc W. Farmilob’s “ Improved ”). 

With solid abonldur at back by which it can be firmly held when con- 
noctmg or disconnecting. This ia a groat improvement on the old style, 
m ” No. 1337 w.— Short. 



ea. 1/ 


J i 1 li *, 

1/3 1/6 , 2/3 3/ 3/9 0/6 

No. 1338 w. — Long, 
f J l l! 1| 2 in. 

1/9 2/ 2/9 -I/ 5/8 9/ 


No. 1339 w. — Second Quality. 

i 1 U li 

/10 1/2 2/4 3/4 


No. 1340 W.—Long. 


1/4 


2/3 


H 

3/4 


li 2 in. 
4/3 6/6 


No. 1341 VY. —Short. 

Best Quality. 

if l 1 U li 2 in. 

ea. 1/6 1/9 2/ 8/ 4/ 5/3 8/ 


No. 1343 W.—Short 
No. 1344 w. — Long 


No. 1342 w.—Long. 

t i I U 

2/ 2/6 3/9 5/ 

Second Quality. 

) 1 h 1/10 3/ 

1/9 2/9 4/ 


li 2 in. 

0/6 10/3 

li 2 in. 
3/9 6/ 
4/9 7/6 



Best Quality. 

^ | 1 l U li 2 in. 

ea. 2/9 3/ 3/6 5/ 6/6 8/ 16/ 

Second Quality. 
i i II in. 

°<v- 2/ 2/3 2/C_ 4/8 

No. 134B tv._CHECK VALVES FOR 
RANGE BOILERS. 

I 1 in. 

ea. G/6 7/9 


ROCHESTER ROW, WESTMINSTER. S.W. 


T. & W. FARMILOE, 
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PLUMBERS’ FITTINGS. 



STRONG- UNION JOINTS. Best Quality. 
**•1111* H « *k 3if- 
1/8 I/O 1/0 2/ 2/0 3/9 6/ 8/6 li/ 31/ e» 

Second Quality. 

i J J 1 li Ik 2 in. 

0d. 1/ 1/3 1/0 2/ 3/ 8/ei. 




Best Quality. 


1 1 

1 

1 li 

U 

2 2k ii 

1/8 1/0 

2/0 

8/0 i/8 

6/3 

10/3 16/6 



3eoo.no Quality. 


1 

1 

1 U 

11 

2 in. 

V 

1/fl 

2/ 2/9 

i/8 

5,0 en. 


Msloo 

r tomale end, i 

»n» prio«- 




Best Quality. 



1 1 

i 

1 li 11 2 

21 

3 in. 

1/3 1/6 

1/0 

2/6 3/9 6/ 9/0 

25/ 

36/ os. 



Second Quality. 



i 

i 

i 1 li 

11 

2 io. 

0d. 

i/ 

1/8 1/9 2/0 

8/0 

6/9 c*. 


i 

Best Qualitt. 

I 1 

li in. 



*/• 

2/0 8/0 

Second Quality. 

0/6 ea. 



i 

i 1 

li in. 



1/6 

2/ */ 

4/9 •». 




Best Quality. 



} 

i 

i I li 

11 

2 in. 

6d. 

w. 

1/ V« >/# 

2/8 

3/«s. 



Second Quality. 



1 

1 

1 li 


U in. 

6d. 

9d. 1/ 1/3 


1/0 OS. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARM1LOE, 


PLUMBERS’ FITTINGS. 




Bihit Quality. 

* i i 1 It in. 

166. V' 1/8 1/0 2/0 por pair, 

these unions at© screwed to thn gauge of iron 
pipn of tho unit diameter uh the hone. 
SrooND Quality. 

i i i 1. U 4 IJ 2 in. 

8<i. Od. 1/ 1/0 2 1 2/0 3/ 4/3 por piyr. 

Tying-ln hose aorow* 1 li if if 2 2i 3in. 

with ooppor wire, pair 1/ 1/3 1/0 1/0 2/ 2/6 3/ 


w. STRONG CAPS, for 1 

* i 1 It 

Jj 1/8 2/ 5/6 


' scrown with lug«. 
It 2 in. 


nsa 


HOSE COUPLING, for connecting lcngthe of hone 
where a union ia not required. 
i i I t 1 in. 

2/ 2/3 2/9 8/0 6/ do*. 


HOSE COUPLING' SCREWS. 
n li If 2 2i 2 * 21 a in. 

4/6 B/G 0/0 8/ 9/0 10/ 10/0 24/ por pair. 

Tho 2i in. in Govonnnont Standard thread, ri*., 
diameter of sarow (top of thread) 8J in. and 6 threads 
por inch. Tho old tiro brigade gauge in—diameter of 
Mcrew 31 in. and fit thread* per inch ... por pair 10/6 

For the new round thread gauge ... „ 14/ 


ROYLE'S PATENT UNIVERSAL TAP UNION. 


W.nt tho india-rubbur ring B, and pueh tho 
to thn tap aa far a» it will go. 


*d. 

Price of 

complete. 

Price of 
•pare ring!. 


2/3 

n 


2i3 

n 


3/6 

/& 


4/6 

i/ 


6/9 

1/2 


9/ 

1/9 


12/0 

2/ 


15/8 

2/3 


Dikkction* kuk Usr. 


ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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PLUMBERS’ FITTINGS. 

MAIN FERRULES. 

B*kt (with union). 


No. 1359 w. 


Bknt (tinned end*). 



Baar Quality. 
i i t l H 

1/0 1/9 2/8 2/9 4/8 

Stamped Now River Co.— 

- 2/ 2/9 3/9 C/» 


» 

1/3 


,S*C0ND QUALITY. 

1/6 

But Quality. 

4 l 

1/6 2/ 

Skcokd Quality. 

i 1 

1/ l/< 


14 in. 
3/9 ea. 



ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMfLOE, 


PLUMBERS’ FITTINGS. 

BRASS CAPS AND SCREWS. 


LIGHT. 
Hunt quality. 



No. 1364 w. 

i 1 II 11 U 2 21 

No. 18(ilrr. t, J/3 1 /« 2; 2/3 2/0 3/0 

No. 1.306 W. /0 /8 /0 /JO 1/1/8 2/4 


LIGHT—SnooDd quality. 



No. 1305 w. 


8 8* 4 41 5 Gt 0 in. 

4/3 5/0 7/S 10/ 18/ 16/ 10/6os. 

8/0 4/6/ — — — — „ 


'STRONG. STRONG. 



No. 1366 w 

i l ii ll il 

No. 1360 nr. — 2/0 4/U 6/ 

No. 1367 W. 2/S 2/6 2/0 4/3 6/ 


No. 136? w. 

2 21 3 4 6 6 in. 

G/0 8/C 10/3 11/0 19/0 80/ on. 

6/0 8/6 10/8 11/9 19/0 30/,. 



T. & W. FARM1LOE, 





PLUMBER’S FITTINGS. 

KLAT VALVES.-Nor warning or o»erflow pip**. 


So. 1370 sr.-Tor le*' 1 
No. 1871 rr.-roe Iron 

FLAP VALVE 


... ■ 1/ l /* 

» i/» t* 

AND JOINT 


No. 13? lw. 

ik & vs & 1 

.1/ 4/ >V» - 

FOR LEAD PIPE. 


No. 1373 w. 


Sum. 

No. 1372 w. 


Wo. 1872 W. -nnuu 
Wo. 1878 w.~Onpiw 


1 U 

«/ 7/S 

8/4 V 


1 

IS' 

«/ 


SI 



ROCHESTER ROW. WESTMINSTER. S.W. 
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T. & w. FARMILOE, 


LEAD TRAPS, WIT; 


Bkix Tiups, HINGED. 



No. 1878 w. 


2 2} 3 31 

No. 1378 w. — — 2/3 3/ 

No. 1379w. 1/8 i/6 2/ 2/6 


BRASS GRATES. 

Beu, Traps, not hinged. 



No. 1379 w. 

4 41 5 Si 6 in. 

3/9 4/6 6/3 - 8/ mi. 

3/ 3/9 4/6 5/9 6/9 „ 



2 2A 3 8i 4 4J 

No. 1380 w. 1/6 1/9 2/3 2/6 3/3 

NO. 1381 w. /6 /8 /U 3/2 1/6 — 

BAYONET JOINT GRATES AND KEYS. 


6 in. 
6/ ta. 



No. 1382 w. 


1* 1J 2 2i 3 3j 4 5 in. 

9d. 1/ 1/6 1/9 2/3 3/ 3/6 4/9 ea. 


ROCHESTER ROW, WESTMINSTER. S.W. 





T. & W. FARMILOE, 


LEAD TRAPS, WITH BRASS GRATES. 

HOYAL PALACE,TRAPS (Patmi). 


ROYAL 


PALACE SINK CONES (PATENT). 


>r iiiitln'i p»alrj. 


«*». a a »- At I *•“**' a A 

No. (3B7 t.-limw o» Bat« Tl*r ( P * T,IIT - - --- 







































T. & W. FARMiLOE, 




ANDREWS* SINK TRAPS. 


galvanized iron, 

Willi clip graten for atone einka. 


Fig. 2. • • -P Trap fur lead pipe. . 
- 2A.-B „ 





With screw gratea for laud and 
slate sinks. 


No. 1392 W. 


TRAPS i'OR WASTE PIPES PROM BATHS, 
lavatories, Ac. 

Plain galvanized iron trap, Mrownd on inlot and outlet, 

3*8 in. 
P Tr*P «/ . 7/6 25/6 oa. 

6 6/ 7/6 25/6 „ 


Fit; 2. — P Trap ifor lead pipe 
„ 3a.-8 „ 

u ~ — P iron pipo 

.. 4a. ~S „ „ 


»/ 

0/• 

10/0 

lo/6 


Th« 6 iu. trup has thread out for 8 in. barret, the 4 in. trap hns thread out for 
- barrel, opd tho 3 in. trap has thread cut for VI in, barrel. 


ROCHESTER ROW. WESTMINSTER, S.W. 


T. & W. FARM1LOE, 

PLUMBERS’ FITTINGS. 



No. 1393 w. 

Ball lever for elate cistern, with 


2/6 


No. 1394 w. 


OPRtORT 

CRANK. 

No. 1395 W. 


Ball lever, commoti ... ■ 

Do. with. brass bearings » */ 7 
horizontal crank. 

S^Tp^No 1396 w 


5/ dole. 

^ d ° K Cranks on blocks, 1/3 each. 



s 7a_ 

Spun 

Hammered.. 

Strong do.... 

NO. 1307 W. Copper rivets 

PANS AND-SCREWS. 

For pan closets 

No^308v. yor vftlv* *°* 

INDIA-RUBBER CONNECTIONS 


per net /6 

„ 1/ 



No. 1399 w. 



No. 1399w. ... 

No. 1400 Vf.--Tvryfprd’s patent 


No' 1401W .-India-rubber valve closet rings ... . ^ 

per lb ; copper tacks, I 


Copper v 


Largo. Medium. 

1/ A* ~ 

H A* 

e*. 1/6 7 6 

per doz. 6/ 

porll 


ROCHESTER ROW. WESTMINSTER. S.W. 
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T. & W. FARMILOE, 


BALL VALVES.' 

CROYDON PATTERN BALL VALVE, 

WITH COPPER BALI. 


No. 1402 w. 

Bbbt Qitalitt. 

Screwed for iron ... on. 2/A 2/9 3/6 

Screw forrulo. „ 2/6 3/ 4 / 

With fly nut and union „ 3/3 4/3 5/9 

Second Quamtv. 

Screwed for iron ... on. 1/9 2/3 

SeroTr ferrule... ... „ 2 / 2/6 

With fly nut and union „ 2/3 2 /® 

No. 14 

g 

SUmpedNowRivorCo.cn. 2/9 


PORTSMOUTH BALL VALVE. 



No. 1404 w. 


Screwed for iron . on. 2/3 2/9 4/1 V/9 

Screw ferrule... .. 2/6 3 / 4/6 6/3 

With fly nut and union ... „ 2/9 3/6 5/3 _ 


X 

li 

H in. 

6/3 

12/6 

18/ . 

6/9 

13/6 

19/3 

10/ 

18/ 

24/ 

1 

3/ 

3/3 

1 in 
5/ 

3/3 

3/9 

5/fc 

8/6 

4/3 

— 

l 

H 

H in. 

8/3 

14/6 

20/3 




ROCHESTER ROW, WESTMINSTER. S.W. 


T. & W. FAR MILOE, 


629 


BALL VALVES. 


2 in. 
40/6 oa. 
45/ „ 


1 in. 
6 / oa. 
6/9 
8/3 ,, 


2 iu. 
53/6 oa. 

so,.,..™.. .... * * m m w JjJ «(,; 

With fly nuUnd union 4/9 5/9 6/6 V/6 15/3 26/ 38/3 / 

Fittings, for Repairs to aiiovb Valve. 

» 1 | f 1 1} li 2 in - 

No. 1408 W.—Cup leathers 1/ 1/ V V 1 ^ 6 ^ 

No. llOOw.-Iiidmruhbor /0 /g /(J /g /91/ l/6 2/6 ,, 

No. UlOw.-Copper balls 2/s 4 / 0/9 9/6 20/3 . oa. 

and atoms ... *7° 


No. 1411 w—EQUILIBRIUM BALL VALVE WITH FLANGE 

Vi.lv. only, in l>r«.,9 2 » 6 /„ /, 146/8 194/ »• 

flange ... ••• ••• ***/ ' 

Copper ball and wrought 5I/ 64/6 76/6 „ 

iion stem for ditto ... • •>/ _ 


equilibrium ball valve, 

WITH COPPER BALL. 



No. 1405 w. —BeBt Quality. 

£i * & ? 

With fly nut and union 3/6 4/3 — 6/6 


No. 1406 W— Second Quality. ^ 

Screwed for iron ... 2/ 2/0 W JJJ 

Screw forrulo . 2/3 / 

With fly nut and union 2/6 3/ 7 


No 1407 w.—LAMBERT’S MANUFACTURE. 

s i 6 i 1 H L 

[..iron ... 8/6 4/ 4/9 4/9 U/ 3 18/3 27/ 


ROCHESTER ROW. WESTMINSTER, S.W. 






















Wi th fly nut rod unio n 4/6- 6/6 8/6 12 / Z. 

T- & W. PARMILOE’S DRINKING FOUNTAIN BALL VALVE 

WITH COPPER BALL. 


No. 14-16 w. 


ROCHESTER ROW, WESTMINSTER, S.W. 


No. 1412 W. 

Sorowod for iron . 8/3 4/0 5/0 

SoroTr ferrule . 8/fl 4/0 6/3 

with By nut fuid union ... 4/ <5/ gi _ __ 

No. 1413tv.—DNDERHAY'S MANUFACTURE 

i m W -i, si) 42 

No. U14w.-STAMPED NEW RIVER CO. 

*, 4 } 1 U 1* ir 

T. & W. FARMI LOB'S REVERSE ACTION BALL VALVE, 

TO WORK IK AUTOMATIC OUTRUN, 


Sorei-r fon-nlo 


T. & W. FARMILOE, 


BALL VALVES. 
UNDERHAT’S PATTERN BALL VALVE, 


T. & W. FARMILOE, 
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BALL VALVES. 

CHANDLER’S PATENT BALL VALVE, 
WITH COPP&ll BAUD. 



3 in. 


No. 1417 w. 

5 1 A J. 1 1 }■ 15 “ “9 

on 4/3 5/ 7/3 13/0 22/6 45/ 79/ 

IZTllZr... 1 

With fly nut* union,, 3$^6/ -- 7/ 

Na 1418 w —Stamped Nkw Rivkk Company. 

NO. 1*10 w. ^ „ t H 4 2 2i 3 in. 

8oroir ferrtle ... * £ $ JfJ »> W « «/ ^ 

•7h7universal globular ball valve 

AND COPPER BALL. 



1 

9/6 


11 / 


SECOND QUALITY. 


Scrowod' for iron 
Sorow ferrule ... 

With fly nut and union 


2/6 

2/9 

8 / 


i 

2/9 

3/ 

S/8 


lj. in. 
20/3 
22 / 

24/ 

iia. 

4/3 

»/ 

5/3 


ROCHESTER ROW. WESTMINSTER, 


















532 
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BALL VALVES. 


Screwed for Iron 
Scrow ferrule ... 


.Screwed for iron 
Screw ferrule ... 


LOOSE VALVE BALL COCK, 

WITH COPPER BALL. 



Wo. 1420 \r. 
BEST QUALITY. 


} 

l 

U 

H iu. 

7/9 

10/9 

21/0 

20/9 

8/0 

12/ 

28/0 

32/6 

* 

, 

11 

11 id. 

0/3 

8/6 

18/9 

32/0 

6/0 

0 / 

20/ 

36/ 


TROTT’S PATENT BALL VALVE, 


WITH COPPER BALL. 





No. 1421 w. 


Stronp pin notion, icrowcd i | j ' i ii 11 3 sin 

for iron . cn. 0/ S/8 11/ 18/ 26/ 82/6 66/0 — ' 

With fly nut and union ,, 7/0 11/ — ~ _ _ _ 

Witli flange ond and wrought 

iron lever* ((Ialvanizm) „ — — _ _ gg/g 122/6 



No. 1422 W.—Spun oopper ball on. 12 / 16/6 fo/6 30/ 61/ ^/O do*. 

No. 1423 wr — Hammered copper ball „ 14/3 19/6 22/6 86/ 64/ 78/ „ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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GUN METAL SCREW DOWN STEAM STOP 
WHEEL VALVES. 



No. 14*24 w. 

No. 1424 W.-Beet quality, with 1 
({tin molnlwlioel 3/3 
Socond quality, 
with iron whcol 2/ 
No. 1425 w.—Anglo valve ... 3/3 



No. 1425 w 

1 i * 1 U H 2 3 in. 

4/3 4’9 8/3 0/ 11/6 15/9 22i3 43/ 54/ 

1/6 3' 4/6 6/n 8/9 12/ 21/ — — 

3/9 4/3 6/9 8/3 11/6 14/9 22/8 41/3 53/0 


.< PEETS’” OR CLEAR WAY STOP VALVES. 



No. 1426 w. 

‘ ! 1 

With oither foutnlo or malo and female ends 4/6 6/9 7/0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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metal steam fittings. 

BACK PRESSURE VALVES. 

FOB FLANKZD PIPK. 


No. 1427 w. 

No. 1427 w, 2/*0 3/ 



No. 1420 rr, it)3 6/ 

No. IWO w. 6/6 «/ 


STRONG GUN METAL CHECK VALVE. 


With wiug villvo ... 

„ ball . 


4/0 



No. 1431 w. 



ROCHESTER ROW. WESTMINSTER, S.W. 


T. & W. FARMILOE, 


53 ft 




G U.N METAL STEAM F I T T I N G S. 

strong SOLIU BOTTOM GAUGE COOK. 


With clearing ccrew and 

i i 

15. 4/8 4/0 


for copper drain pipe. Gon metal lover. 
1 J 1 in. 

6/8 . 10/ 13/8 


GUN METAL GAUGE COCKS. 


With Soubw Bottom Tr-uo. 


No. 1433 w. 


No. 1432 w. 



| With hack mil - 
1 ua. 8/ 4/ 

] Sornwed for iroi 


gun metal cylinder COCKS. 


SC«l:WEI). FOB Ibon. 


w. 

I 1 1 to. 

3/6 5/ 8/6 

Wood handle* extra. 


1 in. 
11/8 

10/ 


in. 

4/0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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GUN METAL STEAM FITTINGS. 

STRONG BRIGHT GUN METAL PET COCKS. 

Sorowed for Iron Pipe. 


No - 1497w - fro. 1488 w. 

Nos. 1487 w.& 1488 w.— A 8 l 

*/» m 4 ««v. 

&0N HKTAL CYLINDER OR PET OOCKB. 

W ith Men! Humllee. 

4T 

No. HIM) w. No. 1440 w . 

Nos. 1438 w. A 1440 w— * 8 * J‘»- 

iM Vi 3/3 4/U on, 

OUN METAL STEAM WHISTLR. 



Dlnmstor of Body 
Bcrewed for 


ROCHESTER ROW. WESTMINSTER. S.W. 
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GUN METAL STEAM FITTINGS. 

STRONG GUN METAL UNIONS FOR STEAM. 

SCttKWKD OUTHIDK BOTH SNDS. SCBIWED INBIDK BOTH XNDH. 



No.1442 w. 



No. 1442 >v. «a. 2/ 2/6 3/3 4/3 5/6 7/3 9/ 

No. 1443 w. — — 2/6 3/9 5/ 6/9 8/6 

STRONG GUN METAL EXPANSION JOINTS, 
Screwed for Iron Pips. 


2 in. 




. * ! 1* U 2 in. 

•4/6 7/ 14/ 18/3 21/ 25/6 oa. 

STRONG CAST IRON EXPANSION JOINT, with Frames. 



ROCHESTER ROW. WESTMINSTER, S.W. 
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GUN METAL STEAM FITTINGS. 

GUN-METAL DOUBLE 


2 2i 3-in. 

6/ 8/ 10/9 ea. 


OIL CUPS. 


ScKKW 


CoVX'R. 


1450 w. 

li 2-ir<. 

2/9 3/8 ea. 

2/9 3/6 „ 


GUN MRTAL GLOBE SYPHON LUBRICATORS. 
No. 1451 w 

1 4 2-in. 

1/3 1/6 2/3 ea. 


No. 1449 w. 
No. 1450 w. 


1449 w 
}' 

1/ 1/3 

1/ 1/8 


ROCHESTER ROW, WESTMINSTER, S.W. 



ROCHESTER ROW, WESTMINSTER, S.W. 
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SCHONHEYDER’S “VISIBLE DROP” or SIGHT 
FEED LUBRICATOR. 


ADVANTAGES. 

Itnmonse economy in oil, facility in storting, certain regular and constant feed, 
thus ensuring porfoot lubrication. Each drop of oil oan bo seen aa it passes through 
tho glam tube to tlio steam pipe or valve chost. The ford can bo adjusted to nny 
quantity from ono drop of oil in fire minutes to a continuous straum ns may bo 
required. 

Will work with any kind of oil. 

Qreat strength and oompactnoss. Has no complication of valves or cooks as in 
other Sight Lubricators. It is very simple and ensy to manipulate, >.11 tho opera- 
liouo being effected by ono central tap. actuated by the hand whrol, with ongravod 
directions, ns shown in the illustration, which oxplains itself. By tho use of this 
Lubricator engine friniion is roducod to a minimum, thus ensuring greater ellloioncy. 

INSTRUCTIONS FOR FIXING. 

(Tho loiters glvon below refer to illustrations on pugo O.'ID.) 

Tho Lubricator may be fired in any conrsniont position, and nmy bo placed at a 
moderate distance from tho pipe. The oil delivery pipo U should bo on tho boilor 
><ido of tho engine ntop valve, and should project a short distance inside the strum 
pipe, finishing with n slight bond so that the drops may bo completely enveloped in 
steam. Tee stenm supply pipe and tho condensing vessel A should be arranged so 
its to give a head of water of about 6 inches, as mousurod from tho bottom of 
rondoiiMr to tho contra of tho dalirury pipo B; but this distance may bo varied, 
bearing in mind that tho etnallor the “ head " of wator tho greator the nicely of the 
adjustment for fooding a given quantity of oil. It is rncotntnendod to fix a stop-valve 
on tho sto ttn supply and qll delivery pipes close to the main atoam pipe, so tut to be 
nblo to isolate th» Lubricator in case of accident. 

Tho flange support C is supplied with oaob Lubricator, but it can be unscrewed 
anti any otiier convenient form of attachment can be used. Tho thread is Whitworth's 
standard. 

Under normal conditions the foregoing information will bo found amply sitlllcient 
to onsuro successful working, but in unusual oases it may bo dosirablo to apply to us for 

SPECIAL INSTRUCTIONS, 

which we shall be happy to supply on recoipt of sketch showing the position in 
wbioli it is proposed to fix tho Lubricator. 

Wo may, howovor, briefly mention that in places where exceptionally high 
temperatures with but small ventilation prevails, Condensers of extra size will bo 
supplied without extra ohargo. 

If tho Lubricator Is fixod a long way from and above tho stoam pipo, it is 
desirable that tho supply pipo should bo rather larger than that ueually nuppliod, 
and in extreme oases that it should be olothod, and that the " rise ” or syphon in tho 
dolivory pipo should ho made olose to the engine atoam pipo and not near tho 
Lubricator. 

Cupaoity in pints . 4 1 2 4 

No. 1462 W.—In best gun metal, highly finithod, 
and oompletu with unions, but without con¬ 
denser till oopper pipo' . ... ... 91/ 118/0 147/6 204/ each. 

If with ooudenser and 1 foot copper pipe, as 

illustrated on pago .11/6 11/6 14/8 17/extra. 

Special valves ora supplied when required for steam supply, and oil delivery pipes 
with unions, 7/- oaoh. 
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LIEUVAIN'S Patent “NEEDLE” LUBRICATORS. 



ApproxilnaU oapaoity of tho roepoctivo nuntbors in liquid measure— 

No. 1,2 ox. i No. 2,14 ox. i No. 8, 14 ox. ( No. 4, 1 ox. j No. C, 14 ox. ; No. 0, 4 ox.; 
No. 7,4 ox.; No. 8,|ox.; No. 9,4ox.; No. 10, 4 ox. 

Nos. 1 to 10 inclusive, 6d. each ; No. 0, 1/ each; No. 01, ltd. each. 


ROCHESTER ROW, WESTMINSTER. S-W. 












T. & W. FARM I CPE, 

GUN METAL SKYLIGHT LUBRICATORS. 

(LIKUVAIN'S PATKKT.) 

Wit* Quu Tor. 



Fig. . 

niamntar 

Whitworth Throiui 


a 

U 

» 

S.’fl 


X '£ 


1 in. 
* .. 
7/B m. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No. 1457 w. 

■\ 1* 2 21 3 81 4 in. 

8,0 10/6 .14/ 10/6 26/ 40/ 47/ «k. 


No. 1458 w. 

1 )} n J.ln. 

2S/Q KJ/U 55/ H* _ 

ROCHESTER ROW, WESTMINSTER, S.W. 
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GUN MfiTAL WATER GAUGES, WITH 
SOLID BOTTOM. 


38/6 Bet. 


ROCHESTER ROW, WESTMINSTER, S.W. 



T. &.W. FARMILOE, 545 


Front Viow. Side View. 

No. 1461 tv. 

An Automatic Valve in fitted to bottom urm, which shuts of! the wator 
if the Gauge Glass (is broken. 

Medium Weight, with shanks and back nuts screwed l-hp. 

gas, fov j; or {-in glass.. . £2 5 0 

Do,, do., with flanges i}-in. diameter, for for 3-in. glass 2 10 0 
Kittra strong, with shank and back nut screwod 1-in. gas, 

for 3 or {-in, glass . 2 15 0 

Do., with flanges 4£-in. diameter, for J or {-in. glass ... 3.0 l) 


ASBESTOS PACKED 


WATER-GAUGES. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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GAUGE GLASSES. 

Mado expressly to Btaud high pressure, and bear any variety of 
temperature. 

Groumd Ends. Pricks pkr Dozbn. Guound Ends. 

No. 14«2w. 


KxMrral OUnnctor. 

1 

». 

r . 

i 

• 

f 

U 

J 

u 

1 in. 

10-inoben lout? ... 

8/4 

3/0 

4/1 

4/6 

4/10 

6/8 

0/1 

0/9 

7/1 

8/3 

11 ,, 


4/1 

4/8 

4/10 

6/3 

6/7 

6/ 

6/9 

7/1 

7/6 

8/7 

12 „ 


4/10 

6/fl 

6/7 

6/ 

0/4 

1 0/9 

7/1 

7/(1 

8/3 

9/ 

13 „ 


3,7 

0/ 

6/1 

0/9 

7/1 

1 7/6 

8/ 

8/7 

0/0 


1* „ 


6/7 

6/ 

6/4 

6/9 

7/1 

! 7/5 

8/7 

9/9 

10/10 

!2/ 

16 „ 


0/4 

C/9 

7/1 

7/6 

7/10 

8/3 

9,0 

10/10 

12/2 

10/6 

10 ,. 


7/1 

7/6 

7/10 

8/3 

8/7 

9/ 

10/0 

12/ 

13/6 

15/ 

17 


7/10 

8/8 

8/7 

0/ 

9/4 

! o/o 

11/6 

12/7 

14/9 

16/6 

18 „ 


8/7 

0/ 

9/4 

1), 0 

10/1 

10/0 

18/4 

14/8 

16/3 

18/ 

10 „ 


!)/t 

9/0 

10/8 

10/6 

lo/ioj i/a 

13/4 

15/4 

17/0 

10/0 

20 ,, 


110/8 

10/6 

10/10 

11/3 

11/7 

;i2/ 

14/8 

10/0 

18/9 

21/ 

81 


110/10 

11/3 ! 

11,7 

12/ 

12/0 112/9 

lfi/3 

17/0 

20/ 

23/6 

22 „ 


M/9 

12/ j 

12/6 

12/0 

18/3 ,13/6 

10/3 

18/9 

21/0 

24/ 

23 „ 


12/6 

12/0 

13/3 

18,6 


14/3 

17/ 

20/ 

m 

26/6 

21 „ 


18/3 

18/6 

!“' 

14/0 

14 /9 ‘ 

'' 

!8, 

\l'L 

24/ 

27/ 


Si/.ett longer than 24-incbca rise, in the same proportion as those giron. 


ENAMELLED WATER GAUGE GLASSES. 

The water in these Tubes is reflected from a White or Red Enamelled 
Strip in the glass. 

No. 1463 w. ... 


JUieraal diameter. 

i* » 

4 4 1 

0 41 

a M 

0 4 tin. 

8-iuohee long. 

8/0 

0/0 

12/3 

15/ 

17/ 

18/ 

0 „ . 

9/4 

10/9 

13/3 

16/0 

10 „ „ . . 

10/8 

11/6 

14/ 

16/0 

18/0 

11 „ „ . 

11/ 

18/3 

\6/ 

17/0 

19/0 

12 „ 

12/ 

18/ 

16/0 

18/3 

21/8 

24/6 

13 „ „ . 

lift 

14/ 

17/ 

20/ 

14 „ „ . 

18/0 

15/ 

18/8 

28/ 

27/3 

15 „ 

14/6 

10/9 

10/0 

28'9 

30/8 

16 „ „ .. 

16/3 

10/0 

21/ 

26/0 

83/0 

17 „ . 

16/3 

.7/6 

22/ 

2718 

30/0 

18 .... 

17/ 

18/3 

28/6 

29/6 

39/6 

19 „ „ . 

18/ 

19/8 

24/9 

31/ 

42 6 

20 „ .. 

18/9 

20/ 

20/ 

32/9 

45/0 

21 „ . 

22 . 

19/6 

21/ 

27*3 

31/0 

48/6 1 

20/fl 

21/9 

20/ 

ItO/li 

61/0 1 

28 ,, „ . 

21/3 

22/6 

80 0 

38/3 

40/ 

64/6 

24 ;. 

■ 22/ 

23/0 

82/3 

57/0 ! 


Befit ipdjft Rubber Rings for Gnuge Glasses ... /9 to 1/6 por dot. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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PRESSURE GAUGES—BOURDON’S. 


CLOSED DIAL. 



0 P E N D 1 A’L. 



Braee caic, with tlango central hand, 
no eyphon. Ordinary pros«uron— 
40, GO, 80, 100, 120, J40, 100 to 
2001b*. 

BevcIlH 1'lnW 

(iUuet. 

8 in. diameter, ra. 26/6 ,/6 extra. 


♦ 

. „ *«/ 

;e 

5 

. 30,’ 

/» 

6 

. ,, 88/ 

1/4 

7 ,. 

• „ «/ 

1/6 


Scatw i 

No. !4#5;w. 


ROCHESTER ROW, WESTMINSTER. S.W. 

i 2 
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SYPHONS FOR BOURDON GAUGES. 



No. llfifiw. With Gun Metal Cocks. 


6,6 

lira**. 

7/0 

6'6 

8/C 

6/6 

0/fl 


10 '0 

7,0 

12/ 

10/6 

13/ 


Drfttin aypliona are name biaos and thickiiasa<ji 
ufi iron pipe. 


No. 144>7 w,—S yphon* and Joist. 

(Wittiol't Cook.) 

For 8 V r* 0 7 8 in. gauge* 

\ ii : /. it., pi|>e. 

•on 2’ 24 2/(1 2/0 2 9 3/6 on. 

r.iBB 3/0 4, 6,0 6/ 7/ 10/6 „ 



No. 1468 yt.—Gun Mktal Cock, with Tail Pipe. 
For 3 4 6 6 7 8in. gunge* 

6/6 6/ 6/ fi/0 «/o 8/ on. 


No. 1469 w.-~Bkass Guards 

To covor face of gauge, fitted on any of tho gnugoi of tho 
following size*. 

8 4 6 6 in. . 

ea. 7 7/ 9/ 16/ extra. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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FIRE EXTINGUISHING APPLIANCES., 



BRASS FIRE COCKS OR VALVES, ADAPTED FOR 

TWTFnVAT, WORIC. 


No. 1470 w. 


Thoso valve cocks novor got sot fast, as is the case with plug cooks, 
and being without, staffing boxes are not subject to leakage. 


No. 1470 W.—Firo valve for attaching to 
wrought iron f piece, fitted with brass 
wheel, blank cap and chain complete ... 28/ 

No. 1471 W.—Fire valve, with square 
head for loose koy, screwed for wrought 
iron pipe, fitted complete with cap and 
chain ... ... ... ... 30/6 

With brass whocl ... ... extra 4/6 


2 2i in. 

40/6 76/ ca. 

43/3 81/ „ 

5/ 6/9 „ 


2 in. valvo, screwed outlet for London 

Brigade gaugo ... ... extra — 6/9 


ROCHESTER ROW, WESTMINSTER, S.W. 
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FIRE EXTINGUISHING APPLIANCES. 



GUN METAL FIRE VALVE, with BLANK 
CAP AND OH AIN, AND IRON WHEEL. 


No. 1472 w. 
Inlet flanged, body 1J- 1J 
rough ... ... 33/6 

Ditto, polished 37/ 
Without flange, in¬ 
let scrowod for 

pipo, less 2/3 


2 2£ in. 

43/ 82/ 107/ ea 

47/3 92/3 118/ ., 


2/3 3/6 5/6 „ 

in. and 2J in. havo outlets sorowod to 
hi igado gauge. 


GUN METAL FIRE COOKS. 


No. 1478 w. No. 1474 w. 

2 in. gland fire oook, brigado I 2 in. round-way fire cook, 

gang*, with oip and ohain 82/8 ea. with oap and chain 
SJ inTdltto . 104/8 „ | 2* in. ditto ... 


00/9 eo. 
88/3 „ 



DOUBLE OUTLET GUN METAL 


With outlets at an angle of 45° and 
screwed to brigado gauge, with 
caps and chains completo, 4 in. 
flanged inlet for attaching to 
vertical main pipe . 


COCK. 


7 6 ea. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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FIRE EXTINGUISHING APPLIANCES. 

PORTABLE - - 


No. 

n 


No. 1476 W.—-finglo 2J ill. brigade outlot stand pipe, with oupper atom 
and gun motal revolving head and base, suitable for 

boll hydrant*, No. 1480 w. os. £4 8 0 

No. 1477 W.— Ditto, but with two 2j in. brigado outlet*, cap and Chain ,, 4 13 0 
he, 1478 w.—Single 21 in. brigado cutlot stand pipe, with revolving 
head, copper stem, gnu meul bead and base, suitable 
for hydrant*. No. 1481 w., & 1482 w, ... <••«. 3 4 0 

Ditto, with double 2J in. brigado outlet* and fitted with 

one gun motal cap and chain . ca. 3 10 0 

h'o. 1470 w.—Stand pipe, similar to laut named, but with tu,« made 
nuitable for bayonet joint connection, with double 2J in. 

brigudo outlet* . . o» 4 ft i) 

If with dingle outlet .... •. 4 I 

ROCHESTER ROW, WESTMINSTER, S.W. 















552 


T. & W. FARMILOE, 


FIRE EXTINGUISHING APPLIANCES. 



HYDRANTS. 

Hall hydrant, ordinary »i*e, inlot ea. 10/6 
Ditto, large size, with 3 in. outlot ... „ 1*/ 

If with outlet faced with gnu metal, 

Ordinary nixo.extra 1/3 

L»rg« . . 2/ 

Boat ebonite ball* for ditto .. 5/ 

Loathor and rubbor ring* for ditto per pair 1/3 

Cast iron dirt cap* for ball hydrant* .. extra ;6 

, Suitable for No*. 1476 w and 1477 w atnnd pipe*. 

DIAJ'IIUAUU 1IYDIMNT. 




No. 


No. 


1482 w. 

1481 ir.-rHoavy pattern cn»t iron hydrant, with wrought 
iron spindlo and gun metal nut, gun metal outlet 
sorowod to any brigade gauge, and llangod inlot oa. 

If with gun metal spindle and valve scat „ 
Oa*t iron dirt oap and chain, extra, 1/ 

1482 W.—Diaphragm hydrant, with gun motul working 

part*, requiring no paoking, gun uiotal outlot aorowod 
(q irigudo gango for inlet . oa. 

Suitable for No. H78vr stand pipe. 


3 in. 

48/0 

64/3 



N’O. 1483 w.—Spindle hydrant, with bayonet joint 
outlet for stand pipe. The Hpindlo, nut, valve, 
valve sest and seating of ontlot aperture aro of 
gun metal. Inlet 1* 2J in. diameter with flange, ea. 
If without gun motal seating* to valve St- outlet, ea. 

No. 1484 >V. - Nxtra strong spindle hydrant, with gnn 
motal spindle and nut, and valve »oat bayonet 
joint outlet, and flanged fnlot for 2 jiu. cast iron 

p!p» . . ««• 

If with gun metal outlot sorowod to brigade 

— . oa. 

Suitable for No. 1479 w stand pipe*. 


27/C 

26/ 


38/9 


38/C 
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WATER 


AND HYDRANT 

METER COVERS. 


COVERS. 


with key 



HYDRANT COVERS. 


without key ... 


HYDRANT BOX. 


HYDRANT BOX. 



No. 1487 w. 

No. 1487 W. — With hinged lid. 11 In. x 9 o 
of hydrant* (No. 1481 w ) 
No 1488 W. — With hinged )id for di&pbrtgm 



No. 1488 it. 

X 74 So , for attaching to cover* 
hydrant (No. l*82w,) ... 
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Tho Metropolitan Plro Brigade now regulation hoso 
coupling, with round topped thrend*. 

10/C per pair. 


Beet gun metal swivel hose oouplinga, nfl supplied to the 
pnnmpol V ire Bngndos, Wafer Com panics, Rail wave, Ac. 
The 2j i„ oorewod to the old' V thread gnugoof the 
Metropolitan Fire Brigade 

A ft ’* ft m & $ 

Tjnn^ ditto into hone with copper wlrd- 
1/3 1/8 l/ft 2/ 2/8 «/• 3/3 3/0 per pair. 


FIRE EXTINGUISHING APPARATUS. 

SUNDRY FITTINGS 


-Ooppor branch pipe, withgnn mothl top and bottpta sorows, and gun 
metal jot or noi-.rlo. 




Sin. 

83/ c 


No. 1400 W«*—Extra strong copper branch pipe, with bottom scrow to suit tho 

now otandard thread of tho Metropolitan Fire Brigade ca. 38/8 
Gun motal jots to fit either of above branch pipes, with hexagon 
bosses. 

I i 1 { 1 in. 

v'O 0/ 6/8 7/3 8/ 


No. 1401 tv. 


Patent adjustablesproadlngnoxxlo, for dulivor- 
ing a solid or spreading jot. 


for end of 


branch pipe. 

2j 8 in. 
10/S 
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FIRE EXTINGUISHING, APPARATUS. 


INSTANTANEOUS HOSE COUPLINGS. 



Roilahon’r Patxmt, No. 6,-103, May, 1886. 

Tho speoial advantages claimed nro :— 

1*1. Tho flttmgsonnbooonuoctcd instantaneously 
and securely by any unskilled person. 

2nd. Thoy can be used in conoootlon with the 
standard brigade fittings without chango or looeo 
parts being roquirod. 

3rd. One person only is required to disconnect 
them (one band will rclouso thorn, the othur hand 
being at liborty). ' 

4th. Absolute safety, the higher the pressure tho 
less chance of leakago, and the twist oan alno be 
taken out of tho hoeo w ith preeauro on. 

6th. To oonneot two lengths or piping together 
it is only necessary to push the spigot end of one 
lougih into tlio socket end of the other, and to 
disconnect merely pull the largo lug or knob 
outwards. 

In best gun metal and polished bright. 

Int#T»al dUmatrr. For pair. 


To ill hoso 
Ditto 
• Ditto 


Urn. 16/ 

2 „ ... ... 20/0 
2 } „ . 22/8 


* Metropolitan Fire Brigade standard sire,' either now or old thread same prices. 


No. 1*97 w. 

BEST QUALITY COPPER R1YETTED LEATHER DELIVERY HOSE PIPE,.. 
For Steam Fire Engines. 

To stand a pressure of from 120 to 160 lbs. per. square inch. 

2 21 21 21 3 31 4 in. 

2/0 2/0 8/ 8/3 3/6 3/0 4/6 per foot". 

Hand loops and straps included. 

No. 1498 w. 

COPPER RlVKTTED LEATHER DELIVERY HOSE PIPE. 


1 

1/5 


To aland a pressure of from 80 to 100 Ibn. per square iuch. 

11 11 2 21 21 2i 8 in. 

1/9 2/ 2/2 2/4 2/7 3/ 3/4 por foot. 
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FIRE 


EXTINGUISHING APPARATUS. 

No. U99w.~LEATHER FIRE BUCKETS. 

. ' ... 14/6 encb. 

. 12/0 „ 

out. 8 / extra. 


FIRE BUCKETS. 

10 llfu. 

2/0 8/ or.. 


GALVANIZED FIRE BUCKETS. 


Coafenti 
Slreot tap 


to\ 

Stalin. 

US la. 

Medium (seemed) ... 

12/ 

38/ 

14/0 dozen. 

Ditto (rivettod) ... 

15/ 

16/ 

18/ „ 

Strong do. 

17/ 

19/ 

21/ „ 


If painted outside, 0/ dor. extra. 


If lettorcd "Fire, 9/ „ 


WROUGHT IRON HOSE WRENCH, 

To suit any iriro of hoee couplings. 


No. 1502 w. 

BJaok 



TURNCOCKS’ TOOLS. 
No. 1503 w. 




... 19/6 per set. Bright ... 24/6per set. 

For opening and oloaing sluice vaWns nnd hydrants. 
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HOUSE FIRE' E N G I N E. 



No. 1504 w. 


Thin now engine is spoeially arranged for houses, 
factories, Ac., to bu always ready in case of fire, as well 
os for constant use in cleaning windows, Ac. It is also a 
most useful garden engine. It holds a large quantity of 
water, \>ut takes little room, and i« most easily moved 
about. By tbo new arrangement of the pump- and large 
air-yossol it throws water with more power than any 
other onginen for the same purpose. It easily discharges 
a full stream at least 40 ft. high from the jet ... oft< ^ ® 

By an oxtra connection on the delivery a flexible l.osc 
can be carried to any distance ... ••• extrA 0 «> 0 

Wheels covered with indiarubber . >. 0 •> 3 
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KENNEDY’S PATENT WATER METER. 


No. 1507 w. 


W 


Bare 

In 

. 

Price, 

Rolling 

Dnuuft- 

lined. 

Brice. 

Rolling 

Packing 

Unlincd. 

I Price, with 
Steam 

1 Piston 

| lined. 

1 Fries, with 
1 Steam 

1 Pleu.n 

1 Unlinod. 

! Holler 

1 lino- 
Feed and 
Nefetj- 

! 

I Dirt 
| Boxes. 




Op to 120 deg. F«h 

1 Above lTOdsg. Fall. 

Vulvas. 


0.0 

600 

1 

£ s. 

.4 4 

1*4 *, d ; 

j* •- d 

j, . , 

£ H <1. 

;7TI 

0 

1,000 

1 

4 1$ 

j ’ 4 n « 

; 0 18 0 

'073 


0 9 0 

1 

1,600 

| * 

; 6 18 

6 10 9 

1 9 0 0 

8 9 3 

0 12 0 

0 9 9 

0.2 

3,COO 

1 

8 8 

| 8 0 0 

-112 0 

10 1 9 

0 15 9 

0 9 9 

2 

4,000 I 

1 

11 8 

10 la 0 

j 15 12 0! 

13 10 0 

1 18 0 

0 14 C 

3 

7,coo ! 

It 

18 12 ! 

17 9 0, 

2-1 17 0 

21 7 0 

3 15 9 

0 10 3 

4 

10,000 

2 

28 1C | 

27 6 oj 

37 0 0 

32 0 0 

4 7 0 

1 19 9 

c 

18,000 

3 

40 16 j 

38 6 9 

53 11 9 

44 17. 9 

4 19 0 

3 6 0 

fi 

32,000 

4 

55 4! 

61 0 0 

74 0 0* 

CO 0 9 

0 0 0 

4 10 0 

7 

60,000 

C 

84 n | 

70 16 0 

115 10 0 

91 10 0 

- j 

5 8 0 

8 

70,000 

8 

103 4 

94 10 0 

— I 

— 


— 

9 

100 000 

8 1 

60 12 i 

148 10 0 

~ 1 


_ i 

“ 


Tho ((unutitioa given are the maximum deliveries of meters, with vulcanite 
piston nr id rolling panlcing—usual gravitation supply—hut the deliveries of meters, 
wllh mertullio piston for steura nao, aro not oqual to the above. 

Hulwaa utherruso ordered, meters are issued with, connecting flanges suitable 
for lend pipn of tho nominal size of the meter. If othur size* aro required, or con¬ 
nections suitable for iron pipe, this should bo specially mentioned. 

Wo do not recommend that meters bo placed under ground, but whero this is 
unavoidable, ire can supply the meter with a dial angled to read from above. Tho 
working parts of snch meters, consisting of tho hnlTor-hox, rack, pinion, and oock- 
gland, should be of gun metal. These aro supplied at an extra cost. 

For j _ } j _} in. meters. 

Of tj 575 5/ 7/fl 

Mo. 0.0 is a siae of mater which urn do not rooommend. 

PACKING CASES FOB SHIPMENT, NET. 

For _J_ j in . meters. 

8/d M/6 each case containing two meters. 

For t_} 1 _It_2 8 4 6 in. motors. 

S/6 2/6 3/fl 4/6 &J~ 14/ u 16/ 25/ esch case containing 1 meter. 
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POSITIVE WATER METER. 


SCHONHEYDER’S patent. 



No. 1508 w. 


Th'M meter Is accnrate at Ur*, and small deWlea, aud will register a dribble. 

Itix of reasonable site and of oxooptlmral streu*th. and readily Ukon m plooes for flinmlua- 
Men/ cIsmSToV repair by Imply rimer.., g the cover, aa4 without diseouneetleu from the 
senior pipe. 

. ... _ IS __... ... ».1 a* an* LUid Is fim*. Otril. llADCf' 


bouo can U uuiitUd, mUpUoed. or b*©oa>® looia In work. 

The only Joint which ha. to l-> made 1. that bstweon the body and the ooror, and leakago from 
this being outward oao at onoa be detoeted. 

No periodical atteotlon la required, a. the meter leself.lubrlegtlwr. It is praclloallr notoele... 


Bias of 
Inlet 

Outlet. 

Oa’toue 
per hour I 
a>. SO lba.l 
px-veuro. 

Wj 

...■. 

Haight. 

Approximate 

PM.CD. 

Price of 
Sooket 

Pnoe ot 
suitable 
Surface 
Box-e. 

Prleo 
of Dirt 
Boxes. 

Pries 
of Dial 
Covers. 

In. 

,1 

H 

2 

S 

J 

000 1 
1.400 
2.5 0 
4,500 
8.000 
11,300 1 

ft. Id. 

0 101 

IS 

ill- 

ft. *n. 

SSI 

0 u 

1 01 

1 It 

1 • 

1 :t 

cwte. era. llw. 

0 1 11 

# 3 « 

0 a so 

1 * 19 

3 2 2t 

7 0 25 

9 1 5 

£ ft. d. 

•t IS 0 
•9 6 II 
•8 l« 0 
12 0 0 
; 19 4 0 
! 55 8 0 

Bad. 

0 4 9 

0 7 0 

0 9 0 

£ e. d. 

0 18 0 

1 4 0 

»'o » 

3 13 0 

s u 0 

£ ». d. 

0 li' 3 

1 10 0 

1 19 a 

£ s. d. 

0 9 0 

0 2 « 

0 2 6 

0 i 3 

0 4 if 

0 4 3 


• The strainers (or f. 1. and 1 In. sixes are Included 1« the price of motor. 


Special apftntMn for removing dial box 

A diagram girln* rales of delivery at varloua presturoa m 
Meters ‘ 
cent roe, a 


*»»!< 


stars tar 1 In. pipe are screwed far Icon, hot have 1 
4, and n.eteie for 14 In. pipe have oral flrugoe 
■ for 3 and 3 in. stsn circular, and aro 4 and 7 In. die 


1 bo had on nppllcatlon. 
, oval flange for 
n i !u. hollo, 3 


diameter respectively. 


lir. oentree. The 
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METROPOLIS WATER. 


REGULATIONS UNDER THE “METROPOLIS 
WATER ACT, 1871 . 

(Reprinted 1-887.) 


AT THE COUNCIL CHAMBER, WHITEHALL, 

The 10th day of August, 1872. 

1>HE8KNT: 

Tiik Rioht Honouxadlb Chichbstek P. Fortescuk, M.3'. 

Section 17.— 'Whereas it. is provided by the Metropolis Water Act, 
1871, that every Company subject to the provisions of that Act, shall, 
within sis months after the passing of the said Act, make Regulations 
for tho purposes for which Regulations may be made under the authority 
of section 26 of the Metropolis Water Act, 1852, and that tho provisions 
of that section shall apply also to the preventing of undue consumption 
or contamination of water. 

Section 22.—And whertes by the said Metropolis Water Act, 1871. 
it is further provided that no such Regulation shall bo of any force or 
affect unless and until tho same be submitted to and continued by the 
Board of Trade, who may institute such inquiry in relation thereto, as 
they shall think fit, and who, at su< \ inquiry, shall hear the Metropolitan 
Authority and tho Company, if desiring to bo heard, and the said Board 
shall, if they think fit, or if requested, nominuto and have present at 
such inquiry to advise and assist them, a competent and impartial 
waterworks engineer: 

And whereas it is by tho said last-mentioned Act also provided, 
thej. no such Regulation shall be confirmed by the Board ^ of Trade, 
unless notice in that behalf shall have been given by the Company to 
which the same relates, or by such person as tho Board of Trade direct, 
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in tho London Gazette, and in two daily morning newspapers circulated 
within the limits of tho said Act ono month at least before tho 
inquiry, and that one month at least before any such inquiry is hold, a 
copy of the Regulations in question shall bo sont by such Company or 
person, to tho office of the Metropolitan Authority, and the earno shall 
for one mouth be kept opon during office hours at the respective offices 
of the Metropolitan Authority and of t.ho said Company, to tho inspection 
of all parsons without fee or reward: 

And whore as tho Metropolitan Water Companies and the Tottenham 
Local Board made Regulations, in accordance with the provisions of tho 
above-named Act, and submitted tho same to the Board of Trade for 
confirmation, and duly advertised and deposited tho same with the 
Metropolitan Authorities: 

And whoroos tho Metropolitan Board of Works and tho Coiqiorutiqn 
of tho City of London, being Metropolitan Authorities under the said 
loat-nienlionod Act, submitted objections to the said Regulations, ai d it. 
was doomed expedient that an inquiry should be held in relation 
thereto: 

And whereas by the Board of Trade Inquiries Act, 1872, it is 
provided that wherever in any Act of Parliament it is directed that an 
inquiry shall be hold or instituted by tho Board of Trade, the same 
shall 1)0 deemed to have been duly held or instituted, if conducted by 
any person or persons duly authorised in that behalf by tho President 
of the said Board, by writing under his hand or under the hand of one 
, of the secretaries of tho said Board : 

And whereas tho Board of Trade under tho powers conferred upon 
thorn, as aforesaid, appointed tho Right Honourable Lord Methuen, 
Henry Whatley Tyler, Esquire, late Captain Royal Engineers, and 
Robert Ravrlinson, Esquire, C.E., C.B., to hold an inquiry in relation to 
the Regulations so submitted to them by tho Companies, and by the 
Tottenham Local Bottl'd: 

And whereas the said inquiry has been held, and tho said Metro¬ 
politan Authorities, and tho Companies and the Local Board hitvo been 
hoard at tho inquiry; 

And whereas, us tho insult of such inquiry, it lias appeared 
expedient to tho Board of Trado to allow such and so many of tho said 
Regulations os arc contained ; n tho Schedule Loreto annexed, with such 
modifications and alterations as aro shown in the said Schedule : 

Now, therefore, cho Board of Trade do hereby confirm the said 
last-namod Regulations so modified and altered as aforesaid. 

0. P. FORTESCUE. 
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right iwr lineal yard. 

Per length. 

5-lbs. 

• Of 15-ft., 25-lbs. 

6. 

30 „ 

U ., 

» 37* ,, 

9. 

• 45 ., 

12 ,, 

60 „ 

16 „ . 

Of 12-ft., 64 ,. 

J-in thick 


ft 

. T 


TC >» 

ndof thesertnv-dow 

'ii kind,of tho host 


WATER COMPANIES' REGULATIONS. 

INSTRUCTIONS TO 1*LU»BERS, &c. 

ST. ALBANS. 

"Wsjoutb ov Lead Pipe 


n. 

Galvanized Iron Pipe— 
1-inoh diameter' 


Draw Taps.—M uHt, be 
quality, and of a])proved irninnF&otnro. All tups used in courts of bouses 
nnd other oxposod places, must be protected and mode to open with keys. 

Bath Apparatus. 1 -— The inlot to every bath must be distinct from 
tlio outlet, and must ho placed so ns to be above the highest wider-level 
of tlio baths. Every outlet shall bo fitted with a perfootly water-tight, plug 
or valvo. No bath shall have any overflow other than a warning pipe. 

Watbu-Gloscts. —Must bo providod with a full and complete 
apparatus, comprising a ball-cock and a service cistern, so arranged 
that water cannot pass in and out at the satno time, to bo approved by 
the Company; or Mossrs. Fnrmiloe’s host lead-lined wood Hush box. 
Messrs. Winn's or MesBre. Guest & Chrime’s may bo asod. (Seo pages 
101 to 143 for waste preventers.) 

BARNET DISTRICT" 

This Company supplies water in the parishos of East Barnet, 
Chipping Barnet nnd Totteridgc, in the County of Herts, and Fricrn 
Bnrnot, Finchley and Hadloy, in the County of Middlesex. 

Wkicihts or Lead Pipe— 

Internal dinmolcr of pipe. Weight per lineal yard. 


-inch diameter ,, 


H „ 

Galvanized Ikon Pipe— 
i-inob'diameter- ... i-in. thick 

i» » ••• ft 


5-lbs. 


7J „ 

0 „ 


16 


Per length. 

Of 15-ft., 25-lbs. 
„ 30 „ 

„ 37 *., 

„ 45 „ 

60 „ 

Of 12-ft, 64-lbs. 


1-inch diameter ... / 5 -in. thick 

. n „ . a .. 

Draw Taps.—M ust bo sound and suitable of its kind. ‘ 

Bath Apparatus. —In every bath fitted or fixed the outlet shall be 
distinct from and unconnected with the inlet or inlets. The outlet of every 
such bath shall be provided with a perfectly water-tight plng.valveorcock. 
Water-Closets. —Mnat bo sc constructed as to prevent waste of water. 
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WATER COMPANIES’ REGULATIONS. 

BOURNEMOUTH. 

Draw Taps, Ac.—All draw or stop-taps must he of the screw-down 
kind with loose valves, und capable of resisting a pressure of ‘-'OO-lbs. 
per square inch, and must havo the maker’s name stamped upou them. 

Ball Valves.— Must shut off under a pressure of 70-lbs. per 
square inch. 

Bath Apparatus. — Both inlet and outlet connections to baths must 
be provided with perfectly water-tight valves or cocks. 

The Company Strongly recommend tho use of bath apparatus which 
will not allow the inlet and ontlot to be opened together. 

Water-Closets.— Must be providod with aueffleiontwoste-preventiug 
apparatus so constructed ns not to be capable of discharging more than 
two gallons of water at each flush, and must bo provided with properly 
fitted cover, and if mode of galvanized iron of not Icbh than 2U L5. W. G. 

All fittings and cisterns must bo stamped by tho Company. 


CROYDON CORPORATION. 


Weights op Lbad Pipe— 
Internal diameter of pipe, 
j-inoh diameter... 


li 


Weight per linoal yard. 
4-lbs. 

5. 

9 ■ - 

... 12 . 

... 16 .. 


Weight per length. 

Of 15-ft., 20-lbs. 
„ 25 „ 

„ 35 „ 

45 „ 

>. 60 .. 

Of 12-ft., 64 „ 


Taps.—A ll taps ohall be high-pressure screw-down tans, having 
loose valvos, to bo approved by tho borough engineer. For hot water, 
ationg und wcll-mude ground plug-cock may bo used, uud every bib or 
stop-cock must havo the makers namo stamped upon it. 


Baths.—T he supply of water for every hath shall enter at a loyol 
above tho highest water level; and every bath Bball lie providod with 
Moll-fittod perfoctly water-tight apparatus, and no as to prevent the 
w&tor Rowing into and out of the hath at the same time. 


Water-Closets. —Every water-closet shall be supplied with a 
waste-preventing cistern, so constrnoted that water shall not pass in 
and out of tho cistern at tho same time, and so as not to permit more 
' than three nor loss than two'gallons of water to pass down to closet at 
ono flush. All cisterns to he provided with a cover All waste- 
preventing cisterns must he made of motal not less in thicknoss than 
No. 18 of the Birmingham wire gange. 
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WATER COMPANIES’ REGULATIONS. 

CENTRAL MIDDLESEX- 

‘Weights ok Lead Pipe— 

Tntonml ilmmutor of pipe. Woight per linos 1 yard. 

2-inch diameter. 5-Ibs. 4.. 


11 

16 „ 

22J „ 


Weight per length. 

Of 15-ft., 25-lbs. 
35 „ 

45 „ 

55 „ 
80 „ 
Of 12-ft., 90 „ 


H „ 

Draw T-U'S, ifcc.—Shall be mado of hard brass, and of a strong 
sorow-dowi) pattern, with loose Yalvos. 

Rath Apparatus. —All' baths fixed must have tho inlot or inlets 
distinct from, and unconnected with, the outlet thoroof, and outlet to be 
fitted with a perfectly water-tight ping, valvo or cock. 

Wateii-GI»08RT8. —A pull-tip or pall-down water-closet shall bo 
provided with a waste-preventing apparatus, with cover, containing not 
more than two gallons when filled to within three inches of top thereof, 
and bo constructed so as water cannot flow - in and out at tho same time. 

Not less than lf-inoh pipe is allowed to bo used to supply closet, 
and must weigh not loss than 9-lbs. per linoal yard. The valves of a 
pull-down wauir-olosot shall not bo worked otherwise than by inflexible 
brass rods not less than a quarter of an inch in diameter. 


CLACTON-ON-SEA WATER AND GAS COMPANY. 
Weights op Lead Pipe— 

lalurnal diameter of pipo. Weight per finest yard, 
if-inoh diameter ... ' ... 5-lbs. 


i 

j 

1$;; 


n,, 


1.2 

16 


Por length. 

Of 15-ft., 25-lbfl. 
30 
37$ 


• Of 12 


ft,, 64 


Draw Taps.—A ll taps must be strong and of hard brass, and must 
bo approved by tho Company's officer, and the drawing cocks must be 
of tho best kind and doscriptioh of those known os iiorow-down cooks, 
no other, and where exposed, must be protected by an iron casing, with 
retuoveablo keys for samo. 

Bath Apparatus.— Every bath mu3t l>o without an overflow or waste 
pipe, and shall bo provided with a well-fitted and perfectly water-tight 
ground fllug, so as to prevent tho water flowing into and out of tho bath 
at samo time. 

Water-Closets. —Every pan-closet must ho supplied by a double 
valve flushing cistern, with after flush, and every self-acting or pnll-down 
closet must be approved by tho officer of tho Company,' and must have 
a double load or cast-iron Borvico box, with cover screwed on, fitted 
with a division and two alternating valves 
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WATER COMPANIES’ REGULATIONS. 
THE COLNE VALLEY WATER COMPANY. 
Weights op Lead Ripe- 


Weight por length. 

Of 16-ft., 25-lbs. 
„ 35 „ 

„ 45 „ 

'55 ,. 
80 „ 


■ Larger sizes are not allowed except under special arrangements. 
Draw Taps.— Musi be of the best, and approved kind and on the 
screw-down principle, with loose valves and stuffing boxes, and capable 
of resisting a pressure of- 300-lbs. to square inch ; tho diameter of all 
oritlcos iu the seat in which tho valves work in tho stop taps to be the 
same size as tlie taps themselves, and all taps and valves must bo tested 
and stumped at tho Company’s Offices, excopt in the ease of taps that 
have been tested and stamped by tho New River Company. , 

Bath Apparatus. —Every bath to which water is supplied by the 
Company shall be supplied with a well-fitted and perfectly water-tight 
ground outlet plug, with chain comploto, or such tap as shall be 
approved by the Corapaby. , ,, 

The inlet, and outlet of tho, bath should not communicate, but tho 
inlet should deliver above tho overflow pipo.of the bath. 

Watk.k-Ci.oset Sum.*.—Cisterns for wator-closots must be approved 
by the Company, and constructed so as not to dnlivor more than two 
galloon of water at a flush ; tho pull of tho cistern must be so constructed 
as to prevent tlmir being fixed in any position which will allow the water 
to be left running to waste. , , 

In tho apparatus, tho free action of the ball is not to be interfered 
with.___ 


CHELSEA DISTRICT. 
Weiohts of Lkad Pipe — 

Iutornal diameter of pipe. Weight por lineal yard. 
S-inch diameter... ... 5-1T 

■ 6 


I 


1 - 

H „ 


7$ „ 
9 „ 
12 
16 


Weight per length. 
Of 15-ft., 25-lbs. 
„ 30 „ 

„ 37 J 

45 „ 
60 .. 
Of 12-ft., 64 „ 


Draw Taps.—A ll draw laps must be sound, and of the best screw- 
down kind, according to samplos to be seon at the Company s offices. 

Hath Apparatus. —Tho inlet to every bath must lie distinct from 
tho outlet, ami placed so that the orifice is above the highest water level 
of the bath. Every outlot shall be fitted with ft perfectly water-tight 
plug or valve. No bath sba\l have any overflow other than a warning 

P Water-Closets.— Must, be supplied through an. affective, water 
waste-preventing oietern. ■ _ , 
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T. & W. FARMILOE. 


WATER COMPANIES’ REGULATIONS. 

EAST HUNTINGDONSHIRE. 

WBI0HT8 of Lkad Pjpb — 

Internal diameter of pip#. Weight per lineal yard. Weight p«r length. 

i-indtt d’ameter. 6-lbs. ... Of 15-ft., 30-lbs. 

I „ .. 7 „ ... „ 35 „ 

I- „ „ . * 8 „ ... „ -10 „ 

Galvanized iron pipe shall be of the quality known as “ Galvanited 
Steam," and not exceeding }-iuch diamoter to be ft-inch thick. 
Exceeding 1-inoh diameter to be of a thickness to be approved by tho 
Company. 

Draw Taps. —To bo made of brass, and on the screw-down and loose 
valve principle. 

Watkk-Ci.osets or Urikals to be supplied by means of a oistem 
worked on the double valve system. 

The overflow pipe of all .oislorns and baths are to act as warning 
pipes, and are, to be carried to some position where tho watcit will be 
easily noticed. 


EAST SURREY (rats Catbruam). 
Wkioiits of Lkad Pipb— 

Internal diameter of pipe, 
j-iiuih diameter ... 


t per lineal yard. 

Woight per length. 

4-lbs. 


Of 15-ft., 20-lbs. 

5 


„ 25 „ 

8 


30 „ 

8 „ 


.. 40 „ 

10 „ 


„ 50 „ 

14 „ 


„ 70 „ 


i „ ... 

1 „ ... 

Whore, the prossuro in tho mains exceeds 300-feet, tho weights of 
tho following diameters are to be. increased ;— 

Internal diameter of plpo. Weight per lineal yard Weight por longth 

i-ineh diameter... ... 4-lba. ... Of 15-ft., 20-lbs 

6 . „ 30 

7 


•11 

16 


Draw Taps. —No draw tap shall be fixod or usod unless the same 
be sound and suitable, and of an approved pattern of the scrow-down 
kind. 

Bath Apparatus. —In every bath the outlet shall bo distinot-from, 
and unconnected with, the inlet or inlets, and tho inlet or inlets must 
bo placed sq that the orifice or orifices shall he above tho" highest water 
level of the hath. The. outlet of every such bath must bo provided 
with a perfectly water-tight plug, valve or cock. 

Watrr-Ci.osbts. —Evory water-closet shall have an efficient waste- 
pre\>enting apparatus, so constructed as not to be capable of discharging 
more than ( wo gallons of water at each flush. 
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WATER COMPANIES' REGULATIONS. 

EAST LONDON WATERWORKS. 


Weights of Lead Pipe— 


i 

1 

u i 


12 „ 


Per longt.li. 

Of 15-ft, 25-lbs. 
„ 30 „ 

37* „ 

„ 45 


Of 12-ft., 64 „ 

Draw Taps. -No draw taps shall in future be fixed unless the same 
shall bo sound and suitable, and of the screw-down kind. 

Bath Apparatus. —The outlet of bath shall be distinct, from, and 
unconnected with, tho inlet or inlets, and tho inlot or inlets must bo 
placed so that tho orifice or orificeH shall be above the highest water, level 
of the bath. Tho outlot of every suoh bath shall bo provided with a 
perfectly water-tight plug, valve or cock. 

Watkr-Cj.oset. —WuHto-provontermuHtbeofficiontandso constructed 
as not to bo capablo of discharging rnoru than two gallons of water at 
each flush. 


GORING AND STEATLEY GAS AND WATER COMPANY. 
Weights of Lbad Pipk— 


6 „ 

„ 30 „ 

. 37* „ 

... 7* „ 

9 „ 

45 „ 

... 12 „ 

60 „ 
Of 12-ft. 64 „ 

... 16 „ 

... 20 „ 

80 „ 

made of hard 

brass or gun-metal of the 


screw-down kind, and by au approved maker, with his name 
stamped on, und stamped in accordance with tho regulations of tho New' 
River Company. 

Bath Apparatus. —Every bath must be without au overflow or 
wasto-pipo. Tho inlet to the bath shall bo as far above tho bottom 
thereof as can be conveniently arranged. The outlot must be below t he 
bottom of tho bath, and mnst ,bo fixed with » perfectly water-tight 
ground plug, or with a valve having a fixed rod and lcvor handle fixod 
thereto and provided with a fixod index plato. 

Watkr-Olosbts. —To bo supplied by means of a cistom worked on 
the double valve system and constructed to allow of two gallons of 
water to each flush, aud to be fitted with a properly fitted coves-. 
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T. & W. FARMILOE, 


WATER COMPANIES’ REGULATIONS. 

GRAND JUNCTION WATERWORKS. 
Weights ok Lead Pipe — 


Internal diamoter of pipe. 

Weight per lineal yard. 

Weight per length. 

f-inch diamoter ... 

5-lbs. 

Of 15-ft,, 25-lbs. 

I li it 

6 „ 

.. 30 „ 

! „ , M 

... 7f„ 

„ 37J ., 

I " 

... • 9 „ 

,i 45 ,, 

■ 1 ", • „ 

... 12. 

60 „ 
Of 12-ft., 64 • „ 


... 16 „ 

Draw Taps. — A ll draw taps must b<) sound and of tho scrow-down 

Bath Appakatus.—T ho inlet to bath must be distinct from the 


outlet, wad must bo plucod so as to bo above tho higheBt water level of 
the bath. Every outlet shall be fitted with a perfectly water-tight ping 
or valve. No lmth shall huvo any overflow other than a warning pipe. 

Watk«-Closets. —Every water-closet must be supplied by an 
efficient waste-preventing apparatus. 


HERNE BAY WATERWORKS. 


Weights ok Lead Pipe— 

Internal diameter of pips. Weight per lineal yard, 
finch diameter ... ... 5-lbs. 



Weight per length 

Of 15-ft., 25-lbs 
„ 40 „ 

50 „ 
Of 12-ft:, 56 „ 


Dkaw Taps. —Must bo of good design and substantially made. 
They must bo of tho screw-down kind, or otkerwiso so none true tod (if 
of tho self-closing kind) that they shall act without concussion. Evory 
draw tap on any outside stand pipe must be of the wasto-proventing 
kind. 


Bath ApparaU’S.— -Must have their pipe connections so arranged 
that every inlet shall be distinct from tbc outlet, and so placed as to 
have its orifice above the highest water level of tho bath, and that the 
outlet shall be provided with a perfectly water-tight plug, valve or cock. 
Baths preferred that do not allow inlet and outlet to be opened 
together. 


Watch-Closets.—M ust bo supplied from an efficient waste-pro¬ 
venting apparatus, and so constructed as not to be capable of dis¬ 
charging more than two gallons of water at each flush. 
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WATER COMPANIES’ REGULATIONS. 

HERTS. AND ES9EX WATERWORKS. 

All service pipes, whether inside or outside honse”, shall bo of 
galvanized iron of tho quality known as steam pipe, and shall bo of 
J. Bussell’s manufacture. No pipe Iosr than J-ineh will bo allowed. 

Draw Taps.—A ll draw taps must bo of tho scrow-down kind with 
loose valves, and tho water way shall bo equal to tho full diameter of 
tho pipo. 

Water-Closets. —To bo supplied from a waste-preventing apparatus 
allowing a discharge of not more than two gallons at each flush. Lead 
tanks ure not allowed. 


KENT WATERWORKS. 

Wkioiits ok Lead Pipe— 

Weight per lineal yard. Weight per length. 

5-lbs. ... Of 75-ft.,25-lbs. 

7 „ ... „ 35 ,. 

9 „ ... „ 45 „ 

... 12 „ ... „ • 60 „ 

Draw Taps. —All draw taps to bo fixed inside the house must bo 
sound and suitable, of tho bost sorew-down kind, with stuffing-box and 
loathor-faccd valves. Draw taps fixed outsido tho Lou bo must bo of tho 
wasto-proventing kind. 

Bath Apparatus.**—'T he inlot to evory bath mnst bo distinct from 
tho outlet, and must bo placed so as tho orifioe is abovo the highest 
water level of bath. Evory outlet must bo fitted with a porfectly water¬ 
tight plug or valvo. No bath shall havo any overflow other than a 
warning pipo. 

Water-Closets.—M ust be supplied through a wasto-proventing 
cistern with a l}-incji outlet. All cisterns working with two alter¬ 
nating valves to bo worked with A-inch brass rods. Cisterns must bo 
constructed so us to diachorgo not more than two gallons at enoh flush. 


LIVERPOOL CORPORATION.. 

Weights ok Lead Pipe to bo used in tho Uppor District and in 
the Lower District if snppliod from a cistern— 

Internal diameter of pipo. Weight per lineal yard. Woiglit per length. 

8-inch diamoter. 41-lbs ... Of 15-ft., 22f-lbs. 

* 5 .. 25 „ 

8 „ ... „ 40 ,. 

11 „ ... „ 55 „ 

If „ „ . 13 „ ... Of 12-ffc,, 52 „ 
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T. & W. FARMILOE, 


WATER .COMPANIES’ REGULATIONS. 

LIVERPOOL CORPORATION. — Continued. 


Wkwuts nr Leap Pipe to be used in Lower District under pressure 
from the main— 

lntoninl diameter of pipe. Weight per linoal yard. Weight per length. 

jj T iuch diameter. 41-lbs. ... Of 15-ft., 221-11)8. 

4 , „ . 7 „ . 36 

1 . U „ 


l 


WinOllTS OF WaKNIKO PlI’KS — 
4'inOn diameter ... 


,, 55 

76 

Of 12-tt, 72 

Of 15-ft, 15 
25 


1 .. „ . 7 „ ... „ 35 „ 

If. !» „ ... Of.12.ft., 36 „ 

Draw Taps, die .--None but screw-flown taps incapable of being 
suddenly closed shall be fixed on pipes suppliod direct from the niilin. 

Hath Apparatus.- Evory hath miist l>c provided with a well-fitted 
and perfectly water-tight ground outlot plug, with chain complete, or 
such outlet tup ns shall he entirely independent of the inlet. 

Watf.inClosets. —All cisterns for the supply of >v.c. or urinals 
shall be on the alternating valve principle, and so constructed as 
to ho capablo of delivering two gallons of water at each Hush within 
15 seconds, and not more. All bib or stop taps, ball valve and cisterns, 
mnst be tested and stamped by the authorised officer. 


LAMBETH WATERWORKS. 


W ktght op Leap Pipe— 

Internal diameter of pipe. 

Weight per lineal yard. Woight por length. 

1-inch diameter... 

6-lbs. 

Of 15-ft., 30-lbs. 

4 „ „ ... 

... 7 \ 

37J„ 

| 

1 ;; ;; 

9 „ 

„ 46 „ 

... 12 „ 

60 „ 

WaRNINO Pll'KS— 

1-inch diamoter... 

3 

15 » 

1 .. 

5 „ 

25 „ 

1 „ 

7 „ 

35 „ 

and suitoblo, and of tho 

Draw Taps.—A ll draw tops must he sound 

Kcrow-down kind. 


Bath Apparatus.—N o bath shall h&vc any overflow pipe. 

In evory bath the outlet and inlet must be distinct and unconnected , 
the inlet to be above the high-water level, the outlet to have a water¬ 
tight plug, valve or cock. 

Water-Closets. —Water-closets, boilers, and urinals must bo sowed 
through cisterns or service boxes; each water-closet, cistern or service 
box to have an offlciont waste-preventing apparatus, limiting the flush 
or discharge to two gallons water and urinals to ono gallon. 

Water-closet down pipes to be not less than one inch and a quarter 
internal.diameter, and if of lead, to weigh not less than 9-lbs.to the yard 
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WATER COMPANIES’ REGULATIONS. 

LOWESTOFT WATERWORKS. 

Weight ov Lead Pipe— 

Internal diamotor of pipo. Weight pur lineal yard. Weight por longth 
s-iuch diameter ... ... 7-lbs. ... Of 15-ft, 35-lbs. 

% .. - 9 .. . » 

J „ „ . 11 » • » ™ » 

1 „ . 16. „ 80 „ 

1J „• „ ... 22J. Of 12-ft , 90 „ 

Draw Taps.—M ust ho of hard brass, and strong, and of the kind 
known as screw-down, with leather Huntings. 

Bath Apparatus.— Every bath must have the hot and cold supply 
coming over the to]), and the outlot must in no ease have any connection 
with the inlet. The outlet pipe must be provided with u woil-fitted 
aud perfectly water-tight cock of approved construction. 

Water-Closets. —Evory water-closet must be providod with a 
Waste-preventing cistern, with alternating Valves, and capablo of con¬ 
taining not more than two gallons when filled within throe inchosoftho 
top, and tho valves to be worked with brass rods. 


MID-8USSEX. 


Weiouts of Lead Pipe— 


li , 

11 . 

Diuw Taps 


) to b 


71 

0 ., 


18 

21 


374 „ 

45 „ 


Of 12-ft., 72 
„ 84 


3 of tho screw-down kind and to have the 
maker’s name stamped tlioroon and stamped in accordance with the 
regulations of tho New River Company. 

Bath Apparatus. —Every bath must bo without an overflow or 
waste-pipe. The inlet to the bath shall bo as far above the bottom 
thereof as can convohiently be arranged. The outlet must be below tho 
bottom of tho bath, and must be-fitted with a perfectly fitted water¬ 
tight, ground plug or with a valve having a fixed rod and lover handle 
fitted thoroto, and providod with a fixed index plate. 

Water-Closets.—T o bo supplied by means of a cistern worked on 
the double valvo system and constructed to allow of two gallons of water 
to each flush, and to be fitted with a properly fitted cover. 
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T. & W. FARMILOE, 


WATER COMPANIES’ REGULATIONS. 

MANCHESTER CORPORATION. 


Weights ok Lead Pipe- 

Internal iliumotor u( pipe. 
■J'incli diameter... 



Weight per lineal yard. 
5-II.h. 

...' 6 „ 

9 „ 

... 12 „ 

... 16 „ 


Woight per length. 

Of 15-ft., 20-lbs. 
,i 30 „ 

„ 45 

60 

Of 12-ft., 64 „ 


Draw Taps. —All tups (oxcopt on descending pipes from cisterns) 
must 'bo rtf tlnj sorcw-down principle, with loose valves and stuffing- 
boxes ; tho diameter of nil orifices in the Bents on which the valves work 
in tho taps to bo tho rnmo size nu the taps thorn selves and must be 
capublo of resisting a pressure of COO-lbs. to the square inch, to which 
pressure they will be subjected in testing. Plug taps are only allowed to 
be fixed on descending pipes from cisterns 

Bath Apparatus. —Every bath shall bo provided with a woll-fittod 
and perfectly water-tight ground outlet plug, with chain complete, or 
such tap as shall bo approved and stampod. No ovorflow shall bo 
attached to any bath, other than suoh as are mnde to act ns warning 
pipes. 

Watkr-Ci.osets. —Must bo supplied by cisterns construotcd on the 
double valve or Hyphen principle. If tho double valve oistern be 
adopted tho principle known as 78 x mast be used for common hopper 
closets, and 73 XT for the pan closet, the pulls of which cisterns nniBt be 
SO constructed as to prevent their boing fixed in any position to allow tho 
water to bo loft running to waste. Two and a-half gallons are allowed 
to flush wash-out olosots and two gallons to other class of closets. 

All brasswork miiBt bo passed and stampod by tho Corporation. 


MID-KENT. 


Pipes.—A re to bo of galvanized wrought-iron, }-inoh diameter in 
t.ho boro, oxcept wboro peoulinr circumstances render load pipe neces¬ 
sary, which may then bo fixod, with the consent of the Company. 


Weights ok Lead I’ipb- 

Intornal diameter of pipe, 
i-ineb diameter. . 

i. 

1 .. 

l* .. .. ... 


Weight per lineal yard. 

::: if ;; ::: 

... 18 „ 


Of 15-ft., 30-11 
48 } 
.. 67 } 

Of 12-ft., 72 


Draw Tapp.—M ust bo of screw-down kind, with looso valves. 

Bath Apparatus. —Every bath must be constructed with a well-fitted 
and wfctor-tight apparatus to prevent Che wator flowing in and out at 
the #amo time. 

Water-Closets. —Must bo fittod with a waate-provontor, the valves 
to bo sclf-closiug after a discharge of two gallons, and is to be approve4 by 
the Company. No overflows are allowed. 
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WATER COMPANIES’ REGULATIONS, 

NEW RIVER WATERWORKS. 

Weioht 8 or Lead Pipe — 

Weight por lineal yard, 


f » •» •• 

1 „ 

1 } ;. 

Warning Pipes— 
j-inch diameter. 

I ” : ’ 

i. 

H 


5-lbs. 


7} „ 


' Of i 


25-lbs. 
30 ,. 
37} „ 
45 „ 


Of 12 ft., 64 


Of 15 ft. — 

16-lbs. 


Of 12-fl, 36 


Draw Taps. —Must be of good design and substantially made. They 
must bo of tho screw-down kind, and with loose valves to bo lifted by 
the spindle (if of the self-closing kind), that they shall act without 
concussion. All stop cocks must nave unions each end. Draw flaps on 
outside stand pipes must bo of the waste-preventing kind. 

Bath Apparatus. —Every inlot shall bo distinct from tbc outlet, 
and so placed as to have its orifice above the highest water level of the 
bath—the outlet to be provided with a perfectly water-tight plug, 
valve or cook. 

Watru-Closk.ts. —Must be fitted with an efficient waste-preventing 
cistern, so constructed as not to be capable of discharging more than 
two gallons of water at each flush. Urinals to have waste-prevonting 
cistern to discharge one gallon only. 

All fittings to bo approved and stamped by tho company.. 


NOTTINGHAM CORPORATION. 

WxiorHra or Lead Pins— 

Internal diameter of pipo. Weight por lineal yard. Weight per length. 

X innVl /I i >v *n7-llrtl 1 H.ff 


1} „ „ . 20 „ ... Of 12-ft., 80 „ 

Draw Taps. — Every draw or stop cook must bo strong and well 
made, aud of hard brass or gun-metal, and shall have a loose screw- 
down valve. Each tap must in every respect bo equal to and inter¬ 
changeable in every part with tho standard tap of the Corporation, uud 
must be marked *' beat ” und stamped with the maker's name. 

Bath Apparatus. —Tho inlet of baths must be distinct from, and 
unconnected with, tho outlot, and must bo fittod with a proper woll- 
fitted and perfectly water-tight ground'outlet plug or cock. 

Wa ier-Ci.osrts. —Must hfve a waste-preventing cistern with two 
proper alternating valves, aiuTValvea must be so arranged uud contrived 
thut water cannot flow into and out at the same time. All cisterns to 
he brass bushed in all thoir actions. 

"°T R .—All draw pr stop Upo, hall valves, cistern*, 4c., to ho of the standard weight 
mid muat bo stamped by tho Corporation. 
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WATER COMPANIES’ REGULATIONS, 

NORWICH WATERWORKS. 

Weights ok Lead Pins— 


Iiltcrmil iliiuuoter of pipo. 
ich diamotor ... 


Woight per lineal yard. 

5-lbfl. 

... 7 „ 


Weight por length. 

Of 16 -ft., 

„ 35 „ 

.. 45 „ 

„ 55 


j. il 

1 „ . 16 „ 

H •• - . 22*. Of 12-ft., 90 " 

Draw Taps, Au.—The draw and stop taps must be strong and of 
tmrd bru.sn, of the Bcrcw-down kind, with leather fuces. 

Uatii Apparatus. —Every bath must havothe inlets coming over the 
inlet ftn< * " IUHt in no Ctt8 ° * ,,lve an >' ooaneotion with the 

Tile outlet must be provided with a woll-fitted and perfectly water¬ 
tight cook of approved construction. 

Watbr-Ci.Osets. Every W.c! must bo provided with a wnste-pre- 
venting cistern vrith alternating valves, and capablo of containing not 
more than two gallons when filled within threo inches of tho top nnd 
the videos to he worked with brass rods. 


PORTSMOUTH. 
Weights ok Lead Pips— 

Intornal diamotor of pips Woight por lineal yard, 
f-inch diameter ... ... 4-lbs. 



Down pipes for water-closets must bo lf-inoh, and 
lineal yard, or = to 36-lbb. por 12-ft. 

Draw Taps.—M ust bo of the kind described as 
made of hard bimss, and loose valve, leather-faced. 



25 ,. 
30 „ 
40 ., 


„ 00 „ 

Of 12-ft., 64 „ 
weight 9-lbs. per 

screw-down, nud 


Rahi Apparatus. • Every outlet shall be distinct ami unconnected 
from the inlet, and tho idiots so placed us to have their orifice above 
tlio highest water level of the bath. The outlet of every bath shall be 
providod with a porfect pliig, valve or cock. 

Water-Closets. Must lie fitted with a wnBte-prevonting cistern 
with alternating valves, and capablo of containing not moro than two 
gallons of water when fillod within three inches of top, aud tho valves 
to bo worked with brass rods at least t Viuch in diamotor. 
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WATER COMPANIES’ REGULATIONS 

PLYMOUTH CORPORATION. 

Weight ok Lead Pipk— 

Internal diameter of pipo. Weight per lineal yard. 

I-inch diameter... ... 7-lbs. 

|. 8. 

2 . 9. 


Weight per length. 

Of l i-ft, 35-lbs. 
'10 „ 
45 .. 


Of 12-ft, 60 „ 
72 „ 

i’ gnu-motal of the 


]i , „ . 16 .. 

Draw Tats.— All tupH shall be "f hard bras* „ 
best quality, and shall have a loose screw-down valve, with leather face, 

Hot liable to be turned oil the seat. . , 

Bath Apparatus. —The inlet of bath must bo distinct from, and 
unconnected with, the outlet, and the inlet nipe mast be visible and 
accessible and be attached to the bath above the bottom thereof, 
and the cold water inlet (unless snpplicl from a cistern) must bo placed 
above tho top water line of the bath, oudaueh bath must be provided with 
a propor woll-fitted nnd perfectly water-tight ground outlet ping or cock. 

Watkr-Glohkts.-—M ust be fitted with ft waste-prcvontuig cistern 
with two promw alternating valves, and valves shall be so tiTauged and 
contrived tlmt water cannot flow in amj out ut the same time, such 
cistern to be lined with 5-lbs. lead, and to hold not more than three 
gallons up to a wuter line below tho overflow. , 

Syphon cisterns shall give no more thnn throe gallons at each flush. 

All cisterns shall bo properly covered, and nil working parts mu3t 
be brass bnsbed. 

SOUTHWARK AND VAUXHALL 'COMPANY. 

Weights ok Lead Pike — 

«.r PIP- P ..r ».,™, 

71 ,; „ 371 ,. 

9 ,. . 

12 „ ... 60 „ 
16 „ ... Of 12-ft.,64 „ 

3-lbs. ... Of 15-ft., 15-lbs. 


I-inch diameter . 


*. 

1 ,. 

U „ . 

Warning Pipes-- 

4-inch diameter ... 


1 , m ... ... i M ** 

Draw Taps.- No draw tap shall bo fixed unless the same shall be 
sound anil'suitable, and of the screw-down kind. 

Bath Apparatus. —In every bath fitted op fixed, the outlet shall be 
distinct, from, and unconnected with, the inlet or in eu, and the itlet 
or inlets must bo placed so tlmt tho orifice or orifices shah b. above tho 
highest water level of the bath ; the outlet cf every snc.-i bath shajl be 
provided with a perfectly water-tight plug, valve or cock. 

Water-Closets,- Every water-closet cistern or water-cdosot service 
hot hereafter fitted or fixed, in which water supplied by the Company 
*« to bo used, shall have an efficient waste-proven!mg apparatus so con- 
structod as to be capable of discharging not more than two gallons of 

■water at ei.oh flush. __ 

ROCHESTER ROW, WESTMINSTER. S.W. 















578 


T. & W. FARMILOE. 


WATER COMPANIES’ REGULATIONS. 


SOUTHAMPTON. 


Weights or Lkao Pipe.— 

Internal diameter of pipe. 

4-inch diameter ... 

4. 


Weight per lineal yard. 
G-lbs. 

8 „ 

.v. 10 „ 


Weight por length. 

Of 15-ft., 30-lbs. 
„ 40 „ 

„ 50 


Draw Taps. — Must be of Ibe kind doscribod its scrow-ldown. and 
made of hard brass or guri-metal. 

Hath Apparatus. — Every batb must bo constructed without nn 
overflow pipe, and shall bo provided with a well-fitted and perfectly 
water-tight apparatus to prevent the water' from flowing in and out at 
the same time. 


Water-Closets. —All cisterns for the supply of water-closets or 
nrinals shall either bo of the altomating valve principle, and so con¬ 
structed as to bo capable of discharging not less than one gallon 
at each finsh, which must be discharged within ten seconds, or other¬ 
wise so arranged ns to produce the same result in an equally efficacious 
manner. All cisterns must be.passed by the Corporation. 


WEST MIDDLESEX. 
Weights op Lead Pipe— 

Internal diameter of pipe. Weight per lineal yard, 
j-inuh diameter. 5-lbs. 


1 } „ 


n r 

9 , 


Weight per length. 

Of 15-ft., 25-lbs. 

.. a" „ 

.. 37i 


„ 45 , 

„ <>0 , 
Of 12-ft., 64 . 


Draw Taps.— All draw taps must be of the kind known ns screw- 
doyvn, and if fixed outside on stand-pipes they rnnat be of the waste- 
preventing kind. 

Bath Apparatus. —Every bath must have the outlet distinct from 
fho inlet or inlets, and the said inlet or inlets must be placed so that the 
orifioo or orifices shall bo above the bigbost water level of the bath. 
The outlot of every such bath shall be provided with a perfectly Water¬ 
tight nlug, valve or cock. 

Waier-Closbt.s, —Every w.-r. shall be fitted with an efficient wnste- 
proventing apparatus, constructed so as not to be capable of discharging 
more than two gullons of water at each flush. 

Sots. —No waste pipes will be allowed, but only warning piper. 


Weights op Warning Pipes— 

Interna! JUrooter of pipe. Weight per lineal yard. 
4-inoli diAmoter. d-lb*. 

I .. . 5 . 


Weigh) per leng'.h. 

Of 15-ft.. 15.1b*. 
,, 25 .. 

85 .. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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WATER COMPANIES’ REGULATIONS. 

WEST SURREY WATERWORKS. 


Weights op Lkau Pic 
I nternal diameter of pipo 
|-inch diameter;., 

i „ » • 

i . 


Weight por lineal yard 

4-lbs. 

51 „ 


20 


Weight por longth. 

Qf 15-ft., 20-lbs. 
„ 27* 

45 „ 
.. 7<> 

Of 12-ft., 80 „ 


Draw Traps. -Mnst be of gun-metal, or bard brass of the most 
appraved kind, oitlmr sorew-down cocks or slide-valve cocks, or others 
that will close gradually, *«<1 mn8t ho of tho boHt dt ” 


BaYh Apparatus.— Every bath must be provided with a double valve 
or apparatus for preventing water flowing into and out of it at tlie ehtne 
time, and no waste or ofeiflow pipe will he permitted from a bath 
unless, as in tho case of cisterns, the pipo is made to discharge »n 
some conspicuous place oh a warning pipe. 

Water-Closets.—E very water-closet innH bo of an approved kind 
and provided with a full and complete apparatus, service-box or cistern, 
cook, valve, basin And trap; and every cistern must be provided with 
a doable valvo of approved construction to lot down a regulated quantity 
Of water; no supply to a pan or other closet will be permitted direct 
from the service pipes under any pretence whatever, nor will .in} stool 
cocks bo allowed to be used. 


LONDON COUNTY COUNCIL. 

REGULATIONS AS TO WEIGHTS OP SOIL PIPES. 


Diamctor. 
3*-inch 

4’ „ 
.5 „ 


LEA!!. 

Weight per 10-ft. length. 
Not leu than 
65-lbs. 

72 „ 


1)0 


Inos. 

Weight por 0 ft. length. 
Net leu than 
48-lbs. 

54 „ 

... . <59 

84 „ 


ROCHESTER ROW, WESTMINSTER. S.W. 



















T. & W. FARMILOE, 


.500 


GEO. GLOVER & CO.’S 



No. 1509 w. 



ROCHESTER ROW, WESTMINSTER, S.W. 
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GAS FITTINGS. 

GAS MAIN COCKS, SCREWED FOR IRON, SQUARE HEADS. 

,v . SBMAI.B. FEMAI.K ENOS. 


No. 1610 w. 


A ! 4 f 1 li U *»»• 

No. 1610 w.—Square head 7/6 8/6 9/9 15/9 27/ 5/ 6/9 14/3 

No. 1511 I:— Willi union 9/ 10/6 13/9 20/3 38/6 6/6 m 15/9 
No. 1612 Vf.—Square head 8/C 10/ 11,9 17/6 33/9 6/6 9/0 / 

No.-1518 w.—Crutch key 9/ 11/ 13/ 18/6 3/'6 — — 

No. 1510 w." With llye-jmss same prices « 


a No. 1516 w. 


CRUTCH KEY, MALE AND FEMALE. 



No. 15Uw 


T J 4 \ 1 >! H 2in. 

No 1514 Screwed for iron 7/6 9/ 10/6 16/6 81,6 6,9 9/9 18, 
No! 1515 w.-With Uuion 10/9 12/ 16 3 24 9 42/ _ ” _ 


ROCHESTER ROW. WESTMINSTER, S.W. 






































No. 1518 W. Iron Valves. No. 1519 w.. 

i f 11} 1} 2 in, 

With Female Ends for Iron Pipes 2/6 3/ 3/9 7/ 8/6 12/ dnz. 

With Brass Union. 3/3 4/3 5/ 9/ 10/9 21/ „ 


T. & W. FARMILOE, 


GAS FITTINGS. 

Gas main cocks screwed fob iron, with lever female ends. 


i . 1 in. 

15/6 21/3 37/6 dot. 


carter’s Latent safety gas valves. 


Brass Yclves. No. 1521 w. 

■i ; i i ; ■ 

With femolo ijnds for iron pipo ... 11/6 ];'>/ 17/3 22/6 2S, 6 doz. 

With female end ana union ... 13/ 17 21/ 28. 31/6 „ 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 583 


GAS FITTINGS. 

CAS MAIN COCKS, TINNED ENDS. 

IT.MX. ITCHTKll UNION. 





ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 




GAS FI 

STRAIGHT BURNER COOKS. 

FOR IRON, FEMALE END. 


No, 1628 w. 

*, i i H". 

6/ 6/6 0/3 8/0 do*. 

Ditto, Screwed lor G*llrrl<ci, 

6/0 0/3 7/ 


TT1NGS. 

8TRAIGHT BURNER COCKS. 

FOR IRON, MALE END. 


No. 1520 W. 

I i it*. 

6/0 0/3 do*. 

Scrcvrod for Galiorioj 
0/3 7/ dot. 


6 / 

Ditto, 

0/i) 




ELBOW COCKS. 

FOR IRON, .SCREWED FOR GALLEIlIKi. 


ELBOW COCKS. 

FOR IRON, KEV UNDER. 


No. 1531 n. 

1 i , 


ELBOW COCKS. 

ket at side. 


No, 1682 w. 

ROCHESTER ROW, WESTMINSTER, S.W. 
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GAS FITTINGS. 
straight Lamp cocks. 



ELBOW LAMP COCKS. 


SCREWED FOR IRON. 



No. 1533 w. 


i \ I In. 

6/9 8/3 10/3 12/9 do*. 


STBAIGHT LEVER COCKS. 

WITH PIN ON I.EVF.It (FOU MiON). 



No. 1536 w. 

§ *i*V. 

13/3 13/6 dor. 


No. 1531 tr.—ELBOW LEVER COCKS. 
bin on i.kvf.r (for !*<*)• 

i i »»• 

12/9, 14/ do*. 


ROCHESTER ROW, WESTMINSTER, S.W. 

























T. & W. FARMILOE. 


GAS FITTINGS. 


BRACKET BACKS. 


MACiB BRACKET BACKS, 




BENDANT 


No. 1543 w. 


NOS. 1542 W. and 
Sntoxc. 
Nos. 4542 w. and 


l H li in- 

H/3- „ _ do/.. 


FEMALE CEILING* PLATES. 


x* i 8*J Lx jj in, 

8/ 10/ I!/!) 18/ do/.. 


MALE CEILING PLATES. 




T. & W. FARMILOE, 
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gas fittings. 



No. 1544 n. ... 
No. 1545 yt. 


double swivels. 




kor thoS, 

and FEMM.E. 


1547 w. 



NO. 1548 vr. — SINGLE SWIVELS. 
(tor I ROW.) 


ROCHESTER ROW, WESTMINSTER. S.W. 


























58S T. & W. FARMILOE. 

GAS FITTINGS. 

WING 


WITH COCK, FOR WOK. 



No. 151!) w. 


1 1*1 1*1 1 

No. 1549 W. !>/ ll/S 9/9 12/ 

No. 1550 w. 5/6 6 /P 6/3 6/0 


BACKS. 


FOR IRON. 



No. 1550 w. 


I * 1 1 *» i >“■ 

— 19/6 - — do*. 

9/9 LI' 15/9 19/ „ 


SWIVEL COCKS. 



FBM\US, FOR. IRON. 


No. 1661 vt. 

1 1*1 
No. 1551 w. 8/3 8/0 

No. 1562 vr. — 9/3 


MALE ANI> FKMAI.K, FOR IRON. 



No. 1552 w. 


9/ 10/6 12/ 17/9 18/ 20/6 do*. 

9/9 11/3 12/9 18/6 18/9 ' 2l/3 

No. 1553w— SWIVEL COCKS. 

TOR IRON. t 

1*1 1 
14/9 15/6 do*. 


ROCHESTER ROW. WESTMINSTER, S.W. 


T. & V/. FARMILOE, 
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G A S F I T T I N G S. 

cyp 4 . 1 T E -BALL JOINTS, 

Ait.; ri;of moss irvR jwis. 



1 1*1 1 i*M*l 1*1 1;*2 U*l»i'-J. 


v., i *>■ i «. t * *« » * i *■ • i *' 1 » * .. * • 

1-55^;} 11/ in :* 12/ft 16/6 8/6 - 8 / 08/J 08/8 do* 


n,U,l. JOINT DHOP PI K OiiS, 



No 1556 n. 
.Vo. 1657 o 


1 * H * li«. 

6/0 l»/'9 dot. 
JOINTS, 


ROCHESTER ROW. WESTMINSTER. S.W. 
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GAS FITTINGS. 


SQUAUE ONE-LIGHT BODY, 


you iron. 



W «*'i i' 4x1 

No. 10(11 w. <s/;i «/a io/» li/o 


SQUAllK POUR-LIGHT BODY, I 


for IRON. 



No. lflOS'w. 


SQUARE TWO-LIGHT BODY, 



NO. 1601 YT. 


1x5 11 x H in. 

26/8 * 1/8 dot. 

4 x i f jxj lxi 11 x 1 In. 
12 51 16/8 10 / 16/8 48/6 do*. 

OCTAdoN ONE-LIGHT BODY, 


yoa ikon. 



No. 1668 w. 


* x 1 »«4 i x J 

No. 1662 n. 10 / 14/0 16/0 

No. 1668 w. 0/9 »/ - 


4 * i »x4 lx? 14 x 1 in. 

20/6 29/3 46/ 68/6 dot. 

18/6 26/6 - - „ 


OCTAGON TWO-LIGHT BODY, 


roa IRON. 



No. 1564 w. 


*xi ix* 
No. 1G6+ Yt. 6/9 9/3 

No. 1665 w. 12/3 18/ 


OO.TAGON POUR-LIGHT BODY, 



No. 1565 w. 


IX i } x 4 lxj 14 x lln. 

14/6 27 62/6 81/do*. 

24/9 46/ 97/6 153/ „ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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GAS F 

FLEXIBLE TUBE COCKS, 


>011 IKON, FEMALE. 



No. 1566 w. 


H 4 I >»• 

5/ 5/3 5/6 do*. 


FLEXIBLE TUBE COCKS, 


WITH PLATE. 



No. 1668 w. 

J in. ... 7/6 do*. 


ITTINGS. 

FLEXIBLE TUBE COCKS, 


FOK IRON, MALE. 



No. 1667 W. 

L i 3 >*»■ 

5/ 5/3 ' 6/9 do*. 


FLEXIBLE TUBE COCKS, 


for iron. 



No. 1560 w. No. 1670 w. 

£ in. ... 4/6 dot; 



No.1571 w, 

With obony handlo 10/ 


No. 1572 W. 
» in. 

9 / do*. 


ROCHESTER ROW, WESTMINSTER. S. 


.W. 


LEVER STOVE COCKS.' 

MALE ENDS, TOR IRON. 
























T. & W. FARMILOE, 




ROCHESTER ROW, WESTMINSTER, S.W. 


GAS 

HEAVY PENDANT TOPS, 

TOR IRON. 


TUCKS, 


No. 1575 w. 
i*\ i i 

No. 1576 v. 17/ 17/3 18/ 20/3 
No. 1575 w. 9/8 10/ 12/ 12/6 


HEAVY SINGLE’SWIVELS, 


No. 1570 w 

ix} ixj 1 lx] jin, 

24/ 25/ 27/9 52/0 60/ doz. 

15/6 16/ 17/3 87/6 43/6 „ 

HEAVY"WING BACKS, 


No. 1673 w. 

* 1 $ ; in. 

16/6 21/9 30/ 54/6 doz. 


16/6 doz. 


T. & W. FARMILOE, 


093 


GAS FITTINGS. 


OUTSIDE LAMP TOPS, 



So. 1670 w. 


1 1 1 in. 

Hough. 21/ 24/0 41/8 dor. 

Broil 7.o <l. 22/0 2(5/ 44/ „ 


OUTSIDE LAMP TOPS, 

»OR IRON, WITH KKY. 



So. 1580 w. 


i I 1 in. 

Rough ;. 20/ 30' 61/(5 doz. 

Bronzed 27,0 31,6 64/ ,, 





OUTSIDE LAMP BOTTOMS, 

FOR IRON. 


PENDANT .NECKS. 


1581 vr. 

, 16/5) 16/6 19/0 doz. 
. 17/ 18/ 21/ „ 


No. 1582 w. 

i iron male by 4 4 i in. Brans. 

2,3 2/6 3/3 doz. 

| } „ „ * 1 Til in. Br«*s. 

j 2/3 2/6 3/6 4/ 4/0 doz. 

I .' „ „ 1 1J If 2 In. Br**«. 

5/ 0/6 14/ 20/8 do*. 

So. 1585w.—BA8K8 AND PIRATES. 

| J i 1 iu. Braun. 
i/6 7/0 8/ 8/9 doe. 

1 14 It '2 In. Brow. 

11/3 15/6 24/9 31/ doz. 


4 iron pinto by 4 
6/8 


Bough ... 
Bronzed... 


ROCHESTER ROW, WESTMINSTER, S.W. 























T. & W. FARMILOE, 

GAS fittings. 

SCREWED FOR IRON PIPE. 


UAUREL UNIONS,. 

VtHKl.r. XND8. 



BARREL UNIONS, 

FEMALE ON* END, TINNED THE OTHER. 


No. 1584 w. 

Nos. 1584 w. & 1585 vr.-3/ 

WALK AND FEMALE. 



No. 1585 w. 

j 1 1 U H 2 in. 

0/0 0/9 17/3 23/3 34/0 -03/dot. 


NIPPLE UNIONS, 



No. 1588 W. 

Nos. 15881V. & 15S7w.- 3 
CAPS AND LININGS. 



11)3 



1 li 1* 3 in. 

10/6 20/ 42/ 76/ doi. 


ELBOW UNIONS, 

FJCMALK AND TINNED, 




'Js $ ’k •!”. T ‘l 16 iM*-- 


OAST .NOSEPIEOE3, 

* * * * 1 in. 

1/0 2/ 8/ 4/0 ' 6/6 do*. 

Lacquorod I/O 2/8 8/3 5/8 7 / „ 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 



GAS FITTINGS. 

SCBK1VRD KOR IKOK PUPK. 

MALE NIPPLES. 
}x| j}x* ix*. fxfr 
1/6 1/9 2/8? *2/6 


1/6 


1/9 


2 / 


{ 

1/6 


i 

2/ 


3/6 


2/6 


i 

3/ 


3/9 do/. 


4 X J In. 
3/ doz. 


1 in. 
5/3 do/.. 



DIMINISHING DROP SCREWS. 

MALIC AND KKMAI.lt. 

ixi }x| fxi fcx* #x$ a X i JX^ |x§in. 

1 / 1/6 1/9 2/ 2/8 2/6 2/9 3/ doz. 


D I M I N I S II E R S. 

MALB AND KBKALB. 

ixt |Xi- «x* fx* ix{ **» 



1/6' i/6 2/ 2/ 

} x 4 lxl 1 x f 
2/6 4/6 8/9 

STOP CAPS. 

F I 


1/9 
.4 X 1 
0/ 


J X } in. 
3/3 do/.. 
14 x 14 in. 
8/9 do/. 


1/9 


8/ doz. 


CAST ELBOW DROP SCREWS. 


No. 1597 


Jxi 

2/3 


i 

2/6 


§xi- 

4/ 


|X4 in. 
3/6 doz. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMJLOE, 


GAS FITTINGS. 




BRACKET BACKS, 

FOB BRASH. 


No. 1598 w. 

8 J 6 J in. 

11/8 _ 13/8 14/ 21/ do*. 

BN 1 1 A NT TOPS, 


No. 1600 w. 

2 i iu. 

8/0 10/3 10/9 do*. 




No. 1509 w. 

J t i i». 

0/3 8 , 15/0 dor.. 

LACQUERED PENDANT TOPS 
WITH KNOB. 


STIFF BRACKET BACKS, 
ton JIKASB. 



ROCHESTER ROW, WESTMINSTER, S.W. 


1 } in. 
15/ do*. 

1 in. 
8/6 doz. 


No. 1602 w. 


CEILING PLATES, 

FOB BRASH. 


T. & W. FARMILOE, 




GAS FITTINGS. 

pillar cooks, for brass. 

No. um rt. 

I i I i i 1 n » 2in - 

4/3 5/ 5/9 7/ 8, 3 12 6 14/6 23 3 38/ doi. 


NOSEPIEOE COCKS, 


i l i fin. 

4/ 4/3 5/3 0/9 dox. 

FEMALE STOP COCKS, 

FOK HKAHN. 


4/3 4 5 

STOPCOCKS 

IIKNZD R.NDI*. 



UNION COCKS, 
FEMALE ENDS. 

fOK liKAAS. 



No. IttOS w. 




UNION COCKS. 
MALE tfc FEMALE ENDS. 


KOK ltRAHA 



PIPE.LIGHT COCKS. 
No, 1610 re. 


A 

3/ 


fin. 
3/6 do*. 


ROCHESTER ROW, WESTMINSTER. b.W. 

























TIGHTED UNION COCKS. 

KKMAT-K KNUR, WITH yf.Y <AI*R, 
VOB llltAHH, 


T. & W. FARMILOE. 

GAS FIT T f N G S. 


TIGHTED UNION COCKS. 

«AIJI AND rCMALK, ,WJTH V LY CAJ>, 




No. 1611 w. No. 161# w. 

^ i 1 !»• i i x i 1 in. 

«/« 8/0 12/0 dot. 7/3 M/0 9/6 do*. 

No. 1613w.—WITH CORRUGATED OUTLETS FOR FLEXIBLE 
TUBE. 


1 | i i». 

7/9 9/0 1*/ do*, 

FLEXIBLE TUBE BACKS, 



J 1 x I j in. 

8 9/0 10/0 do*. 

FLEXIBLE TUBE BACKS, 

VOK Hit ARB. 

With Corrugnted Outlet*. 



No. 1616 w. 

if 1 in. 

11/ 12/0 do*. 

Lacquered 18/ 14/s ,, 

DOUBLE INTERCHANGEABLE FLEXIBLE TUBE COCKS. 


No. 1614 w. 


1 in- 

10/3 11/3 do*. 

Lurquorud 12/8 13/ „ 




No. 1616 vf. 



' 13/6 dfc*. 


Lacquered 12/9 


T. & W. FARMILOE, 


f>f)9 


GAS FITTINGS. 


SINGLE SWIVELS, 


yOB BEAR*. 



No. 1017 w. 

i i lx* I in- 

4/9 6/ 6/ 0,6 7/6 do*. 


DOUBLE SWIVELS, 

yOB HIIAS*. 



No. 1018 w. 

i i»i i ixj i 1*1 lin- 
5/9 6/3 6/9 7/3 7/9 12/6 H/ do*. 




BALL JO'HT 

1 ‘t.NCH IRON 


No. 1620 W. 

\ 1 1 l 1 H Hin. 

2/ 2/0 3/3 6/3 6/6 9/9 18/3 dor. 




w. 

4 1 1 in- 

6/9 9/ 11/8 do*. 

Tlghted ... -1/9' 8/3 0/6 10/ 12/3 ,. 


UNION TEES. 
hcbkwid yoa beam. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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T. & W. FARMILOE. 


GAS FITTINGS. 

THE PATENT BYE-PASS TAP. 

For economy in gas lighting the patent byo-pass tap cannot, be snr- 
paHaocl. It in particularly suitable for workshops, as men can on leaving 
thou bench, easily reduce the light to a blue jet with certainty without 
ox anguishing the flame, merely by pushing in the round, knob ; and 
when light is again required, can as easily enlarge the flame bv pulling 
knob out. as shown in engravings below. ■ p K 



No. 1623 w. 

Screwed for i| in. bi-aas, 8/ per doz. 


strong elbows, lacquered 

snucwBo sor oau.kris«, r.AcqusRit,,. RING GALLERIES. 



ROCHESTER ROW, WESTMINSTER, S.W. 


T. & w. FARMILOE, 
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LACQUERED STAMPKD 
GALLERIES. 


LACQUERED PLAIN CAST 
GALLERIES. 


GAS FITTINGS. 

FOB BRASS. 

LAOQUERBD ELBOWS AND PLAIN I LACQUERED ELBOWS AND 
OiQT fli V T VUTTfi I AT A MPKTl GALLKIUKS. 


4/6 doz. 


No. 1027 w. 

i i in. 
3/9 6/8 dos. 


lacquered straiqht sockets 

AND STAMPKD GALLERIE8. 


BURNER SOCKETS. 

KNEE. !.ACQ(/rit£T>. 


ROCHESTER ROW, WESTMINSTER, S.W. 




















002 


T. & W. FARMILOE, 


GAS FITTINGS. 

FOR IIRAfiS. 


NOSEPIECES FOR FLEXIBLE TUBE. 



No. IBIJHiv. 

a *i». 

1/9 2/9 doz. 


ROUGH TEES. 


No. 1W2 

cock: washers. 



t 

fxtx* 

i* 

lx Jin. 


1/0 

2 / 


2/6 doz. 


1. 

SxjJxJ 


Jin. 


8/ 

3/6 


3/6 doz. 


ROUGH EL' 

rows. 


1 

8 

4*8 4 

3*i 

i! in. 

1/3 

1/6 

2/ 2/3 

3/ 

3/3 doz. 



COUPLE 

RS. 


| 

4x8 

j",. 

4 

Uxjin. 

1 / 

1/3 

1/3 

1/6 

1/9 doz. 

i 

5x1 

5 

5 

1 in. 

2 / 

2/3 

2/6 

«/ 

•i/8 doz. 


LENGTHENING 

NOSEPIECB. 



MALE AND FEMALE. 




8 


8 >n. 


Long, 

l/fl doz. 

Short, 

1 / doz. 


COCK 

SCREWS. 


GALLERY 

SCREWS. 


No. 1(43 w. No. 104-4 w. No. 1016 w. 

Was hern and Screws, assorted, 5/- gross. 2/0 gross. 

ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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GAS FITTINGS. 

FOR BRASS. 




TIGHTED UNION JOINTS, 

FEMALE ENDS. 


} in. 

10/6 do?.. 


UNION JOINTS. 

SCREWED FEMALE. 


6/3 doz. 


TIGHTED NIPPLE UNION, 
with fj.y cap. 


UNlO^ JOINTS. 

TINNED, 

No. 1050 w. 

i i \ S f 1 U in. 

2/ 2/8 3/ 4/6 6/6 8/ 15/ doz. 


TIGHTED UNION JOINTS. 



2/9 8/3 4?8 5/9 7/6 12/6 doz. 



STUFFING BOXES. 


No. 1052 w. 


S.*& ?x J $x ,5 lK*in. | 
4/3 5/9 10/3 12/ doz. j 
Lucquerod 5/3 6/9 12/ 13,6 „ I 


CAST NOSEPIEOES. 
for muss. 



No. 1053 w. 


« * 4 . t ■ I in. 

1/ 1/ 1/3 2/ 8/. doz. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 


GAS FITTINGS. 

ELBOW TUBE NOSE PIECES 

| STRAIGHT TUBE NOSE 

m 

PIECES. 

ra No. 1654 w. 

No. 1655 w. 

1 < 

« J in. 

u 

i I in. 

Assorted 1/0 2/ do*. 

Assorted 0d. 1/ do/.. 

CAST BACK KNEES.* 

CAST STRAIGHT BITS. 



No. 1656 w. 

9 

No. 1657 w. 

2x1 i x 11 |xl$ Jxll 2x2 in. 

'} in. 

1/3 1/6 19 2/ 2/6 do*. 

1/ do*. 


CEILING HOOKS AND ROSES | CEILING HOOKS ONLY. 
r _ 



No. 1659 w. 

1 u H )} in. 

9d. i)d. 9d. 1/ do*» 

2 2j 2* 3 in. 

1/ 1/8 1/3 1/6 doz. 


WIRE S HOOKS. , STAMPED S HOOKS | WIRE S HOOKS. 

snu nvi t n, A 3S i£ S . 



2/ pci gross. 1 2/3 per gross. I 4/ por gross. 

ROCHESTER ROW, WESTMINSTJER, S.W. 


T. & W FARMILOE, 


GAS FITTINGS. 
BURNERS FOR ASBESTOS GAS FIRES. 



ROCHESTER ROW. WESTMINSTER, S.W. 
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T. & W. FARMILOE, 


GAS FITTINGS. 


BRAY’S PATENT ENAMEL GAS BURNERS. 
. REGULATOR BURNERS. 



Umiow Jitr,—S o. 1666 w. Batawino.—No. 1667 n. Slit-iwon. - No. 1C(18 n 
7/ por groin. 7.9 por grans. 9/3 par groan 

no. 1669 nr. Rogulator union jet* for nunlightB ... ... 13/9 per groBi. 


No. 1670 W. -NON-REGULATOR BURNERS. 

Union jot, f> t> per grosi. Hutawing, 0/6 per groai. Slit-union, 8/ por groin. 
No. 1671U'.' Non-regnlotor union jnta, for BuulightB ... U/it por groan. 


BRAY’S “SPECIAL.’’ 



Union Jxt.—No. 1672 w. But Ukiow.- No. 167Rw. 

H4/:i per gw an. 24/3 por grow. 

Screwed for holder* ... 25/9 por groan. Screwed for holdora ... 35/9por grow. 



Batswjno. No. 1674 w. 


No. .1674 rr.-BftUwing ... 24/il per gvo»e. 


No. 1675 w. Mftrlcot” Bute 
N,0. 1676 w. „ Slit-union 
No. 1677 nr.—“ Rat tails " 

No. 1678w. - Adjuatmblea 


11/3 por groBB. 
12/6 .. 

6/9 .. 

24/3 „ 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE. 
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GAS FITTINGS. 

FRENCH POLISHED WOOD GAS BLOCKS. 

Per gross. 

No, 1(579 W.—Imitation mahogany, 3 Si -1 4i 5i 6 in. 

. oak or elwny 16/6 36/6 16/6 16/6 19/3 22/8 28/3 

No. 1(580 VT. —Real mahogany 25/6 27/ 31/6 34/6 39/ 43/6 49/6 

Grooved blooks, 2/ por gross extra. 

GALVANIZED WIRE GAS ’ GLOBES. 



9/ 


No. test w. 

7 8 9 In. 

10/8 12/ 18/6 per dost. 

These are galvanized after being made. 


WROUGHT.IRON GAS SPANNERS. 

Square or Diamond—Per gross. 

X J 4 5 1 H 14 2 in. 

No. 1682 w. 21 / 21/6 2 2/ 22/6 81/(5 49/G 54/ 60/ 

No. 1(583 W.~ Brass pattern — — 40/G 45/ 63/ 99/ 144/ 

GAS HOOKS FOR COMPOSITION GAS PIPE. 


Black 

Tinned 



1 in. 

4/ gross. 

4/6 ' „ 


No. 1685 tv. 


LINE HOOKS. 

i 3 

b 


i in. 

1/3 gross. 


ROCHESTER ROW. WESTMINSTER, S.W. 










































T. & W. FARMILOE, 


GAS PENDANTS. 


SMDJE L’BKlUKr. 



No. 1081 } w. 


V'INO l*SNf>A\T. 



No. I086w.—SLIDE PENDANT. 


No. 1687 W.— SWING PENDANT. 


x 33 in. ... 
xSOit;. ... 

No. I«S8w. -TWO-LIGHT 


t:t: 

lxl- 


1 x 86 in- 
I X 36 iu. 
! x 36 in. 


48-fi dox. 

so: „ 

38 (lux. 
86/ , 

SI.IDE PENDANTS. 

Stiff Top. Swing Top. 
3/0 «■ on. 


’W 8t» in. long- odd per foot (or port of foot) ■ 
1 i 1 in. 

/» 3/ 1/6 ea. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE. 




T. & W. FARMILOE’S 
“WESTMINSTER TIDY” CLOSET. . 

43 USED IN HER MAJESTT’s eBISOHS THROUGHOUT THE UNITED KINGDOM. 

ilade spocially strong to withstand rongh usage, and is, in addition, 
a perfect sanitary closot. 


No. -45 n. (In two pieces.) 
S., P. or Q. trap. 


ROCHESTER ROW, WESTMINSTER, S.W: 


0 



























T, & W. FARMILOE. 


T. & W, FARMILOE, 


WASH-OUT CLOSETS. 

tflfE PATENT “TORNADO" WATER CLOSET. 

-V-vi N«. 48 


T. & W. FARMILOE'S 
N.EW PATTERN '* WASH-OUT” CLOSET, 
'WITH GIBBS’ PATENT TRIPLEX SUPPLY. 


With ruined onw- 
montation, nil 
Whitn.J 

N’o. 4H in 


riliiu, White 


Printed Pattern, 
llluo outside (ikin') 
iunlde if "desired) i 10 O' 

'No. 48 w. 


Do. Flown do. - l 10 0 
Without After Flush 
Chamber 1/ lcn«. 

Nos. 48 w., 48*r." & 43 w. 


Printed inuido. 4/d extra. 

No. 48 w. & 43 W. 


'are u*mt White iunidu unices 
ordered Trlutad outn^i.l in. 

’ALLIANCE" FRONT OUTLET CLOSET AND TRAP, WITH OR 
WITHOUT VENTILATOR. 


48 W.—JUliWJ, with ArTSR-Ft,vsn Ouaxbkb. 


Seotton showing the Flushing of Basin. 


Seotion showing Triplex Supply. 

THE .ADVANTAGES ARE— 

Pnisr. -That provision being made for the reoeption of the tad PM* 5" the arm of 
baein by mean* of an inner arm, without interfering with tho ordinary waterway, 
it obteine tho whole volume of wator .oontained In tho load pipe. 

Sicomdly. — P rovlulon is made for charging tho flush rim by means of an Inner orm» 
divided into throe partitions; tho water through tho oontro partition driving 
tho soil nnil paper from the basin, and the other two partitions charging rum 
thoroby completely washing tha whole of the basin. 

Cano and white, withy at ventilating arm, ... .... oa. £0 9 

white, „ „ . » o \\ ■ ! 

Printed, „ >» »> ••• *» 9 g 

Flown colours, „ „ ,» . « ® 18 ® 

Traps only . ... • •• » 0 2 3 

EXTRA. 

With ventilating arm . ... ... . . ^0 Q ^ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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THE 


UNJTAS” WATER CLOSET, URINAL, 
SLOP SINK COMBINED. 


N*. 60vr. No. 80w. 

ng .« «g. i 

RAISED OAK. RAISED FLORENTINE. 


No. 60 w. 



BBOTION, SHOWING AFTER- 
FLUSH CHAMBER. 


No 60 w.. 

Filfl- 


ROCHESJER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 37 

PRICES OF “ UNITAS” CLOSETS 
WITH PATENT AFTER-FLUSH CHAMBER 


AND PAPER BOXES, 

'CLOMCTB, rAI'XR BJXXS. 


No. Fig. 

'Whits. Irory. Wl.tto. Itor/ 

60 W. — 1. Raised ornamentation, Florentine psttohi... 

42/- 40/9 

7/- 

7/C 

— 2. Plain, without nny ornamentation.. 

88/- 41/6 

6/6 

7/- 

„ — S. Strong firo-olay, cane outside, white 

Cans unit Whits. 


onumollod inside . 

82/- 

til- 



TVhtts. Ivory. Whits. J»ory. 

n — C. Raisud ornamentation, oak pattern. 

42/- 41/6 

7/~ 

7/0 

■> — 6. Marbled on whitewaru . 

63/- - 

8/- 

_ 

n — 7. Rained ornamentation, CeirGon ware ... 

77/- - 

12/0 . 

— 

n — 6. Printed, blue dahlia pattern on whltewnro 

68/- — 

8/- 

— 

ii — 9. „ brown Florentine on ivory 

— 64/6 

— 

8/C 

•i —10. „ bluo „ „ white * ... 

68/- - 

8/ 

— 

i> —11. „ „ i, and tiaoed in gold 




on whitewaro . .. 

168/- — 

17/6 

— 

n —12. Rairod ornamentation; Florentine pattern, 




traood in gold .. 

180/- 144/- 

18/- 

16,6 

n —13. Raised ornamentation, oak pattern, colonrod 

69/6 77/- 

11/C 

12/0 

n —14. Ditto, Florentine pattern, traood in blue ... 

77/6 85/- 

12/- 

13/- 


Ba*ii;n printed inside, 6/- oxtra. Flown colour*, 12/- oxtra. 

Any o. f tlio ahovo Closets, excepting tho Fig. 3, mado with slop top, os illustrated 
page 30, 30/- each extra. 


llasins made without after-flush, 2/- each less. 

Bssinu with patent lead trap, S or P, 7/- each oxtra. 

Boats oxtra, aee page 74. 

IN ORDERING, QUOTE' ROTH NUMBER AND FIGURE. 

Tub purpose of tho patent “ After-Flush Chamber," as illustrated page 
3G, is to romody the one objection which is somotimos raised against 
‘‘•loBotu of tho “Unitoa" typo, viz., that with a strong flush there is too 
littlo wator loft in tho bottom of basin to rocoivo tho soil. By lueaao </f 
^his simple and reliable invention an ufter-flnah of two pints of wfttvr is 
always secured (without interfering with the flash from cistern), whiah 
wmplotoly fills tho bottom of tho bnain 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ROCHESTER ROW, WESTMINSTER, S.W. 


WASH-OUT CLOSETS. 

THE “NATIONAL” PATENT SICK OUTLET CLOSET. 
WITH TRAP. 


WhJU. MmDuSl , yanfjr. 

No.^Iw Banin and Strap, 7 n l0 0 <ei 1<5 0 2 0 

in «uo pieoo ... ) 

“cstTiSrj ° ,n » 1 •* - > “« 

Polo.it aftcr-fluah chntrikor, ‘2f- extra. 


THE “ CROWN ” CLOSET, SHOWING AFTER-FLUSH. 


Cane and White Banin, with S or P trap . 

Cano and kino printed, „ . 

White Banin, „ ... 

Wliito and Bine Basin, „ . 

With or without after-flnnh cliambor. 
Without traps, 2/ each leer. 


T. & W. FARMILOE. 


IMPROVED •‘DELUGE” WASH-DOWN CLOSETS. 

(PATENT.) 



No. 63 w. 

.Raised ornamentation, “VenetW pattern 

Plata inrface ... . 

Do.,'strong fireclay, white enamrlled inside 
Do. do. do. ootaideaod „ 

i. Do., Tbo "DELUGE ADAMANT,* 

extra strong fireclay,white enamelled inxido 
„ „ „ oataldeand „ 

Haiaed ornamentation, “ Venetian* (lattero, 

with fait (lop top . 

Plain surface, printed, marble on white were 
„ „ bine," Dahlia* pattern, 

on white war* ' ... 


tern, on ivory ware 
„« „ blue. ‘'Venetian” pat¬ 

tern, on whiteware 
bluo and gold, **Venetian” 
pattern,on whiteware 
. Raised ornamentation,“ Venation” patt’n, gilt 
„ traced) 

in bine) 


* No. 4 i. the mine as No. 1, hat with Fast Slop .Top. n ohpwn. Any of the other 
Gloieta above oan be bad with Fiat Tope at 21/ e u extra, to the-e prioee. 
Special attention it drawn to the “DELUGE ADAMANT,’wLeh u mode in fire¬ 
clay, preotloally SOLID and UNBREAKABLE. No; .art m 1-« than 1 in. thick. 

. No. 54W. THE “DELUGE* Cl TVO PIECES. 

For either Earthenware or Lead Trap, Baain only— Pn<w4 H.atoalOoloet. 

<-»oe. Com and Printed, All Whlti. White aed Bine Mote*. Ccevulvsles raitem. 

7/8 »/« 8/0 W Hz’S 

Earthenware Trap for Benin only—Cane, 3 C| Ml Whitt. 4/1. !^*d Trepa, lA/ea. 


Kg. 3a. 

Sadriox—S Taxr. 


Alto made with 8 trap above floor 
connect to eoil pipe. 
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T. & W. FARMILOE. 


THE “TRIDENT” IMPROVED FLUSH 
WASH-DOWN CLOSET (patent). 



No. 55 w. Fig. 2. Plain, onamolled white . ea. £X 4 0 

„ 8. Tire OUy, onamelled white inside.„ 0 10 0 

„ 4. Printed pattern, blue outside (nlno insido if donirod) „ 1 10 0 

>• 5. „ „ flown ., „ „ „ l 10 0 

Fig*- 2 and 8, printed inside, 4/0 oxtrn. 

Fit*. 4 and 5 aro sent white Insido nnlese ordorod printed out and In. 
Not*.—Seat* are not Included in above price* 



THE 


White ... 
PnuUd inside 
Printed instdi 


WASH-OUT CLOSET. 


50 >v. 


6 

0 

0 


T« & W. fnnMtt OP. 


4't 


WASH-OUT CLOSETS. 


Cnne *nd 

White. 


Paper 

Boxes 


£0 18 9 
[ 0 3 3 



TUB “TRENT.” 


No. 57 w. 

Whiteor Cano and Whlteand Blue 

Ivory. Printed. Printed. Daisy. 

£13 9 £1 5 8 £19 (5 £19 0 ok. 

0 5 3 0 5 3 0 0 9 0 0 9.. 



THE “ KENSINGTON.” 


No. 68 lv. 

Nos. 58 W & 59D'.—Cnne & White. 

Bn. £1 3 9 
Paper Boxes 0 5 0 


THE “TURBINE.” 



White or Ivory. White & Printed. 
£1 16 9 £2 2 0 

0 6 0 0 6 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
























WASH-OUT CLOSETS.. 

“IMPROVED SANITARY" CLOSET. 


No. 60 w. 

in one piece of earthenware. S or P trap. 
Cawind TOto. White or 

Kn. £0 18 9 Ka. £1 $ 6 


“IMPROVED SANITARY" CLOSET. 


T. & W t?Anwnl.OE, 


No. 61 w. 

In two pieces of earthenware. 

Cane A White. Cane A Printed. White or Ivory. White A Printed 
£0 0 6 £0 11 0 £0 12 C £ 0 14 S ml 

Traps only 8/8 

Stands for fixing closets in any position, 1/0 ea. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE. 
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PATENT TRITON CLOSETS. 



No. 02 v. 


ns of making a roliablo gaslight joint foctweou 
lot tho reqnircments of sanitation nro amply fulfilled by 
of drip oolo.'^-. 

Dsoaratnl lnColonn. Doear^eJ Cotmn. a Ootd. 

„ £3 4 0 £5 5 0 

Patent flroclay drip solo, 21/ extra. 



A' tmpli-Ks oloact, ejiooially made to take tho place of tho old-faahiouod pan 
oiooot. It ia no deaigued that it fita into tho ttrrp, thus meeting a long-folt 

’rant, by'providing a quick, aitnplo and efficient, and very economical way of 
•obotiUiting a modern sanitary clofiot. 

Cane and White. Ca»o ard Pnntrd. White or Ivory. White and Trialed. 

__ 12/C 14/0 17/ _18/9 

ROCHESTER ROW. WESTMINSTER, S.W. 


THE “CLANZER.” 


No. SSw. 




























T. & W. FARMILOE. 


WASH-DOWN CLOSETS. 


THE "TUMDVS." 



T. & W. FARMILOE, 


45 





WASH-O 
..THE “SULTAN." 


No. 66 w. 

Height 17 in., basin 10 x 14J in. 

Whilp. | Bine. I Marble. I Decorated. 

£0 19 o | £1. 3 6 1 £1 3 6 I £1 11 6 oa, 

If printed inside and ontsido— 

£i 7 6 | £1 7 6 | £1 17 0 „ 


No. 67 W. 

Height 17 in., basin 17 x 141 in. 

Whito. | Blno. 

£L 17 0 | £2 2 9 «»• 

Marblo. 1 Docoratod. 

£•> 4 3 | £2 5 9 „ 


THE “EMPEROR.” 


THE “NEPTUNE.” 


CLOSET’S. 

THE “IONIC.” 



No. 68 w. 

Height IGf in., baein 16i x H in. 
■White. Blue. Marble. 

£110 £13 9 £15 3 


No. 69 w. 

Height 101 in., baein 171 x 15 «n. 
White. Blue. Marbl°. 

£0 13 0 £0 15 3 p 16 9 c: 


No. 70 w—THE “SLUICE," in two pieces— back ou.tl°t— 
White ... £0 10 0; Bluo ... £0 12 3; Marble ... £0 13 < 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 


WASH - PC W N CLOSETS. 



JPHE “PRIMROSE.” 

MRdo in ono piece of 
earthonwore, with 
Sliarpo’a patent rim. 

S or P trap. 

White ont«ldu and inhide, 

33/ cu. 

WhiteouUidc & printed inside, 
A7/ cn. 

Majolica outside nnd white 
Inside, 

39/6 civ. 

Majolica outside and printed 
inside, 

43/0 esu 
... oxtr* 9d. 



THE “IVANHOE." 

White, 30/ 

Wliito and printed, 
33/9 

I’rintod in and out, 
37/6 

... oxtra 9d. 


No. 7* w. 

Traps ventilated ... ' ... 


ROCHESTER ROW. WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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WASH-DOWN CLOSF.TS 


THE “ WASHAGO.” 



No. 73 *r. 


Cane end White. Cane and Printed. Whto and Prteted. 

£10 0 £13 9 _£1_ 3 9 £17 0 _ 


THE “BURTON.” 


No- 74 w. 

JMo in one piooo ol &rtW«* with Stag* 

ord.ring..y which imp i» r«pnrod, right h.uU or lou n.i 
•itting. 8~pinn.bo.o_ 

Ii)"l8 T £12 ? « 2 6 *1 « * 

Trap* ve ntilated, 9d. o*. extra. ___. 

ROCHESTER ROW, WESTMINSTER. S.W. 
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WASH-DOWN & WASH-OUT CLOSETS. 

THE "UTILI8’’ WA8H.DOWH. 


"CENTHE" OUTLET, WASH- 


No. 75 H. 

Whltaorlvory. Col'.l Decoration. 
Ornamental *0/ ... 10/ n . 

Plain ... 39/ ... _ 



LILLYMAN'S BASIN ANI) TJ1AP, WASH-DOWN. 


No. 77 w. 

Cano and white basin and can* 

and white trap . p/ 

Cam. and printed Uala and cana 

and waits tret) . JO'fl 

White basin and cane and white ’ 

trap . ln/g 

White and printed Ualn and 

»/ , 


THE 


"VICTOn," WA8H-OUT. 

.18 IN.. 

-Ig IH -*. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE.. 
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WASH-DOVVN CLOSETS. 

THE " AKISTON." 


BHAllPE’S PATENT FLUSHING JCIM 
AND WEEPING HOLE. 

This oloaot ia similar to No. 162 w, ox- 
copting tho trap is mode with a socket, ao 
that the joint may bo cemented ou the 
ooteido, thue Btounng a pnrfect joint. 
Cano and white biuin and canound a. 

whito trap . on. 7 

Ho. printed do. „ 0 

Whito basin do. „ (• 

Bo. printed do. „ 10 . 

All wbito trap, 1,'extra. Traps only, 2/0oa. 


Tho "Arielon’" Cloatt bus boon 
rtpooiully designed lor use aa a wntor 
(loaot and akip sink combined. 

White bnoin and white Irup, on. £1 8 9 

White printed . 1 18 6 

Tho liaalD with right baud or loft hand 
nido inlot for want*- pipe from sink or 
bath, 1/8 extra. 

Traps only, 0/9 00. 

Traps with ventilating sookot, 0d. extra. 



CLOSET BASINS AND TRAPS WITH PATENT 
FLUSHING RIM. 

THE "HOUSEHOLD." THE "HOUSEHOLD "—with SlorTori 


No. 82 w. 

shite trap ... «n. £1 


Wtnlt 




sold} 


ttn., NO. 81 W. 

Wb'tc Ualn aad whit0 trap.< 

,9 lt ... ... 

' ‘ n'te Umn. gold Ho an and white trap 
Tn »pa with ventilating pipes extra, 


Traps with ventilating pip. 







































ROCHESTER ROW, WESTMINSTER, S.W. 


Quecnswaro basin and trap in 

ono piece . e». £1 17 9 

Do. printed in handsome* colours outside 


All tins patterns made with either S or P traps and with vent pipes if 
required. 


No- 

trap in ono 
No. 84 W.~ Do. do. 


£1 15 
, 1 17 


T. & W. FARMILOE, 
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WASH-DOWN CLOSETS. 


TUB “DONATO." 



No. Wiw. Queenewnro biwin and 

trap { n ono piece ...£l 10 0 

No. 8 ?WV Bo. do. do. ... 1 10 0 


£1 15 6 £1 18 9 

1 15 6 1 18 9 



Queonswaro basin and ,tmp in 
one piece. 

White or ivory. Printed inside. 
£1 13 9 £1 18 9 


Quceuswure basin and trap in 
ono piece. 

White, Decorated in colours, 
£1 13 9 £3 12 0 


ROCHESTER ROW. WESTMINSTER S.W. 
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THE PATENT 




“•WASH-OUT” CLOSET. 


No. Mir. 


Tfaixw ongrariugo ropruHout tlio baaing fixed on tlio traps, and wo 17 inchoR high. 
The trap io made In both g and p shnpi'R, nnd to aorow to the floor. 

Ir. two pi«r« of 

„ „„ X«tb*n«*#t». 

?io. 90IV. Cane and whtto .. ea. £0 II 


White 

Gnno and bloa.. 

White nnd blue 

Fancy . 

Traps without elouet buaini 

Stnndo Cor above, c.h nhown, No. 91 


0 1G 3 
0 13 f. 


THE NEW PATTERN 


PATENT “WASH-OUT" CLOSET. 



Cano and white 
White ... 

Cano and blao 
Whito and 

Fancy. 

Trap# without baciii* 
Traps with ventilating 


ROCHESTER ROW, WESTMINSTER. S.W. 
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HE.LLYER’S CLOSETS, 



no. n w. e 

Hollyor’s patent “ Pedestal Hygienic " closet with pj^mout. 

let L for connecting with drain and with vent BOCkcM*. .El W # 

II with corners at back ... 0 10 9 

Coloured inside nnd oatsido. ” 0 5® 

only. 



No- 94 w. 


Hollycr's patent “ Pedestal Hygienic ” closet, with corners 
at top R, and with flange cutlet for connecting to load 

soil pipe with galvanized iron collar . « a - 

Coloured inside and outside.extra q 5 g 

„ insido only ... .. ••• ” 

K.B.—This price docs not include seat C. 


ROCHESTER ROW, WESTMINSTER, S.W. 



























T. & W. FARMILOE, 
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HELLYER'S CLOSETS. 



Hoi Iyer's patent whiteyrarc decorated " .Pedestal Hygienic ” 
w.c. Biwin mid trap in one picco, and with oornerw 
at hock, for connection to earthenware drain ... on. £2 S (> 



No. «(>w. 


Hellyer’s patent Oioeam colour decorated “ Pedestal 
Hygioiuo ” w.c. basin and trnp,*in one picco for con¬ 
nection to lead soil pipo with galvanized flange to out-go 

und coiDors at back . on. £2 10 (> 

If with Mahogany dovetailed, keyed and hinged “ Pedestal 
Closet 11 scat, French polished both sides, short picco of 
Hkirting to ditto, and two india-rubber buffers extra 1 ;{ 3 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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HELLYER’S CLOSETS. 



No. 97 w. 


Hollyur’s patent “Podostnl Hygiene" W.C., made in 
strong fireclay (jar pattern glazed white inside) for 
counectionto earth on ware drain ... ... ®** £2 4 ® 

do. glazod inside and outside... *. 2 IS 9 



No. 98 w. 


Hollyor’s patent “Pedestal Hygiene” w.c., made in 
strong firoclay with corners at back (glazed white 
inside) for connection to carthonware drain ... ca. £2 2 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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HELLYER’S CLOSETS. 


Holly or’* patent “Hygienic" whitownre closet basin and 

tmp, with improved jointing (B) . on. £0 19 6 



No. 100 w. 

Hollyor's patent "Hygionio" whitewaro closet basin, with 
lead anti-D trap for connection with lead soil 
P'P® . ... cn. £1 1 6 

ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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HELLYER’S CLOSETS. 



Hollyer'a patent “ Hygienic" whitewaro closet bo*in with 

“ table top," and whitewaro S trap (A) and clips as at C, ca. £ l 12 X 

If with whitewaro P trap, including iron flango, india- 
rubber ring and clips, for making good to Soil pipe, as 
.. •- CXtrft ° 2 2 



No. 102 w. 

Hellyer’s putont “ Hygioeio " whitoware closet basin with 

“ table top," and lead trap with seating. CR J 

If with 1J in. supply valve, copper regulator, ebony pull-up 
knob, ike., comploto eithor Nos. 101 W or 102 W, 
lextra 


ROCHESTER ROW, WESTMINSTER. S.W. 
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HELLYER’S CLOSETS. 


ROW, WESTMINSTER, S.W. 


2-in. pipo. 

Vicar AJtSt.—This arm ia largo enough to receive » 2-in. pipe. A «topper ia 
with oaoh oloaot to bed into this iiocket when no air-pipe in required. 

E OCT-oo or Oloict 'XW.-An indfa-rnbber ring t. eont out with enoh cloeet 
to make a good round joint with the noil pipe, and a. the oW U provided w.thtwo 
leg™ E and F. it can be .eourely Bred to the Boor without any fear of .halting about. 

£1 12 8 


106 w- 


T. & W. FARMILOE, 

SHANKS’ PATENT TUBAL CLOSETS. 



8ECTION OF 
TCUAl, closet, 
Fig. 1, 

with S Tjap ar.d 
n?w arrnnguinvnt. 


la etrong. Erocloy, white enamelled inside ai d hnff gliutod 

outride . ,. **' 

Sumo na above, hat with raised ornament, otuwue •— •• 

In etrong Ereoloy, whlto enamollcd iuoldo »nd ouleide ... •> 

k . Pamo at No. 2, with raited ornament, Accnt hu* or Hcnoy- 

uu.-klo deign . ” 

k . With raised oror.mrmt, den'rated in cc-loars and gilding „ 
-. lu plniu white or Ivor} vatihonwtiro ... ... — » 

Co. printed poach or mulberry colour. ••• r > 


A 

Ami Skkvick Box, 
nlro Jriftde 
with P 

or shoot-out trap. 



Mo. 107 w . No- W 8 w- 

rig. 

?1 S- S. In one piece of earthenware, cane and whit o 
PiUc. ditto white 

Ditto white, printed ineid. and or.iaid* „ 

» 8. In t wo pieces of oortkenwnre, cato and white „ 

Ditto white basin, cano and whits trip 1 „ 

BEITS VOH ABOVE CT.03ET8. 
kuikcB»ar or Wnlunt, Hard Wood or PltehSb*, *>«'. 

u., *0 18 9 AO •* * 

*<lh Bap IOC til 


ee. £1 0 0 £110 


l or varutahed, 
« 10 » 
ota e 
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ROCHESTER ROW, WESTMINSTER, S.W. 


SHANKS’ PATENT “CITIZEN” WASH-DOWN ! 
CLOSETS. 


In one solid pieoo of Firkclat and in white PoncmiH. 

Tiff. 77. In strong fireclay, white inside . ca. ill 14 3 

i, 77. Ditto ditto white insido and ontaidu „ 1 17 0 

„ 77a. Ditto ditto with raised ornament .. „ 2 1 'O 

„ 83. In line earthenware, with reisod ornament, white or ivory „ 3 14 0 

Ditto ditto whito and gold „ 6 0 0 


SHANKS’ PATENT “TIMES” CLOSET. 


NfcllOw. 

Fig. 106. In oano and whitowaro 
In whito oarthenwnro 
Extra for printed decoration inside .. 
Ditto coloured ditto outside 
Fig. 107. In strong firoolay, whito inside 


JENNINGS’ CLOSETS. 

THE “PEDESTAL VASE." 



No. Ill w- 

Ho. ill W. Whitowaro Closet, with polished biroh l«d 

clamped, with paper boxes j 2 gallon tfust-irun waste 
prevailing olattrn, with syphon action, Mw a fuU 
disohargo without retention of handle; also 6 ft. of It 

in. down service, with joint complete ... ... «*• 

Ho, 112 w. Closet and scat a* abovo; if with U 

valve (" pross-dovrn or “levor notion ) in place of c ^ „ 
cistora nnd down service. 

DEDUCTIONS. . 

« deduct 110 o o 

Cisvt**.—If without syphon. •••- u 2 9 

S«ut__ plain skirting, in placo of paper boxes.” 

EXTRAS. 3, 2 c 

Cnossr.-nandaemely blue-flowered ... ^ ^ ^ - 0 „ i 

Decorated and relieved 4ri gold . frou * 0 8 . 

With P trap Outlet at hack ... ut 0 4 i 

OisraaK.—If gnlvuntxed . ••• . 0 6 1 

If largesse, d^h^ng 3 gallon., painted^ ••• , , , 

Tor plated ohain and mount . . . « j J 

For New Bivor Company’s teat nun stamp ■ ,. (1 o , 

For “Adjustable Connector " for tightening pull Wire ••• > _ 

Scat.—I f of polishod mahogany or American walnut ... - ••• ® .5 \ 

If oon'ntor-balanced to retain upright position when at rest , •••’ f w * 

SlRvics Vaivk.—I f li in. iiro for low pressure (under 6 ft.) . ns 

U with gold-lined knob and platod mounU ...• ••• u 

8xjiv.*ction Arranursjknt, with waste prevonting oiatom 

For best quality platod mount* . . j j 

For sooond do. brnsa do. ... ••• ••• o 13 

If with 1* in. regulating supply valve . 

Jin. 118 w. “ Pruustai. Vam " (Eartiirnwark Basin a tn> Trap o«tr.) 
Bluo-llowered, 60s. 3d.j with whito basin. 63a i all whito, He. 3d. 

With P trap outlet at back if required, 8s. 3d. extra. 

ROCHESTER ROW, WESTMINSTER, S.W, 
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ROCHESTER ROW, WESTMINSTER, S.W. 


Vo. iUm. -- White,™™ ' 
clori'l, !■ Inrod j.lno kont 
iM'd «Vfcttctr, 2-gollitn .r- 
Jibou oti.toni an.nrlni lull 
iliu.li wlthous Mtantiiti nl 
handle, aho OTr. of 1 (-in. 
down nutria* and, 
complete), u ahouc n, I I I] 
VO. lliw.—dorelncdiitr... 
k« nlDin, with 1} |». pr,«. 
do„a or lu»«r action regu- 
lmlnir >nr j>iy yal*« or door 
•Hloii t»1to ..S IS « 

DBDVOTIOm 
Ciarrnx.—I(rT«jto.pivr.i.t- 
tug elotem vdtkont ayidina 0 1 { 
Tii.vK.-II Mb. ttuu or 
high pxiaar« .0 3 S 

SXTBJJ3.1, 

For b!ne.dcrtroT»d Haiti ,0 R C 
For vontiUliug socket (... () 1 C 
Cl«T*KV.- 

4 t>iloa, ftalrAulied ,.0 11 

3 ,. pclntr.1 .0 « 0 

~ .. uolTauliad ... 011 C 

Mtv Hirer Coaipu;'* test 
cud gtoup _. ... ... ft 1 0 

Sorriv Vaiyu.—I f lj-1n. 
kilt tor lor* pr»snra ... U 7 C 
UiiT-icnor AmiAXonassT. 

— 1! »«h wiuiio-ptormtli.g 
rlntorn for *uil <|U.lity, 

hit** tnountt .1 1 'ft 

If with U In. ©foisting 

■up: ly vtlvo.0 13 3 

BnAtrn.—Jf politbfd birch... Odd 
.. mahogany 0 I* « 
If oouiitti-biOiiricod 0 IP 0 


THE 'ECONOMIC." 

,mamr ‘nSf-t/gg***** «*»"» 

'Vhilo OB|moin>l>; cowmen it fog 
tho “ Portemal Vu**" to the 
intention of thoao dcairor.s of 
olitnininff the heat result*. and 
willing to ncropt “cniii|mrim}ti 
of quality us the only truo tent, 
of ciieitpiiMsj" for tho infor- 
miit ion of many to whom tho 
question ofexpoiiaj Imif qrcutcr 
importance, illurtrn' ion and 
Jitii’or. ure nppomlcd of Jen- 
iiinr*' f m pro veil "Monkey” 
t'loi*i*t. "Tho Koonomio.” 


Vo. ?.16 w. — Ta* *• Ere- 
poato". rr.o. lnttln ar.d 
trap only. In ou» pltco of 
■taxed nnrthrowiu:*— 

All whita ... Cl ft 3 

With printed 1 atln ... 1 U 8 


T. & W. FARM1LOE. 


JENNINGS’ CLOSETS. 

EARTHENWARE “MONKEY" CLOSET AND TRAP. 



No. 117 TT. 


CloBota only, white nnd yellow ... ... ... *> ft - £1 *•* ® 

Ditto, whito . ... V. ,t 15 0 

Ditto, bln© printed . « l 14 0 


PATENT 41 HUMP ’’ CLOSET. 



No. 118 w. 

Price ... ... . . •*». * 2 « 

With ventilating sooket .. ex<J,;,k 9■ ® 

Pitted with loom) strainer at bottom of banin ••• " ^ ^ ® 

ROCHESTER ROW, WESTMINSTER, S.W. 



















T. & W. FARMILOE. 


64 


DOULTON'S closets. * 

THE LAMBETH PATENT “COMBINATION»' CLOSET. 



No. 119 yr. 

)n trropiccos of oorthonwiiro. Supplied with8 trap, at shown, or shoot-ont 1 J trap. 
Flu. nsr ruin atoueware baaln amt trip, white InaMa and brawn oataldc ... ua. toll g 

„ IlHc. OrnaniuUd ditto (a> IllurtniivJ) .. l a o 

„ Tfiu. Ditto, with blue d»ooratlon outelda ... . 10 9 

. PKDESTAL "COMB!NATION" CLOSET. In one plooo of oorthonw.ro. 

Fig. UBt. Whltu tnilda, light brown out.ido .„ . ... 0 a. £1 l* 0 

„ rjSS. Whit.Inilda..id »ut.ld, .. .. 1 18 8 

„ lien. Oruameutid light brown outalde, whlta In old. .. 1 18 « 

,. mi. FUln Quacuawart baaln aud limp, whit, or lrory ... ... . 8 S 0 

„ lift. Ditto, plain aorlaea, bloa ntguolU . SI1 0 


IMPROVED “SIMPLICITAS ” WASH-DOWN. 
CLOSET AND TRAP. 



No. 120 w. 

t.Tm. Main itoeiwir*. i 
loaldo end brown euUldi 
aa.£l 7a. «d. 


Fla. Nil. Kim atronr glued 
wan, white tnelde and light brown 
oatelde. e*. 8113.. 


Fig. l*4n. Extra atrong glared 
wan. whit, aud light brown oat. 
aide, o—-* ‘ - * “ 


Flf.lUa. Plain ^aer or win, white, 
Fig. fjft. Blue deUgn outaid.. 


T. & W. FARMILOE, 



t>& 

DOULTON'S CLOSETS. 

the Lambeth improved “ flush-out" closet 


iV.B. -Tht*t Closet) must bo flushed by a cistern, and not by a val»e. 


No. 121 w. 

Eig. 14. in strong aalt-glawtrl Htouewnro trap to slio«t oat 
or turn down (without iron atandurd) oa. 
>, 14 a. Ditto, with basin in wlnto glwsc-il otvrl lionwure 

Ditto, if with blue basjn ditto ... „ 

Ditto, if with fanny baton ditto. 

Ditto, white and gold Lanin ditto... ... „ 

Iron stuudard for above Closets 1/ extra. 
Improved Quoenswaro slop top. to' fit above Closets, ea. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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• BRIGHTON “EXCELSIOR" CLOSET. 


Decor atod. 
£2 8 9 


BRIGHTON “EXCELSIOR" CLOSET. 

TARVRR PATTERN. 


White. 
£2 6 0 


No. 128 w. 

Blue. 

£2 10 6 


ROCHESTER ROW, WESTMINSTER, S.W. 
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BRAZIER & SONS' 

AROMATIC & DEODORISING WATER CLOSET. 



With Ibis form of bo«in and 
trap we have the whole of the 
content*, by ono simple action, 
carried entirely away into tho 
drains. By the dtieh tho whole 
surl'uoo of tho Win is well 
econrod, end the trap left with 
a water lock of oao Inch, con- 
tniainfk about a gallon uml n 
hnlf of water, which quickly 
become* clear lime water, im¬ 
pregnated with camphor—tho 
*W!»ote*t end bent disinfectant* 
wo have j nnd whun punted from 
nlynotB to drnina refreshens end 
purities them et the email coit 
of two or throe ponco once in 
throe month*. 


No. 124 v. 


A Chamber for camphor and limo. B Bing for charging. 

□ Commotion between trap nnd chnmbor. Q Cumrho 

Cane trap and whito pan . . 

'"bite trap mid pan throughout . . 

Do. with blue or marble pan. 

Do. with macro pan.. 


C Ventilating Pip*. 

... £1 IS « 

1 W » 
X 0 « 

2 8 0 


Gronnd earthenware ping for charging the ohatnb 




BRAZIER & SONS’ 

DIRECT ACTION WATER CLOSET. 



No. 125 w. 


In this water closet we 
hare no. perforation# in 
the rim, but a well distri¬ 
buted Sunil of water is 
forced over tho whole 
surface of the pan, moot¬ 
ing at the front and fail¬ 
ing with great power 
directly upon the soil and 
paper, which it drives at 
once into the.drains will' 
the regulated, quantity (8 
gallon*) of water. 

White pan ... £0 1'6 0 

Printed ... B10 f 

Mauve ...10 0 

White«rup*o*trnO % 8 


Made in twe pioces. 8 or P trap* a*above but withont deodorising chamber. 


ROCHESTER ROW, WESTMINSTER, S.W. ok 
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J. TYLOK & SONS' 

PATENT ‘'COLUMN" PEDESTAL CLOSET. 

WITH LEAD TttAP s or P. 



126 w. 


docooitorf 


kxtha's. 

If with galvanized irou 
linwket* ami jiolMift,. 

««»t JBO 

Gblrauizud olnoea — 

“Tnwor" .0 

" Beau’*" . o 


If with hinged mahogany 
»«nt, pn,Umt 2-gull, 
•ur" option ointecu, 
hraoket* to noi-ovr 
bnist# chain 
mid wood pull (axtva 

to OlOHIlt*) . a 


If,with hlngod mullogciny 
■wit, 1 B'luu’s ’ potont 
2-gall, nyphon ei*Wirn 
with hiaokot* to somh- 
to wall, brvrih cliufn 
und woo<I pull (extra 
to Clonett) ... . « 


10 


e 


it 


6 

U 


11 


e 


i) 

n 


o 

a 


o 

o 


ROCHESTER ROW, WESTMINSTER, S.W. 
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J- TYLOR & SONS’ “COMPOUND” CLOSET. 

(Traps S. or P.) 



No- 127 w. 


Strong glazed earthenware, yellow oatside, white 

in.iido, with hup and ventilating pipo noekeb. h'l 13 6 

Plain white or ivory china ditto ... ... ... ] 18 0 

Ditto, ditto, decorated with bine His design ... 2 S» t> 

Ditto, ditto, .. „ Lily design. 3 5 0 

If with mahogany hinged seat, patent " Tower" 

2-gallon syphon cistern, with brackets to 
scrow to wall, brass chain nad earthen wave 

pull . extra to closets 2 6 P 

Ditto, but with deal Boat ... 2 0 9 

.If with mahogany hinged iioat, •‘Bean's" patent 
2-gnllon painted syphon cistern, with brackets 
to screw to wall, brass chain mul earthen¬ 
ware pull ex( ; rp to closets 3 2 0 

Ditto, but with deal scat ... ... ... 2 II 0 

EXTRAS. 

If with galvanized iron brackets and .self-lifting 

Rent ... ... ... -f’0 11 6 

dnlv aimed cistoms—“Tower," 4/-. “ Boa V’ 6/6 
ROCHESTER ROW, WESTMINSTER. S.W 
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MOULE’S 


No. 180 v. 

Short Hopper. 


182 Tr. (R tri.ji.) 


No. 188 w. (P trap.) 

8 or P trope. 9/ e 


No. 134 w. 

APPARATUSES FOR USE IN CLOSETS. 

ardor,np ApiMratuM’, dale wMbcr it 1. jiropo/ed to tlx the tumx otir «' Vault, or trhc 
1 <o. « Tanh or Path 

Vf— Apparotor ” Pull-Out," with gnlfhnleed Iron rim. and Irou bondlo c«_ 

|I35 w. Apparotoe, “Pull-Out," with gnWnnlied Iron rim mid Iron buidle, will 
K '' **• deol i«at, on towers, fixed ready for piecing in ponilloa ... ea. 

Apperetue •'Pull-Up” (new patent), with gelrnniicd iron rim lid Iron 
bundle. co. 

i&l 


~ juT®-*. Appaielnr, " Pull-Up•• (t.ow potent), with 
*’ *• hoot handle . . 

Tkj3£w. Appovmli 
* **• eeot, 

"‘n't W ’ **!**"*- “ " («««patent). With white earthenware rim, pel van. 

lied lrou ml to beneath the rim, lieet hoodie, owl took or mahogany 
»Mt, 3 ft. wide, on benrem, tWod reedy tor plocioir ip poeitiou.,, co. 

-rl36u, a ppentup, Self-Aotlng*' (rme patent), with golmnUod iron rim, oud 

*• ileal .net . ... „. ... en. 

[o. i 3ft ' 

*V. J - W ' Ajifarottui, '*Self-Anting'' (new patent), with gnleoniied Iron rim, tnd 

*' deal oint, on bearer*, fixed ready tor placing In ponitian. «*. 

Illttp, opeeioJly inode tor children ... .. „ 

[o. |,. f 

Pi.-'i ' V ‘ 'Apparatus, “bolt.Aotlug" (line jKitnit) with whiteeerlhennare rlm.oud 
tlao! Ata-t on. 


CLOSETS. 


No. 128 Vi 


’ clot* t end Ueji, fitted wilt 
i; diameter of top 17$ In. by 
la.| h-Ubt when fired. 171 in., 

82 1 0 Pa. 


ROCHESTER ROW, WESTMINSTER, S.W. 


Rochester row, Westminster, s.w. 
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MOULK'S EARTH CLOSET COMMODES. 



No. mr>. 

tri r . I, Cuumj/rft. " 1'iifl .Ijni," II. jhio 'J«l |mir»rr.l»!i*d), with iron bm.<!Ir tn<J ^ )fl 
1! Contmtiio,"’" Y»ri i'i' " Ufu jmlniij, in' i.l»ln'iio»l '(«aT»rol|ih«ii), willi iron _ 

" ’ twi.jN. amt Bon ri* . - **• 3 ' 

;; | i.Himmi.O... ' rvti.tiji" (iwi'C p»ifnt)» in ywUn dwi (laroUhwt), irllh bre*n htnJJo ^ Jf 

(t. immibed), with bifltirn. ( . 

« <»•* bran, & fl 

7 . Iliiijwi', ^ Ml Aetlnij " Wr r * ptWl, in pe»cll»<i dial (wrUhod), will. 

10 t;..„.C l .| , r'T»'«ll.{?!■•• (no* 'jiuinb. Ill tank crniahacitay {fronrti ^ ^ 

11 I S<.|VacI hi|j; -li iM l |.«k nr uithOKMiy (JTronoh roiUhod), cfhio irrry 


■ei,k (Noh. I., ithn*1 •>), to »isM *W. «d ih«mi.« . 

on wbfoin (Noll. 1, Sand 5), to hold it oUt 38 (il.»r|<o» ... 

" ilrotulmnor "'Unk, No. I. To U r«n,o»oJ from Out Fro; 


T. & W- FARMILOE, 


CAST IRON BRACKETS FOR CLOSET SEATS. 

T. <fc W. FARMILOB'S SEAT BRACKETS. 



Bracket for “Unilas” with 
Fa,out Slop Top. 


(A^tod ... 
^ lv «tnitved 


6/ per pair 
8/8 „ 


No. 140 w. 


Saul Bracket for “ l/nitab ” with 
Slop Top. 

Painted .• 5 / per p^ir 

Gutvanm-d ... 7/6 ,,, 


PEDESTAL SEAT BRACKETS. 

SEEP 


Id about nd'charic* 

SUNDR1KK. 


tor Dryiny Bartb («m*Uh ... 

Ditto (lartfa) ... 

«• Earth amt Cinder Bl/t*)' 


m<* oritrini any rtcepiacU, i(a!c vktthtr ,/ is provos.,! (o ivrn< 
front, from lU Hek, or from ro« r.di of (lie Clo> 

ROCHESTER ROW. WESTMINSTER. S.W. 



ROCHESTER ROW, WESTMINSTER, S.W. 
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closet RANGE OR LATRINE TROUGH 
CLOSET. 

Stable for schools, asylums, prisons, barracks, 

RAILWAY STATIONS, <fco. 


For “ Unitas,” “Tornado,” *' Deluge" o,nd “Trident’’ Closots. 


HIMC80 HEAT WITHOUT COVCK. WITH HINGED COVER- 

No. 142 w. No. 143 w. 

NO. 142W. Without oovor, for “ Units*” Walnut. Mahogany. DaoUloOak. Whiuwo 
or" Deluge' 1 Clouet-, boat, 18/- 18/- 18/ 12/- 

Do. do. do., ordlrary quality If - 14/- — — 

No. 14!Jnr. Withhinged cover, for"Unitaa” — 

or" Dolngo ’’ Oloaot, beat 83/• 83/- 83/. 24/- 

Do. do, do,, ordinary quality 27/- 27/- — — 


6ELF-UFn.NO SKAT without FL,W> 


JLifT-Ut* SEAT, 

With Bauk Bail, for “ Tornado ” and 
Ni». 8 “ Unibea ” Closet. 


No. 146 w. 

above closet being fitted with lock and key, it cannot be 
pered wit 1, by childron or mischievous pdnipns, and onn only bo 
i0 '' by t.ho attendant appointed for that purpose. 

Prices, cotfiplote with water supply and discharge fittings. 

f, ' r ~ | 1 2 3 4 6 | C I 8 PoraoiiK. 

.... , U a. rt. £ .. d. e a. d. £ a. d. £ a. ri. l£ <s d. j E *• <1- 

"’“tetat* hj 2 S 3 6 0 4 4 9 6 6 0 0 2 8)7 f Oi 08 0 

1 "““Ui ... 12 18 R 4 4 0 6 13 0 6 13 0 8 2 011) 17 01 i3 8 0 


Walnut or Plain 
Dnntiio.Oak. Mahogany. Wbltow'' 0 " 
■Bant quality, 18/* 18/- H/ k ,| 

Ordinary „ — 14/- — 

These seata can bo uaod without brack®** 


Vyiih Bruts Levers nrn! Weights, speeipily 
rt.coirnnunch-d for h'utola, Public 
Buildings, <te. 

Walnut or Plain 

Danish: Oalr. Mabngauy. WlnlUiwo..d. 


'*■—Latrines up to 6 persons itre made to discharge at endB, 
sd with one supply. 

persona to discharge near centre, and fitted with two supplies. 


ROCHESTER ROW. WESTMINSTER, S-W. 


ROCHESTER ROW, WESTMINSTER, S.W. 


1 l 
.£ a. it. 

2 

£ a. d. 

3 4 

e a. d. £ a. d. 

' 6 1 

£ a. dJ 

1 c ! 

2 2!* 

3 6 a 

4 4 9 6 6 0 

o 2 a| 

7 1 0 

U 18 8 

4 4 8 

6 13 0 8 13 0 

8 2 o| 

9 17 0| 




















W. FARMILOE’S IMPROVED LATRINES. 



T. & W. FARM1LOE. 


1'. & W. FARMILOE’S IMPROVED LATRINE. 

ENAMELLED DRAB OR BROWN GLAZED STONEWARE. 

No. 147 w. 


Middloa, 2 ft. 0 in. long, 12 in. boro 
„ 3 ft. S in. „ „ 

Outlets, 6 iu. . 

Inlets, 4 in. ;.. ;. 

P Trap and Ventilator ... 


Drab Colour. Brown Glazed. 
...JSO 15 4 ... £0 13 4 each. 

... 0 15 4 ... 0 13 4, 

... 1 16 8 . . 1 10 8 .. 

...0 8 8 ... 0 7 4 „ 

... 0 8 8 ... 0 7 4 „ 


THIS •'WESTMINSTER'’ AUTOMATIC PLUSH. TANK 
FOR ABOVE. 

No. 148 w. 

FOR CLEAN - WATER ONLY. 

Tho Flnnli Tank hero illustrated is admirably adapted forolwins- 
drains, which from want of fall, or other causes,iare liable to choice 
ft ’nl giro off sewer gas, and for tho intermittent supply of water to 
"‘’"'ale, trough olosoto, Ao. It may bo fed by a “drop by drop” supply 
^°ni a small tap, or any othor convenient arrangement. Upon the 
"■ater gaining the starting level above the top of syphon tho actios 
'nstantly eommouees without Joss of liquid, and the entire contents of 
tho tank are discharged with great force to tho sewer, Ao,, to be flushed. 


In Galvani mi Wkoooht Iiwn, with Cast IaoN Tjurrmij Box. 


15 

gallons 

.£3 

0 ' 

0 1 

60 gallons 

£5 

17 

6 

20 

... 8 

10 

0 

70 . 

7 

7 

6 

25 


. 4 

ft 

0 

80 „ . 

7 

15 

0 

80 


. 4 

17 

0 

100 . 

8 

15 

0 

40 


ft 

10 

0 

150 . 

11 

15 

0 

50 


. 5 

12 

6 

200 . 

13 

17 

6 


Light i 

cheap Tanks 

also 

niode in the following sizes. 

_ 



15 

felons 

.02 

5 

0 1 

1 60 gallons . 

£5 

10 

0 

20 


. 3 

0 

u 

80 ,. . 

6 

10 

O 

30 

n 

4 

7 

6 

100 „ 

7 

0 

0 

60 


... ... 6 

0 

0 






Special Brackets from 4/6 por pair. 


ROCHESTER ROW, WESTMINSTER, S.W'. 
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T. & W„ FARM 1 LOE, 


ADAMS’ 

PATENT AUTOMATIC TROUGH CLOSET, 


FOR SCHOOLS, fi ARRACKS, &o., Ac. 



Xo. 141) w. 

No. of Bantu ,'| a 5 , q 7 8 

£5 J7 tf 7 17 C 0 IS g ly 12 fl 12 17 6 H 0 0 1C 5 0 


• ' M v « ** A/ o J.TI V U 10 6 U 

No. or&mta ft lo Jl 12 13 14 t5 

£17 .*> 0 17 fl 20 ) 5 •' 21 10 0 25 0 0 28 10 0 2ft 10 0 

No. of Sent* 18 17 ia JO 20 

£81 6 0 38 10 0 85 0 0. 38 0 0 38 10 0 

Th* Hp, n : n l Outlet Tree u!„.*u i. u,_ pru.ulu m.peotlo.. opeulep 

ptt&SXX- S 1 '"’; ,.„?s r '*>»«—WW* ***• 

If ia Straw Olated ware, Imido and ontHide .. odd 8/ per ft run 
•• i. oulaido and wldi* Inv.tlh ft) 

Bet White, IttaWo an. I onteide jor ” 

Theta price, include Tank, Trough, Seal, and Kali I’*.,’ and'.oplr”lo th’i natal 
width oul.v,.2 ft. 3 in. from centre to chatre. ' 

For our* width, add 7/ per foot ruti for Troocrh 
Bracket, from 6/0 per pair. Outlet Trap, JO/8 aitra. 

BnffiCHWt water i» retained to receive the crciota, the whole Iteiec nn.hed out 
nt mwnll by the 1 atent I'ln.li Tank fired ovnr one end of I no rnoae. 'fbo Trooirh 

iaeureT ^ bind * AYcid <& nnd * Ml to water 

"* curp “- "nr Mo.h Tank otilr. tee page 77. 

Packing oxtrn. 


ROCHESTER HOW* WESTMINSTER, S.W. 


ADAMS' 

PATENT AUTOMATIC FLUSHING LATRINE. 

No. 150 w. 


T. & W. FARMILOE, 
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ROCHESTER 



ROW. WESTMINSTER, S.W. 
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DIRECT ACTION CLOSET PANS, 

WITH SHARPE'S PATENT FLU8HINO RIMS 

By ibis method a. heavier utream of water flow* oVer the baok part than over any 
i.U)*r portion of Ilia pan i every par: of tlie-pan ha», therefore, the proper quantity 
of water determined and gnvu.-n.id by tbe different litod opening* through which 
it daecend*—till* fa tho only method by which a regulated flow of water c»n 
be directed with cortainty over any part of the pan The arrangement is unr plv 
and inetpvpalvo, and can bo applied with equal faoility to i>)o«et pane of every shape. 


Diameter of top ... 
of outlot 



OVAL BASIN. 

(With weeping liolo and Trap.) 


No. 152 w. 


Haight, with Trap . 10 in. 

Diameter ... IC| by 14 „ 

„ of outlot... ..." 4 } „ 


While. WMte. 
White. Blue. 
" »/ 


IruMe. Whlt. 

Eaeh 6/3 

Cnne and White Trap, exira 
,a V if 



OOTTAOE BASIN. 
(With Trap.) 


No. 158 w. 

lloight, with Trap. 16 in. 

Dlafliotor of Top v 14 by 12i „ 
„ of outlet. 4 ; 


OuUtdo.—Cane, Cane. Whl'e. 
Iealde.-Wt.lt*. Blue,.. Wilt*. 


Each ... 4/8 5/3 8/8 

All White Trap, extra 1/3. 

1 Q Trap* are required, 


ROCHESTER ROW, WESTMINSTER, S-W- 


T. <& W. FARMILOE. 


SI 


DIRECT ACTION CLOSET PANS. 


WITH 8HARPE’S PATENT 

OVAL BASIN. ' I 



No. 164 w. 


FLUSHING RIMS. 

. SHORT HOPPER 



No. 155 vr. 


Haight . J 3 in. 

Diameter of top 13 by 11 „ 

of bottom. 4J, „ 

Onttid*.-Whitt. White. 

tn>(4*.—White. Mia*. 

**«h 6/6 8/ 


Haight . 12 

Diameter ... ... >8i .. 

of bottom. 4t .. 


Case. White. WhiU. 
Blue. White. Btac, 

48 4/6 r./0 



Height 

Hiameter 


OuteUe.—Case. Cane. White. Whitt, 
laeld.,-White. Bin.. White. Blue. 

S** 6/ 6/3 G/8 7/6 

Tr »P« for above 


No. 157 w. 


18k >'i. 

Diameter . ••• 14 t» 

„ of bottom. M .. 

Ontalde—Cane. Cane. While Whit*. 
Uetde.-Whlt 
Each ... 6/ 


Wktn ordering tag if S, P or Q Trap1 are rtquirrd. 


^*«d trap* for above, S 
Ditto ditto, P 


ea. £0 13 6 
,. 0 9 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 



DIRECT ACTION CLOSET PANS, 

WITH SHARPE’S PATENT FLUSHING RIMS. 


Each ... HI 8/3 6/8 7'fl 


Each. 8/9 ... 40 


Trope tar No. 158 w. ... 


Casa. White leeKle. All White 
ftu. 1/6 ... 2/ ... 2/9 


THE “ARTIZAN.” 



No- 1«0 w. 

1 Height. »* 1th trap 10*in. Diemotor oM< 

Cano and white bnlrfn nnd cane trap. 

„ printed ditto ditto . 

White Bneiti and ditto . 

,, printed ’ ditto ditto . 

But I no without trap ... . 

Cano and white „ .... . 

Whtn ordering toy if S, P or Q Trapt 


ROCHESTER ROW, WESTMINSTER. S.W. 


T. & W. FARMILOE, 




COTTAGE BABIN AND TRAP. 


CLOSET PANS. 

ORDINARY RIMS. 


READING BA8IN AND TRAP. 


Diameter of top ... 

„ bottom 

Height. . 


No. l«lw. 

16x14 in. 

41 „ 
12* „ 

Mio. White. Wlilto. 

6/6 0/6 8/ 


No. 182 w. 

Diainotor of lop ...lSi * 14 * •» 


Height 
Eaoh ... 


bottom 

lutelile.—C bop, 



SHORT UOPl'KR. 

a *rr» THAI* 


No. 163 w. 

Diamotoc of top . 1* > n - 

,, bottom ... *1 «• 

Height . 17 „ 

GoUldr.- Ont. Ceee. White. Whitt, 
leildu.-'White, lilau. White. Blue. 
K »oh ... 3/6 8/ 6/9 7/ 


ROUND TAIjU HOPPER. 

IIA & 1 hr A TO) TRAP. 


aiOIIT ARK SITT1NO. 

No. 164 w. 

Diameter of top . H fn. 

Height.. ••• 

Optetd.^ne. 

5/9 ’ll V °l 




ROCHESTER ROW, WESTMINSTER, S.W. 
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CLOSET PANS. 


ROUND SERVANTS' BASIN. 


ten 1 AHM BITTING. 



No. 1(15 w. 


Height . 13J iii. 

Diameter. i’4| ,, 

„ bottom... 4f 

Out aide.-C hoc. C*uo. Whltu. WkiU 

In«M«..-WhiU. Ultio. Wb1t«. Ul.u-. 

Kwh... 4/9 0/3 (3/8 »/ 


SHIP BASIN (J)OWNTON’Si. 



No. 1<>7 w. 


Height . in. 

Diameter of top ... 12 „ 

,. bottom .-l* „ 

OuUIOn. ~ Cuoo. Uo». Wbtl*. White, 

Iu«Mo.-Whit-. Bl.tr. Whit., Blue 

Each... J/iJ U/;t 8/3 5/ 


OVAL PAN BASIN 



No. 1(36 TT. 


OstoM*.—TThlM. Wtlt# WlilU. 
InuUU.—Wblw. Hluo. t'eari 1W. 

l-'orfftim ... 3/9 4/3 S/Soa. 

With flushing 

rim.. 4/3 4/9 8/9 .. 


SHIP BASIN. 



No. lC8tr. 


Height . »!<>'• 

Diameter of top ... 13 

„ of outlet tj ,. 

C*u«. C»»«. While. While. 

WbiW. Blue Whlw. Blau 

Bach... 2/3 3/3 3/3 5/ 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. <& W. FARMILOE, 
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VALVE BA S I N. S. 


OVAL VALVE BASIN. 
with mrtmiNO him. straight /ihm 
OVB flPLOW,. RUOO-KANO SITTING. 



No. 100 vr. 

White, Pearl Leaf, ((old Lined. 
Ea. 9/ .10/6 18/ 

OVAL VALVE BASIN. 

OVMMiOW, IXTT-HACrB SITTINC. 



No. 171 w. 

Whito. Pearl Leaf. Gold Lined. 
Ka. 8/3 10/ 15/9 


ROUND VALVE BASIN. 
WITH Pr.llSHIItO RIM. lUOIIT-HAMtSI/r- 
t>i.y overflow. right-hashsitting 



No. 170 w. 

White. Pearl Leaf. Child Lined. 

Ek. 9/ 10/6 18/ 

ROUND VALVE BASIN. 

OVKKk'JLOW, LEFT-HAND SITTING. 



No. 172 w. 


White. Pearl Leaf. Gold Lined. 

E*. 8/3 10/ l 5 / 9 


Any of above, with 4 in. outlet*. Pd. ea. extra. 

When ordering valve basins Bay if the overflow arm m required right 
or left hand sitting. If basin with flushing rim and bent supply 
arm, say if right or left snpply in addition. 


ROCHESTER ROW. WESTMINSTER. S.Vt. 
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WITH 

INSPECTION 
CAP. 

Traps with ventilating socket ... ... extra 6d. 

inspection cap . „ 6d. 


E A R T H E N WA R E T RAPS. 

TRAPS FOR COTTAGE BASINS. 


Cano... 

White 


No. 175 w. 

1/2 

2 / 



No. 179 w. 

Lead foot trojSs to sc it 
Basins, Nos. 151 w to 158 w, 
and 16lw to 164w. 

S ... eft. 13/6 

P .. „ 9/ 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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EARTHENWARE SLOP RECEIVERS WITH 
GRATES. 

THE NEW HOUSEHOLD SLOP RECEIVER AND TRAP. 


8i>.« of top. 191 * 101 In. Depth, 12 In. Diameter of outlet, 61 in. 
Height flxod ou trap, 16 in. 


White or ivorv. £17 0; bluo printed, £1 11 0 



SLOP RECEIVER 
AND TRAP. 


SLOP HOPPER 
(Round). 


Diameter of top ... 10 in. Diameter of top ... 144 in. 
,, bottom 4 „ bottom 41 „ 


Depth . 91 „ 

Height on trap ... 141 „ 

Cano. White. Printed. 

9/ 11/ 13/on. 


Depth 

Cane 

5/ 


... 161 „ 

While. 

61, ea. 



SLOP RECEIVER 
. (Rouxo). 


No. 183 w. 

Diameter of top .. 

„ bottom 

Depth . 11 i, 

Cane. White. Printed. 


41 .. 


3 / 10 / • 


No. 181 yr, 182 w, 183 W, with supply arms, 1/ on. extra. 

S or P Traps for Nob.. 182 W. 183 W, cano, 5/; white, 6/ cn. 


ROCHESTER ROW. WESTMINSTER, S.W. 




















^_T. & W. FARMILOE. 


DRAINER AND SLOP RECEIVER, OR 
WASH-UP SINK. 



No. 184 v. 


An a wash-up sink it is made to receive plug in bottom instead of 
drainer as shown, Size of top, 24x14 in.; depth of banin, 10‘ in. ; 
diameter of top of basin, 13} in.; outlot, 8} in. 


No. 184 v. White . 

Marble 

No. 181) w. With raised sines and back, 8 in. deep 

white ... . 

Ditto, mai ble 


ea. £1 0 0 

„ 1 13 0 

„ X 13 0 

1 17 6 



No. 186 w. 

18 x 18 in., outlet, 4 J in.; dopth, 1 J } in. 

White ... , 

UM " . . i is o 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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SLOP TOPS. 

T. &. W. .PARMILOK’S SLOT TOP POE VALVE CLOSETS. 


187 w. 

Wicli cbn abovn i v&[re closet any be u.o'i as ft urlnul, withou 
In bast white earthentraru, 2 ft. by 1 ft. A fa. 



So. 188 vr. No. 189 w. 

Whits ounhunwaro slop tops, round or ovftl boles, for muh-oM, cottoffo or 
hoJ>p«r clowt*, J ft* <5 hi. by l rt. bin. ^ ^ ^ 

by'Vft. till. ... . . 09 


Nos. 188 n and 189 W 
N«i. l!)0 w. Ditto, I ft. 4, 


ROCHESTER ROW. WESTMINSTER, S.W. 
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CLOSET A 

BELLOWS REGULATOR. 

t 


PP 


ARATUS. 

BRASS REGULATOR. 


No. 


Zinc bellows or brass regulator with valve, on iron frame, to attach 
to pan closot, with union on inlet. 


• J in. lin. It in. 

No«. 191H’ and 15)2 w ... ea. 15/3 10/6 19/6 

If with copper bellows regulator 2/6 extra. 


14 in. 
2t/3 



BRASS REGULATOR ON STANDARD. 


193 w. 


Closet valvo with union, r.inc hollows or bmsti regulator,-on iron frame, 
brass stink dish with glass or opal grip attached. 

„ * jB - 1 In. Ji in. It in. 

£1 1 3 £1 2 6 .£1 6 6 £17 3 

If with copper bellows regulator, 2/6 extra. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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CLOSET APPARATUS. 
COTTAGE CLOSET VALVE 



} in. 1 in. 

Best quality, with iron clisb, coraploto . oa. 5/3 6$ 

Ditto, with bras* Hith . ’• 'L 

Screwed for iron . ox<! ‘ n /” '■ 


STUFFING BOX CLOSET VALVE. 



With union, iron handle, and dish eu. 
Do., with brass bundle, and dish... „ 
Inlet, scrowed for iron .extra 

BELLOWS REGULATOR. 


Tin H In. It in- 

7/3 •• 10/3 12/ 

8/ 11/ 12/9 

/9 1/ 1/3 

BRASS BEGULATOB. 


<v" 

V !o 



ROCHESTEf? ROW, WESTMINSTER, S.W. 
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CLOSET 

STRONG llOUNI) VALVJC. 



No. 15/8 w. 


WHlmlr vls«‘. Hr mill «nd muon for tlutr nr 
Iron olitorjM. 

> 1 ". . U l». J 4 lu. 

a/ oi 7/o 


ROUND 0).08RV VAT.VKf. 



No. 200 IV. 

With i)oub>« PruiKrfulKl JlUTOV*. 

K«*J • o». 4/11 T.lpiit ... on. Jf 

SHORT SPIN OIK 



F I T T r N G S. 

SPtrUUR VAXVJB. 



No. 109 w. 

Willi fly out mid union fotfJiUU or Iron 
alttnru*. 

*lo. I in. li In. lj In. 

•V* 4/8 */« t/n ok. 

ROUND CLOSET • VAI.VK.-Ktw P.mmin. 



No. 201 W. 


C»u (io Ink on to piecn from tli* top for 
rcOcfttUrtafl; ... Iit y 

VAliVK, Gbound j*. 






T. & W. FARMILOE, 


SPOON or SHOE VALVE. SPRING VALVE. 


No. ‘20*1 w. 

5/3 o». ’ 


BOD AND SLING FOR SPRING BOARD. 

» » ... r* " 


No. 208 w. 

Hound or kuiuiro, 0/ «a. , 

Kxtra Afuci/ nrsrf special t-'sw, yriciV vpou application. 


No. 204 >v. 
n,m o». 


No. 205 i 

12/6 oh.. 


SPRING BOARD COMPLETE. 


ROCHESTER ROW. WESTMINSTER, S.W. 
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HANDLES AND DISHES. 


No. 

Horizontal crank, eft. 5d. 


Upright crunk, ca. 


No. 216 w. 

Ball lover for slate cistern, 
with bolts and nuts... ca. 


, with brass bearing, 


No. 210 w. 

BRASS SUNK DISH, 
'ith pull on iron frame, and 
lcvor for working waste- 
preventing or ot her appara¬ 
tus by cranks and wire, on. 


No. 200 w. 

BRASS SUNK DISH. 

The .engraving shows a new 
design of pull-up, which is 
strong, efficient, mul works 
well .on. 


No. 218w. 
Fans find screws 
Ditto for valvo basins 

Copper rivets per 
Copper wire „ 


P Q n oopper pans 
* a >nmerod ditto 


Brass honalo, dish and pull 

complete .ca. 

Galvanized iron handle, dish 
and pull complete ... eft. 


Ivory closet hah die 
Ebony 
Cut glass 
Opal „ 


Brass sunk dish, handle and 
standard for pan closet, 
each 


ROCHESTER ROW, WESTMINSTER, S.W 


ROCHESTER ROW, WESTMINSTER, S.W. 
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PATENT 


TWYFORD’S 

INDIA-RUBBER CONNECTION. 


o flushing or lorvicu pipe. 



No. 220tv. 


For (xmuOQilng thu supply arm of olost.t Wins i 
and also for conned lug vcn’.llnsing'socket to air pipe. 

.Idvuitttiyc/ : -A perfectly- Hooiire and reliable joint, giving absolute security 
against lonkugr, without wire Or wrapping, and dispensing with utring, rags, paint, 
putty, Jfce.,. 

Ha. I J in., 1/6 1} ill., 2/11 2 iu., 3/0 

TWYFORiTS PATENT BRASS CONNECTION 

No. 221W.- 11- in. for supply arm of olosot bnsins . oa. 3/9 

Jto. 222 W.—2 in. for voiitilallng arm of „ .7/0 

INDIA-RLTBBER CLOSET CONE JOTNT; 



REPAIRS TO WATER CLOSETS 


Cleaning ami impairing ns now, 
pan closer, lnciioorlng bras* 
work, fitting now copper JCuch. 

pan ... .£0 11 0 

litipuiring pan ploaot, rivotting 

now copper pan to axle ... 0 6 6 

Kitting now coppor nan to axle 0 6 0 
Trimming valve clonet, pointing 

and lacquering . 0. Ill 6 

Grinding valve of valve oioset 0 S O 


, Kopairing valve oloset and Xaoh. 

| grinding valve. ... ... £0 12 < 

I Trimmingvalvocloset,painting, 

: lucqnoring, and fitting new 

wliitu busin ... . 16 1 

! Kan and arm to closet basin . . 0 3 I 

j Trimming elastic valve oloast 
j Kitting ornamental basin 
j Converting ground in valve to 
' olnatio seating . . 


0 12 
0 18 


ROCHESTER ROW, WESTMINSTER, S.W. 
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THE 


“WESTMINSTER” DISINFECTANT INJECTOR. 



This Apparatus lias been designed, not aa a substitute, but as an 
“’HXtliary to porfect sanitation, mid it consists of a very simple ineitus 
Automatically injecting into the flushing pipes of closets, urinals, Ac., 
a ''Ogulatcd quantity of disinfectant each*time the flush is effected. It 
Squires no attention beyond the replenishing of ibc disinfectant when 
hame is exhausted, which would be about once in a year. 

J” 

1 is constructed to fit a lj in. lead down pipe, and in 
connected by ordinary wiped joints ... ... ea. £0 6 0 

* '£• 2 is arranged to fix to existing pipes where it is 'not 

desirable to cut them . ea. 0 ft 6 

If is attached to the supply pipe of valve depots by 

w ipod joints ... ... ... ... .... 0 6 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
















T. & W. FARM1LOE, 


STIDOER’S PATENT LEAD CLOSET ARM. 





Load closet arm joint for connecting lend pipe to arm of basin, 
making a perfectly sound joint without trapping pipe. 

1 1* U in. 

J / 1/6 1/9 ea. 


PATENT CLOSET 


3-~> 


No. 228 w. 

lj'ha. valve closet trap... 

•Do. , dp. with brasa 


OVERFLOW TRAPS. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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INDICATING DOOR FASTENERS. 


Iniido viow or Bolt, half actual aitv. 

No. 230 w. 


By simply bolting the door of the apartment, the word “ Engaged’' 
*B shown upon tbo outside of the door, and'when the bolt is withdrawn 
the word “ Vacant” appoara in the place of the word " Engaged.” 

This invention will bo found particularly useful for the door* of 
Consulting Rooms, Photographic Studios, LavntorieB, Bath Rooms, and 
W.C.'s of first-rate Passenger ships, Hotels and Privuto Residences. 

They are extremely neat in appoai mice, durable, mid can be easily 
fixod upon doors of any thickneu, only requiring a small bole for the 
splndlo to pass through the door, hut in ordering it is desirable to give 
thickness of door. Actual sixe, 3 inches in diameter. 


Brass.. «*• 6/0 

Nickel-plated ... • •• ••• ••• •• 



No. 231 v. 


Patent indicator and bolt for Water 
Closets, 09ioo Doors, &o. Most simple 
und effective. Will suit either hand by 
revvrsring the tablet. 

Polished brass, 4/C each, complete. 


ROCHESTER ROW, WESTMINSTER, S.W. *2 
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INSTRUCTIONS 

1 o h« observed when fixing ll r n/c» Waste Preventing Cisterns, to ensure 
their proper working. 

1st. -All down pipes from,Waste Preventing Cisterns must not be 
less than 1J- in. lead pipe, and must weigh not loss than 0 lbs. per lineal 
yard, i.e., 36 lbs. per length of 12 feet. 

2nd.--The down pipe from Syphon Cistern must be brought down 
so as not to form another Syphon, as in that ease the Water Waste 
Preventer will not work satisfactorily. It mast be so connected us 
not to leave any water in tho pipe (sec sketch A), but. if fixed us 
sketch 15 a syphon is formed and interferes with the working. This is 
of the utmost importance. 


When ordering Cisterns, alw ays stato if required for high or 
low pressure. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE’S 

•■WESTMINSTER” DUPLEXICON CISTERN. 

WITH SILENT, BALL VALVE AND DUPLEX SYPHON. 

Specially constructed to use with 
Tut: “ Westmtkster',” Washtrap Closet. 

(See pages 30 and 31.) 



No. 232 w. 


ADVANTAGES- 

1. Silent in action. 

2. Croat simplicity. 

3. No mechanism to get out of ordor. 

4. The pipes can be disconnected, if necessary, without interfering 

with tho Closet. 

With cover complete (paintod) ... (> 

Ditto (galvanized) -• 1 13 6 . 

Dimensions, !o£ in. x 9 in. X 11m. 

ROCHESTER ROW. WESTMINSTER, S.W. 
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T. & W. FARMILOE’S 
WESTMINSTER” ‘'GRAVITY” CISTERN. 


Wo intricate working parts. 

Syphon charged only wlion liundlo is released. 
Waste of water impossible. 

Wo valves to get oat of order. 

All working parts accessible. 



No. 233 w. 


■Tho groat advantages of this Cistoni arc tliat it meeta tho 
requirements of the various Water Companies as a perfect water waste 
preventing Cistern, and is so constructed that tho typhou i> charged 
when the handle is rele<ucd, and not (ns in most casts) whoa pulled. 
Further, in the construction of this Cistern, tho innur tube of the 
syphon is above the water-lino and overflow. 

It has no valves to got out of order, is simplicity itself in con¬ 
struction, certain in action, gives a porfoet flush of two gallons, and 
hes no Beatings, Ac., to corrode. It does not depend upon the length 
of down pipe to onsure its perfect action, but will discharge its contents' 
however short same may ho fitted. Tho bnndlo cannot be “ triekod." 
as a second supply of water cannot be obtained till the handle is 
released and the Cistern refilled. 


Complote with puil sod chain ., 

Ditto 

(invar extra 
Ditto 


Fainted. 

2 gall*. £0 12 3 

3 „ 0 17 6 

2 „ 0 10 

3 ., 0 10 


Gal?ani*od. 
£0 19 0 
1 4 6 

0 2 0 
0 2 0 


DUnanaiou*, M galls., 20 Ln. by 8i In. by 10J in.; 3 gnlli., 20fin. by 1! in. by 10| in. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE’S “UNIVERSAL" CISTERN 
AND VALVELESS WATER WASTE 
PREVENTER. 

AS SUPPLIED TO HER majesty’s PRISONS ASD OTHER CJOYBKJCMKNT DEPARTMENTS 



No. 234 w. 


This Cistern preBontB the following special features 
I. Simplicity of construction. 

Noiseless action. 

^ *L Certainty and great velocity of flush. 

IV - Great durability. It is fitted with copper fittings in a enst iron 
covered cistern; (be action being so 'simple, the wear on 
the working parts is quite nominal. 

Adapted to all kinds of wash-out, hopper und similar closets. 

Upwards of 15,000 now in uso. 

Fnintod. Ualvnniied. 

^nipleto with cover and pull and chain, 2 go 11s. 10/0 2ti/ 

Do. do. \ do. 3 galls. 25/ 32,6 

Dimensions - 2 gaits, 20x 6* x 13 in.; 3 galls, 21x7 X 14 iu. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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T. & W. FARMILOE’S “WESTMINSTER" 
WATER WASTE PREVENTER. 


No. 235 w. 

Cant iron, with copper fittings. 

Two gallons ... £1 2 0 

Three „ 1 G 6 

Four . . 1 15 0 

Dimensions. 

2 galls., 20x8$ x9j in.; 3 galls.,21 x9x 12 in.; 4 galls.,22X9$X12in. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. <fc W. FARMILOE, 
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T. & W. FARMILOE’S 
“ LONDON ” SYPHON CISTERN. 



No. 280 w. 


This Cistern is simplo in construcl ion, quiet in action, and cannot 
Easily got ont of order. 

It is impossible for wator to escape through Syphon except when 
action. 

As seen by .illustration, the motive power is a metal plate. On the 
lover boing pulled down the plate is pushed to the bottom, the piston 
action of which starts the syphon and discharges the contents of cistern 
,v »th great velocity, thus offectrally cleansing basin. 

2 galls. 3 gulls. 

la cast iron, painted, and cover ... ... £0 19 6 £13 6 

» „ galvanized, „ 160 1110 

Dimensions. 

2 galls., 171 >«• x 91 in. X 11 in.; 3 galls., 191 in. X 11 in. x 111 in. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No. 238 w. 

1# frails. 2 galls. 3 gull*- 

Complete with cover, painted ... ... 13/0 16/6 19/0 

Ditto galvanize,!. 20;« 23/6 2»/« 

Dimensions- 1 1 gals., 14 x Bj x 18 iu.; 2 gala., 10 x (R x llin.j S gall., 161 x 10 x 121 i°‘ 

ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE’S 
“ROCHESTER” SYPHON CISTERN. 


A cheap oast iron Ciatem, nuif.ablo for use with Cottage or Hopper Oloaots. 

1« galls. 2 galls. flgnlla. 

Complete with cover, painted / . 10/6 13/0 16/6 

Ditto galvanised. 17/6 20/6 23/6 


T. & W. FARMILOE’S 
“ROCHESTER" SYPHON CISTERN, 

FITTED WITH IMPROVED WASTE-NOT VALVE. 


T. & W. FARMILOE. 
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T. & W. FARMILOE’S 
“BRIGHTON” SYPHON CISTERN. 



DlMEHRZOtlS. 

1? x 7 x 13in. 

Improved coat ire" 
Cistern, fitted with brats 
syphon, fitra strong 
“Croydon” or "Porta, 
mouth” ball valvo, and 
11 in. union and t ia. 
overflow. 

In cast iron, with ocver, 
painted, 

1 J7/6 ea. 



No. 240 w. 


FARMILOE’S 
V WAVE ” SYPHON 
WASTE PREVENTER. 

Fainted. 6|W> 
In oast iron, with li in. syphon 
and D >0- outlet, 2 gull*. ... 20/ 28 / 

In cast iron, with H in. syphon 
uud It iu. outlet, flgu.ll*. ... 23/ 31/ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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WINN’S PATENT SYPHON CISTERNS. 

•THE “ACME.” 


No. 241 w. 


it cast iron, 1. 1J, or 2 Kill Is. 
„ 2* or o galT*. . 



No. 242 w. 

Painted. 

In cost iron, 2 gulltt.ea. £l 0 0 

S .. 14 0 

,, 2 „ stamped New River Co. „ 110 

} in. ball vntre for low p.-eaanre, extra 2 . 


Galvanized. 
£18 0 
1 12 o 

1 9 0 


ROCHESTER ROW, WESTMINSTER. S.W. 


T. & W. FARMILOE, 
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BELL & WHEATLEY’S 
PATENT SYPHON CISTERN. 

Cotnpauy.) 


I i.i/s PATEN I SYPH 

WASTE PREVENTER. 





ROCHESTER ROW. WESTMINSTER. S.W. 
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LAMBERT’S PATENT SYPHON CISTERNS. 


No. 245 «\ 



wn!?.|« of »#(#!(« plwoofcod tth,n «rtonu,i.|c<illy uni oiuiuot k* Jolt .uo 


Will, i| iuuh*B«JI V»lro ’ 
Jrou(.o v ..rfor Cliimrn 
It (iaivHuUtiil. 


MK>ut 3 iraJlono of wat*r, wUtber the b 
Wator Wft*to ProrcnUr Vitro, whloh cr 


FITTED WITH BRASS SYPHON AND SILENT BALL VALVE, 
ntt. 180. Ctot™ oowpI«l«, "‘Ik Ma«h lull V.lr. »»J Black." 0.1v« 1 l„d. 

. Cllio «ltto."• j,.T. "*• , ,J 9 £ \ 1? 0 

C*»t Iron Onro<» for ditto 


T. & W. 


FARMILOE, 
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No. 247 w. 


* Ipdlot.tt. 

£0 15 9' 


Complete, with syphon and covor ... 

without wyphon and With cover •> 


3 trnllond. 
£1 1-0 


REVERSIBLE cisterns. 



No. 2*8-w. 

Complete, with syphon and covor, high pressure ... 

„ « low 

With trapping box 
If stamped by New River Co. 

Can be supplied with valve in place of syphon 


ea. £10 0 

1 1 0 

extra 0 1 6 

0 2 ° 

at sumo prioes. 


ROCHESTER ROW, WESTMINSTER. S.W. 




















T. & W. FARMILOE, 


v "DELUGE’' PATENT SYPHON CISTERN. 


No. 249 w. 

2-galiSTL.Sr C:St ° r " iKVftlvelfiS8 and 1,0 > 8e lcs3, and flushes 

<!iH U )it, W nf 1C te„r rt R ftr ° f0 ) V ’ VC ‘ T Mim P lc - ftud woli finished, with I 
thoworkini naX , auscl ' 0 ' vil '8 «“> tail nut the whole or 

Hki wafer fmm n withdrawn for examination without taking 

thn water from Umemtorn, or cistern from its supports. Prices below 


No. 250 w. 


cistern has a similar action to No. 249 w, but is made with 
syphon tn centre to suit certain water companies. 

Nos 249w 


In cast iron, painted, with covor 
’> m . galvanised 

Brass Chain and ptjll 

Stamping N.ew River 


and 250 w. 

2 gallons. 
£10 0 
1 8 0 
0 1 0 
0 1 0 


No. 249 w. 
3 gallons. 
£1 8 0 
1 11 0 
0 1 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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THE “WELL 1 SYPHON CISTERN. 



This is a perfect .Syphon 
Cistern, woll made and 
finished, in every part, 
and is the cheapest in 
the market. 

Fit tod with iron 
syphon — 

2 gulls. 3 gall*. 

11/ 14/6 ea. 

Fitted with 1-nwm 
syphon — 

2 gulls. 3 galls. 

U/8 17/6 en. 


THE “ NEWPORT” SYPHON CISTERN. 



This is a thoroughly 
woll fitted and finished 
Syphon Cistern. 

The drum and dis¬ 
placer disc are of rust¬ 
less metal, and are not 
affected by corrosive 
water. 


Complete to flush, two 
gallons, 

17/6 oa. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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PORTSMOUTH PATTERN"DOUBLE VALVE 
WATER WASTE PREVENTER. 



Complete with cover. 


'I'odischarge at oach pull 

2 

2i 



3 


3} galls. 

Each £0 14 3 

£0 18 

0 

£0 18 

0 

£1 1 0 

Galvanized ... Extra 

0 5 3 

0 6 

0 

0 

7 

G 

0 9 0 

To' discharge at each pull 

H 



o 


3 galls- 

With 1} in. syphon in 

place of 







valve ... . 4 , 

oa. 

£1 2 

3 

£1 

3 

9 

£1 11 0 

With 1} in. do. 

do. „ 

1 3 

9 

1 

5 

3 

1 13 0 


The 2 and 3 gallon sizes, fitted with syphon, aro very effective for uso 
with wash-out olosota. 

If without covers, Is. 3d. each less. 

Dimensions— 

1^ 2 2* 3 galls. 

18x9}x9 18 x 11} x 9 19x13x9* 19}xl3*xll 


ROCHESTER ROW, WESTMINSTER. S.W. 


T. & W. FARMILOE, 
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“PORTSMOUTH PATTERN"DOUBLE VALVE 
WATER WASTE PREVENTER, 

WITH AFTER-FLUSH FOR VALVE OR PAN CLOSETS. 



No. 2T)4 w. 


' in. ~ 

The 21 and 3 gallon cisterns are in great demand for, use with valvo 
closets, ns the after -flush fills basin to ths overflow,, and secures tho 
thorough cleansing of hnsin *m«h tfrrth closet is used. 

Complete, with Cover: 

To discharge 2 gallons at each pull... 18 by 11} by 9 in. oa. £0 17 0 
2J .19 „ 13 9} „ 0 1.9 3 

3 , ... 19} „ m ii 1 4 0 

H 3} . - 1 10 0 



ROCHESTER ROW, WESTMINSTER, D.W. 
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“• PORTSMOUTH PATTERN ” 
DOUBLE VALVE WATER WASTE 
PREVENTER. 


Tu diaohurge 2 gallows at each pull. Containing a!.out 6 gallons in 
reserve. Dimensions, 171 hy LI} by 13 in. 

Outlet 1} in. 4 in. ojn. 
Complete,with cover and overllovr, on. Cl 1 0 £ I 2 ti £1 o 6 


ROCHESTER ROW, WESTMINSTER. S.W. 


T. & W. FARMILOE. 
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- PORTSMOUTH PATTERN” 

double valve water waste 

PREVENTER. 



No. 366 W. 

113 

With aftcr-ftush for valve or pan closets. To dl8C, ' ai ^ " 
at each pull, and * gal. after-flush. Duuenstous. 18 by U 
11 in. 

ea. £1 

Complete, with cover. 


gaL 

A V 

3 6 


ROCHESTER ROW, WESTMINSTER. S.W. 
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"LIVERPOOL PATTERN” 
water waste preventer. 



No. 257 w. 
in 


Ooublo vn,ee w.tir wu.,. proven,.. Livon ^, M 

two pita. poll. Dtamio^ 16 llj bj „ 

AU tlio working parte are brass bushed. 

Outlet If i n . i l j n 

Complete, with cover ... M „ n .. 

If Mv.oi.od. ' *° 18 6 fl J 

. extra 090 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & w. FARMILOE. 



No. 258 w. 

Hi 

Double V.ll. Wntor W«ta Preventer,. «ith .fler.Bn.b fee P~ 
eloaet. work!., pert, nil beta M To dteb.rg. ta> «•“—* 4 
etch pull, end b.lf . pita .fu.r-H».h. Din«»ta«. >8 * 11 » 

by 11 in. 

oa. £1 13 9 

Complote, with cover . 


ROCHESTER ROW, WESTMINSTER. S.W. 
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“ NORWICH PATTERN 


DOUBLE VALVE WATER WASTE PREVENTER. 



No. 259 w. 

TT5 


Wit.1, load weights, brans bushed. To discharge two gallons af each 
pull. Dimensions. 18 in. by 10 in. by 10J in. 

Complete with cover .ea £1 2 6 

If Galvanised ... . extra q 9 Q 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. «fc W. FARMILOE, 
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SOUTH HANTS” 



SINGLE VALVE WATER WASTE PREVENTER. 

(AUTHORISED TO II* riXSD IWMR SOUTH HAMS WATER WORKS.) 



No. 260 w. 


Dimonsions, 17x6x9i in 

With union at outlet and brass overflow, with cover ... ca. £0 15 0 
If Galvanized . 


ROCHESTER ROW. WESTMINSTER. S.W. 
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ANDERSON'S SYPHON CISTERNS. 


Approved by tho Liverpool Corporation, Portsmouth Water Co., Bournemouth Water 
Co., and Sovonoalu Water Co. 


* Gulin. 3 Gall*. 

Dimotmlona 17i»?JxO 18J x I'J* 9 in. 

Cant Iron Painted. ca. JKl 5 0 JK1 10 0 

„ ,, Galvanised . 1 11 Q 1178 

ii .1 To [him blvurpool Corporation (all 

partn immt bo brain bushed) „ I f) 3 

ii ii Do., Galvanised ... . 1 13 0 — 



No. 262 


>in. 


The Syphon briny ahore thr top of Cittern no water eat* leak down the discharge pipt 
pritart tin Cittern. 


T. & W. FARM1LOE. 
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! 


SYPHON CISTERN, WITH MITCHELL’S 
PATENT WASTE PREVENTING VALVE. 



No. 268 w. 

610 . 

Thin .-tutors Is tilled with a patent waste prevonting t 
amusement, X, U, r.o<l 0. 


which consists ot a •uotian 

Ulonooplcally over valve 0. 
t bottom, ana works on same 

> possibility of corroalon by tbs 


«... __working on two gnldos, a.. 

Valve 0 la bodiow at tbs upper part, wUb Indlarubbar wasbei- *l 
gaidos at A, whieii project from seating 0. 

( Tho jxun A, V, and C being composed of brass, 

Th# cnutli action i« such tbst If the lever Is he’d dovrti dlroetlv the water surlsrc reach as the 
hot m odso of cup A, tbs air Is admitted to tho oup, »u4 valve B falls oa to Us seating C, thereby 
prurentlnu wscU, evou if lever be pcrmsticuUy kept down. 

Tbl* tirrsugumeut ensure, sa ubsolum waste proventer, without iuteifurlog with action of 
ball tap. 

it gallons ... 17x7xt'lu.'. Painted, £0 IB 0 Galvanised, £1 1 0«, 

3 gallons ... 13x01*9 In.... . 1)0 ,, 170., 


“BOURNEMOUTH” PATENT WASTE PREVENTER. 



3 gallons, complete with cover ... lSJx8|xftMu., painted, ea. 13/J OgWaalsed. M 
Sgallona „ ... lSxftfxO* in. „ .. »<* .. 
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ROCHESTER ROW, WESTMINSTER, S.W. 


SYPHON CLOSET CISTERN. 


To discharge 3 galloni) at cook pull. Dimensions 17 x 11J < 13 ic 

with cover, double valvo, . ea. i 

„ „ with large outlet . 

Xo. 207 YT. Complete with syphon in plaoe of valve* ... ,, 


No. 265 w. 

"iao 


Alude with 1} in. brass syphon, (o prevent corrosion 

3 gallon Hush ouch null, complete with cover . oa. TO 1(5 <5 

„ „• . „ 110 

without cover ... . 0 115 <5 

„ ., ... .„ 10 0 

14 in. Syphon, 2/ extra. 

2 gnIlonKt 17 x8 v 3j i«.: 3 gallon*. 18 * * 0 in. 

THE “KING’S LYNN” 

DOUBLE VALVE WATER WASTE PREVENTER 


T. & W. FARMILOE. 
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THE “VINCENT” 

SINGLE VALVE WATER WASTE PREVENTER. 

(WITH OVERFLOW.) 


SYPHON WASTE PREVENTER. 

APPROVED HY NEW RIVER COMPANY. 


No. 269w. 

""*610 ~ 


Dimension*, 16 * 7{ x 11 in. 

In cast iron, painted, ttamped by New llivcr Company 
Ditto without syphon . . 


Fig. 1 J 7.- -To discharge at each Hush . 1 4 K®*' 

Dimensions.. ... 15 w x 

. Complote with cover ... ... ea. U/ 

„ 118.— „ and after-flush ., In 

If,without covers 6d. on. less. 
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LEAD-LINED WATER WASTE 
PREVENTERS. 


No. 271 w. 

“3S53T 

to dischnrgo 2 gallon* at oca pull, 
ditto, £1 6 b. , 6 lb. ditto, h Ca. 6d. 

ROCHESTER ROW, WESTMINSTER, S.W. 


Single 
With or 
•1 lb. 

3 gallons „ 


Cistm-n, to dlueluugo 2 gallons at one pall, 
v or uir-pipo through volvu, same prloo. 

. j 6 lb. ditto, 19,' i 0 lb. ditto, 20/ 

,, iU/j „ „ 23/ ( „ „ 25/. 


“LINCOLN ” PATTERN. 


T. & W. FARMILOE, 
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PATENT LEAD-LINED WATER WASTE 
PREVENTERS. 



No. S7Sw . 


Donble valvo water closet Cistern (with after-flush), to discharge 
2 galls, at on p pull. 

4 lb. milled lead . <**• £1 10 0 

Mb. ditto' . - - >- ' 113 0 

6 Jb. ditto . 1 16 3 

ROCHESTER ROW, WESTMINSTER, S.W. 
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ROCHESTER ROW, WESTMINSTER, S.W. 


“ NOTTINGHAM PATTERN " 
PATENT LEAD-LINED WATER WASTE 
PREVENTER. 


Patent “ Cast [joad" double valve water waste Preventer, fitted 
in • dovetailed wood case, warranted to resist the action of frost 
All working parte brass bushed. 


Cast iu one piece, and totally free from solder, fitted complete 
U in in. 2 in. outlot. 

£1 13 0 £1 14 6 £1 17 6 

Dimensions, 20 in. by 13 in. by 12 in. 


GUEST & CH RIME’S 
WATER WASTE PREVENTERS. 



Single valve cistern, ca .£0 17 6 
Cover.-ox tra 0 2 6 

No. 274 w 

78c. 

Doublo valve cistern, ca. £1 2 0 
Cover ... ... extra 0 2 0 

No. 275 v. 




Doublo valve oiotoru, 

■with after-flush,ca. £L 10 0 

Cover. extra 0 3 6 


No. 276 W 

'ffixT. 




Double valve cistern, containing 
a reserve of 4 or 6 flunhce. 


ft flushes (reserve 4 
fins lies) ... *,*• 

Covor ... extra 
8 flusbos (reserve 6 
flushes) ... 

Cover.extra 


£1 5, 0 
O' 3 0 

1 15 0 
0 4 0 


NORWICH SERVICE BOX. 


27$ x 
71 x. 


Doable valve, without cover 
With cover 

ROCHESTER ROW, 


WESTMINSTER. S.W. 
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THE PATENT “CERTAINTY 
AFTER-FLUSH WATER WASTE-PREVENTER. 

For Valve, Pan and Wwsh-oufc Closvtf. 

No. 278 w. 

The advantages to be derived >iy the use of this cistern are us 
follows •— 

1. —It is a perfect water waste-preventer, as only the contents of 
the first chamber can bo obtainod, no matter how long the pull is hold 
or fastened down. 

2. —It is impossible to run the after-llush chamber dry •until the 
pull is released, when it will give sulficient water for trapping basin. 

3. —The aftor-fluah is as quick in its action as the first flush. This 
is a great advantage over the old trapping-box systom, by which the 
water merely dribbles in, and if the pull is held or fastened* down will 
empty itself, leaving no water to charge basin. 

4. —Auotkor important feature in this cistern, is that the top 
ohambor is always full of water, so that when tho contents of tho first 
and after-flush chambers are discharged tho first is again rapidly filled, 
and. is thus quickly ready for uso. 

5. —The ball valve being in a separate chamber, the water therein 
keeps same closed, rendoring the cistern a perfect waste-prevoutcr, a* 
the water cannot he rolcasod from top ohambor until the pull is let go, 
when-the ball valve will commence to not. 

When ordering please say if for high or low pressure. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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THE PATENT “CERTAINTY” AFTER-FLUSH 
WASTE PREVENTING 
CISTERN. 


Vim*. 


No. 278w. 


Back View. 
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DOULTON’S 

PATENT WATER WASTE PREVENTERS. 

THE “ VACUUM." 



No. mw. 


With cast iron shell. galvanized iron cylinder, 

and copper ball ... .. eft. i 

With cast iron phell, copper cylinder, and 
coppor ball ... ... ... ... ea. 

Either of the above to discharge .1 gallons, oxtra 
With galvanized cast iron sholl, galvanized 
iron cylinder, and copper ball ... ea. 

Pig. r>9nu With galvanized oast iroij shell, copper 

oylinder, and ccppcr ball. ea. 

Either of the above to dischargo 3 gallons, extra 
With galvanized wrought iron shell, galvanized 
iron cylinder, and copper ball ... ea. 
With galvanizod wrought iron shell, copper 
cylinder, and copper ball ... ,, ... 

With galvnnized wrought iron shell, copper ball 
and cylinder, bat with separate enumber 

for ball valve .. ea. 

2 galls. 

Covers for cast iron cisterns, painted ... 2/ 

„ „ „ galvanized 2/9 

With after-flush for valve and pan closets, cast 

iron sholl . ea. J 

A special cistern, with 1 in. outlet, cast iron 
shell, to use with hoppors only ... oa, 

EXTRAS.. 

i in. ball valvo to either of the above . 

Cisterns with covers and stamped to pass Now River Co., 

painted ... . ... 

Ditto, galvanizod 


Pig. 09x 
Pig. 50xn 

Pig. 


Pig. 59a. 
Fig. 59b 
Fig. .,59c 


Pig. 59s 
Pig 108 


1 1 6 
0 4 6 

1 3 3 

1 5 6 
0 5 6 

1 1 6 

1 3 9 

16 6 
3 galls. 
2/9 

4/ 

:i 12 o 
0 16 6 
0 2 3 


2 9 

3 6 


ROCHESTER ROW, WESTMINSTER, S.W. 
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DOULTON'S 

PATENT WATER WASTE PREVENTERS. 

THE “THIRLMERE." THE "PAISLEY" 



(tall- 
9 9 
1 15 9 
1 6 6 
1 12 0 


NO. 


NO. 280 w.—Oast iron, 

134 cylinder, puinted ... on. 

Ditto, galvanized ... „ . 1 11 6 

NO. 281 w. Cast iron shell and syphon,painted,, 12 0 
102 t) „ „ galvanized ,,160 


Covers, painted ... ... ... ... oxtra £0 2 U £0 2 9 

,, galvanized ... ... ... ... it 0 2 9 0 4 0 

Galvanizod iron chain and pull — 0 1 3 

Brass „ .. “ 0 \ 

Brass pull and plate, with obonized handle ., - . 7 ? 

-THE “PECKHAM" WASTE PkFVF.NTKk. 



No. 2811 w. 2 K nii. ::j ttiiil 


Cast iron, painted ... .. 16/ , 

„ galvanized, with silent ball valvo 24, 

„ painted, ., _ _ 18 ' 

ROCHESTER ROW, WESTMINSTER, S.W. 


“S co 8 : 
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BOSTELLS SI L FAT-ACT I ON CISTERN. 


-12*' 




£1 i© 0 
2 5 0 


NO. 287 w. —THE “ADAMANT.” {Made in Stronp Firscut.) 
White Enamelled. No Corrosion or Furring Always Clenti. 
£15 0 each. 


ROCHESTER ROW. WESTMINSTER. S W 
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TWYFORD’S PATENT 

SYPHON WASTE PREVENTING CISTERNS. 

THE “NATIONAL” (Cast Iron). 


Painted ... 
Galvanised 
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J. TYLOR & SON'S 
WASTE PREVENTING CISTERNS. 

BEAN’S PATENT SYPHON CISTERN. 


Qi)*nni»od. 
£1 1A « ‘ 
1 18 8 

0 S 0 
0 4 9 

i « 

1 8 
0 8 


PATENT "TOWER” SYPHON CISTERN. 



ROCHESTER ROW, WESTMINSTER. S.W. 
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J. TYLOR & SONS’ 

WASTE PREVENTING CLOSET CISTERNS. 

THE “ READING ” CISTERN. 



2 galloiic, painted diet 
oovor, riitfc 
ain and pall, 
hook* and 
pipe con- 


THE “WARWICK” CISTERN. 



14/6 18'6 


(’net-iron ''Rtvaji- 
Mutr *' Syphon 
CihWrtt, 1 j inch 


No. 291 w. 


Iron' Chain > and 
Pull i'<i- 

fli-nm C'inia and 
K>>ony Tull ®a. 


ROCHESTER ROW. WESTMINSTER. S.W. 
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m 

SHANKS’ PATENT 

WATER WASTE PREVENTING CISTERNS. 

11 RELIABLE IMPROVED." 



2 pill*. 3 tfnlln. 4 k*1I«. 

Oitiit Iron “ Reliable” Syphon Cistern and Covor, painted ev 19/0 21/6 25/ 

gulvaiuxed . . . 24/6 27/ 32/ 


"RELIABLE IMPROVED." (Obc*mm Form.) 



Oajit iron '' H.Viable" Srphun Cintern and Cover, paintdd ... ea. 16/ 17/6 

Ditto, g»lvan>*ed . ^ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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SHANKS’ PATENT 

WATER WASTE PREVENTING CISTERNS. 

SINGLE VALVE SYPHON. 


Fig. 10. • Cant iron, 
Fig. 19a. Cast 


20; 

lV« 

G AT.VAKr/.KT' lfi/6 W/ (1 


Fig. 2. Cart iron. 

Fig. 2a. Ca»t iron, single valve 
Cast iron oovcra for 


ROCHESTER ROW, WESTMINSTER. S.W. 
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PATENT SILENT SYPHON CISTERN. 

THE “BOSS." 


No. '>% w . 


1.—It in " Silent " in action. 

•V—The " Pull" is light, »o thnt & ohild can work it. 

0.—Tlio parts nro simple, nud oancat gut out of ordur. 

7 --There is an absence of Tales*. 

h. — There in no possibility of tricking tlio cistern. 

9.—It i» a '* perfect" Water Want* I'reventcr, and it approved of by the New 
Kiver ami other principal Water Companion. 

Stamped for New River Ct>. and Croydon Water On. er.. £0 18 U 

Approved iiast London, Kent Water, Colne Valley, Watford, Bourne¬ 
mouth and Newport (Mon.), Nottingham and Leicester Wator Co. „ 0 18 0 

Ditto. 3 gallons > . ,,126 

Ua'Taniiod ... ., extra 0 (l f> 

Rochester row, Westminster, s.w. 


We olnim that thin is 


▼alooity of which inoreMos as it 


and so is suitable even 
the closet, aa it 

above the sidos of cistern, a continual 


T. & W. FARMILOE, 


Ml 


WATER WASTE PREVENTERS. 
made in galvanized wrought iron. 


THE “ AFTER-PLUSH.’* 

For Pan or Valve Closets. 

Ordinary. eft - ^ B ' 

Extra Strong ... -> 6(1 


THE “DOUBLE VALVE." 
For Hopper or Cottage Closets. 

Ordinary. ca - ^ ^ 

Extra Strong . ■* s 


THE “SINGLE VALVE.'" 

For Hopper or Cottage 

CloaetB. 

Ordinary ... «“• 6i 6,1 

Extra Strong .. fjf - yd ' 

We recotmntnd the Lxtn 
Strong Quality. 

NO. 299 >v. 

ROCHESTER ROW. WESTMINSTER. S.W. 
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WAT HR WASTE PREVENTERS. 
NEW RIVER STAMPED CISTERN. 



Mud.' in 18 jraup* ui'ivanixnd wrought iron to ftir* two gnilonii »• 

each tiudi. with cover . . £0 If. (I 

o iin aftor-liiiit nrrintgnmoit'. ... ... j jp (l 

HUMPH EPSON'S SYPHON WASTE PREVENTER. 



T. & W. FARMILOE, _ 143 

BRAZIER’S SYPHON WASTE PREVENTERS. 


No. :tol it 

nil iron, jmiutwt 

galvanised, with copper cylinder 

Inltipiiittni covers . 

chain nnd bran* pull 


3«*IU. 
£1 in 0 



Vulvcless Syphon Cistern 
Cover extra . 


ROCHESTER ROW, WESTMINSTER, SW. 


Np. 303 W. 

mi. *->. *-» «■“«*" 

with silent supply. 

... e». £1 10 8 

With double chamber 
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CISTERN PULLS. 


f.'-i 


|.£$j 

s imn 


ij 1 

in 

i] j jl 



Ko. 304w. Bnff anil scroll bandies 
2978 Blsck and gilt 

Buff and scroll handies, and 18 in. rod and end 


»> » i. 36 in. „ 

onr ” «* 42 in. „ 

IgB*- .Buff china handles 

£071*. 

NO. 306 W. With 3 ft. rod and ends. 
n7 * u ‘ Buff and scroll handles ... 

Black and gilt chiha ... “. 

Ebony, oak or boxwood. 

Braaa handles 

With 3 ft. 6 in. rod and ends. 

Bnff and scroll handles. 

Bnff aud gilt china handles . 

Ebony, oak or boxwood ... 

Brass handles 

Black varnished blocks ... . ox ) 

Mahogany or walnut blocks . 

ROCHESTER ROW WESTMINSTER. S.W. 


No. 307 w. 

80763 


T. & W. FARMILOE, 


CISTERN PULL S. 



No. 808 w. 


No. 800 w. 


No. 310 w. 


No. 809 W.—" Utility," Double atlranised Iron Chain, plain Wood Handle 


Ditto, 

Ditto, 

Ditto, 

Ditto, 

.Ditto, 


Brain drain, imitation Ebony 
rani Ebony 
Walnut 
Boss wood 

Bine, Brown, Whits or Bl 

Kailhetiwarn Handles . 

Ditto, 3raa* Chain, Black and Gold do. 

Ditto, do do. . or Brown 

Cold do. ... ... ... 

No. 80)1 w.-Bufl China Handles, 2 ft 0 in. Bruns Ohaiu and Rinp 
Blsck and Gilt do. do. do. do. 

No. 810 Tf.—Hand Painted Chiua Handles.. 


14,3 
’ i 0 
14 3 


PIPE CLIPS. 

















T. & W. FARMILOE, 


ins 


CISTERN BRACKETS. 


5x<6in., 7x8 in., 7x!) in. 




No. 317 w 

No. 317 —To Screw to Wall. Painted, 2/6; Gttlvnnixwl, :t/6 ja r pair. 


No. 318 nr. - To Build in Wall. „ 3/ ; 



No. 319 nr.—Ornamental. Paintod, 3/ Gnivanised, 5/ j>cr pair. 

No. 320 W — 4/ 6/ ., 


ROCHESTER ROW, WESTMINSTER, S.W 
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OXFORD CISTERN FITTINGS. 



No. 321 w. 

For doable valve, lead-lined, waste preventing cietern. 
10/6 per »et. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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BEDFORD CISTERN FITTINGS. 



No. 322 w. 


For single vulvo, load-lined, wustb preventing cistern. 
With overflow through valve, 9/ per set. 


ROCHESTER ROW, WESTMINSTER. S.W. 


T. & W. FARMILOE, 
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reading cistern fittings. 




No 323 w. 


Fittings for single valve, load-lined, waste preventing 

. , __ . ...per set 9/6 

cistern ... . * 


ROCHESTER ROW, WESTMINSTER, S.W. 
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DERBY CISTERN FITTINGS. 



No. 324 w. 

For double valve, lead-lined, waste preventing 

cisterns, with gun-metal bearings .per set £0 10 (i 


ROCHESTER ROW, WESTMINSTER. S.W. 


T. & W. FARM1LOE, 


NORWICH CISTERN 
VALVES. 

With Brass-bushed l.cad Weights, 
to pass Norwich, 

Per set . 9/6 

With Zinc Weights, not Ilushod, 
Per sot ... . 7/6 


No. 325 w. 


LAMBERT'S WASTE PREVENTING CLOSET 
VALVE. 

This water wasto preventing valve is 
suitable for fixing under the seat of a 
Hont-action closet, so that on rising from 

the seat the valve opens and delivers tho 

r» 

necessary flush of water and then closes 

No. 326 w. 


ea. £0 1* 0 
10 0 
15 0 



EXTRAS 

Iron stand for fixing valve ... 
8pring, guard, strut, and pin 


0 I 

per set 0 2 (5 


Spring, guard, strut, ana pm . r~- — 

These valves may be supplied diract from the mam or from a ci *tm 
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WASTE PREVENTING VALVES. 

LAMBERT'S PATENT WATER WASTE PREVENTER COTTAGE VALVE. 

This Valve is opened and closed 
like an ordinary Oottago Valve, 
but if the closet handle is hold or 
propped up it will close itself after 
two gallons of water have passed 
through it. 

yt • I to. Ito. Hln. 

With Unions each end and Galvaniisod Handle, ea. 16/6 23/ 26/ 

Iron Stands for fixing .extra 2/3 2/3 2/S 

Small Brass Sunk Pluto and Handle, ... „ 1/9 1/9 1/9 

Largo „ „ „ ... „ 4/ 4/ 4/ 

LAMBERT’S PATENT " UNDER T1IK SEAT” WATER WASTE PREVENTER 
CLOSET VALVE, GIVING FLUSH ANI)‘ AFTER FLUSH. 




It is adapted for attaching to 
ordinary pan or valve closets, 
and by its use bellows regulators 
and cranks and wiros aro rendered 
unnecessary : all .that is required 
is to attach it to the arm of a pan 
closet container, and make the 

necessary connection with the 

inlet and outlet pipes. It will de¬ 
liver 2 gallons at each action, or more or less (i^ 
required), which can be determined by moans of 
tho regulating screw, and it given sufficient water 
before it closes, after letting go the handle, to trap 
the pan . 

Prico } in. . ea. 20/. 

„ 1 in. 28/- 

M in. . ,, 31/- 

Iron Stands for fixing, extra „ 2/3 

Stamped Now River 5 per cent, extra. 


ROCHESTER ROW, WESTMINSTER, S.W. 




T. & W. FARMILOE, IW 


J. TYLOR & SONS’ 

PATENT REGULATOR CLOSET VALVE. 

iron pedestal,with 
junk dish and 1 in. 
union ... ea. £1 3 6 


J. TYLOR & SONS’ PATENT WASTE-NOT 
REGULATOR CLOSET APPARATUS, 

J. Tylor it Sons' Patent 
“Wastc-not" Regulator 
Valve, which cannot bo 
mado to run a continual 
stream, and closes of 
itself should tho bundle 


ROCHESTER ROW. WESTMINSTER, S.W 


10 ft. 
closet, lfr in. valve 

ca. 1 


Ditto '4 ft., li in. ditto ... 1 H 0 

Largo round sank diah 
and handle ... «*ti* 0 5 0 
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J. TYLOR & SONS’ 

PATENT "WASTE-NOT” CISTERN VALVES. 

FOR FIXING IN CfSTERNS UNDER WATER. 



Above valve for fixing In load citterns .en.jK0 6 0 

Ditto with »liort brow screws for lead cisterns, 

for If in. load pipes ... . ,,083 

Ditto with screw und fly-out for If is. iron pipo „ 0 9 9 

Ditto with ocrorr and union only, for H in. lead pipe ,, 0 9 0 

Ditto with Hereiv lly-nut nnd union, for stale, iron 

or xino cisterns, for 1} in. load pipo ... „ 011 6 

Connection for olttern, if more than If in. thick, extra. 


Tlio eernw (howu in bottom of vnlvo in cut to 1} in. iron pipe gauge. 


When these vnlves nre fixed in lend cistern*, without a screw and flr-nut, the joint 
if made by soldering round tlio loose connection at bottom of valve. 


ROCHESTER ROW. WESTMINSTER, S-W. 


T. & W. FARMILOE, 
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LAMBERT’S PATENT WATER WASTE PRE¬ 
VENTER VALVE FOR FIXING IN CISTERNS. 

•'Ohoikaky'' Action. "Svhh'in 



Nos. 383 w A 3W W.-Tbcso valve arc -vgulalod to deliver two •>' 

unless otherwise ordered. No more iIihii this ,|iUiniit>' can l*> no , u 
long the handle may bo hold .low.-it must bo releued and another pull made 
bofore a second two gallons is obtained. 

H li ^ 

No. S88 W.—For lead cistern, with air pipe as shown 
„ 834 W.-For iron or slate cisterns, with union nnd air pipe „ 

as shown ... 1 " 

. . . 0/3 0/8 loss 

Without air pipo... 

w 3MW * »*w. _ The50tl0n of tllMe Valve*is exactly the same as tbo notion 
of a that Is, when tbe chain is p-iled the vnlvo deliver, 

the foil two gallon, of water whether the chain i. held down or released immediately, 
and they aru perfectly NOisxLXsa when in use. 

It tt «■ 

No. 888 W. Syphon.-For lead cletorn, with air pipe m shown ... 10/6 12/ <?“• 

, 384 TT. Syphon.—For iron or .late cisterns, with union and 

air pipe as shown. 13 < 3 15 3 » 

Without air pipo ’ 0 /* 0/8 loss 


ROCHESTER ROW, WESTMINSTER. S.W. 
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WASTE-PREVENTJNG VALVES. 

T. A W. FARMILOE'S 

"WKSTMJNSTBR” WASTB-PREVENTING VALVE. 

For Fixino ffl IK OlBTMW. 


For lend or tlno oittcm ... on. 2/0 I For mm or nlftto cintcrn ca. 5. 



oiitorn, 
6/0 ea. 




ROCHESTER ROW, WESTMINSTER, S.W. 


TABLE showing the Sizes of Hydraulic Drawn Lead Traps and Bends. 
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HYDRAULIC DRAW* DEAD TRAILS & BENDS. 




| 8 " Trii|> wituout f.'i 


* >i h i# u ii *u 
Sib. Sb. 71b. SJIb. 71b, Jib. Bib. 4)111. 
*/t0 3/4 3,4 % 8 Vi 2‘i 1.3 )fa ua . 

«/S S/3 4/0 it 3/11 3/S 3/8 3/11 aft V- 


Aor Tail# thomng the liut c,J Trapi and Jlcndt, t*t ptgc 157. 


ROCHESTER ROW, WESTMINSTER, S.W. 




ROCHESTER ROW, WESTMINSTER. S.W 
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HYDRAULIC DRAWN LEAD TRAPS & BENDS. 

" P *' Trap without Cap and Serow. " l’ 


No. 842 


Siio 
Weight 
No. 842 w. 9/3 
No.jm w. - 

sim 

Weight ... rt 

No. 842 w. 3/0 
No. 818 w. 4<a 


Bize ... 4) 4) 4 4 

Woight ... 8 6 h 0 

No. 3*4 w. 9/3 7/0 7/9 0/3 

No. 315 w. — — — — — wo 

81 m ... i* ~T ' 2 “IF 1 * “ 1 * 11 H 

Weight ... 6 8 6 7 5V 7 5 0 

No. 814 w. 3/6 8/2 2/7 2/0 2/3 2/0 2/ 2/ 

No. 845 W. 4/3 8/10 3/3 3/3 2/10 3/3 2/7 2/6 

For Tab It thoninj th* him of Trap* and mi p**7* 157. 


tlunniogor Until Trnp with 
Cup and Screw. 
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HYDRAULIC DRAWN LEAD TRAPS & BENDS. 


Short Bend. 


Lcngr Bend. 



81*0 

Weight 

No.81«w. 

JtoJWjv. 

~Sl*e 
. Weight 

No. 846\r. : 
No. 847 « • : 




Bag Trap. With Cap a nd Scr ew. 


Sixu 4 J 
Weight 8 
No. l)4« vr. lay 
■■ v ■ - , 


i} n il 

7 54 7 

4/3 4« 

4/0 S /8 

U o/ Trap" a»d 2J*n./<. 


ROCHESTER HOW, WESTMINSTER,, $.W. 
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HYDRAULIC DRAWN LEAD TRAPS & BENDS. 



Q Trap. WilhiMit’Cap’ft 8cfew. 

■n:-> 


Sire 41 4} 

8 » 

11/9 B/6 

Site 21 2 

Wiiighe <1 3 

No.850w. 4/5 3/10 

No. 351 W. 5/2 4/G 


Woight 
No. 350 n. 
No. 851 w- 



Q Trap. With Cap * Screw 



SPECIAL SHAPE T11AP8. 
81 in., 8 lb... 9/9 i « lb.. 8/ ea. 
4 „ 8 „ 14/* i 8 •»> 10/8 „ 
4i .. 8 \ 17/ 8 „ 12'8 


8 lb*. 
8 .. 
8 .. 


ROCHESTER ROW, WESTMINSTER, S.W- 
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ROCHESTER ROW. WESTMINSTER, S.W. 


HYDRAULIC DRAWN LEAD TRAPS & 


No. !>5f» vr. 
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LEAD TRAPS & BENDS. 


HYDRAULIC DRAWN LEAD 
SYPHONS. 


Them) ayphona are made in the fuimo w*/ an the lean tf*j a 
anti boudii (aoamloi*, atnnath, perfect), from pure pig lead. 


11 in. diameter ... 41 lb*. 



Jvength, 6| < 12 ir. ... eft 1,'^ 

8 x lit ” ’ " I d 

„ . 2 / 

10 *13 . „ 1/9 

„ . 2/8 

x L* .2/3 

„ „ . „ 3, 6 



(The about mtamrtmenlt air the ffta/etl put libit for the 
SHORT tig.) 


No 359 w. 


ROCHESTER ROW, WESTMINSTER, S.W. 


o2 





























T. & W. FARMILOE.. 


D JUNCTION. 


18 in. 
10/9 
9/3 
33 in. 
14/3 
12/9 


in two pieces there arc no 
fill Alp angles. They are 
the best substitute for 
drawn lend, and we submit 
thorn with every confi¬ 
dence in .tlieir superior 
workmanship. 

These Junctions me 
equivalent to 9 lbs. lead. 
Weight 22 lbs., 7 in. arm. 


Length of arm 

No. 359} \r. 

7 9 

With socket ... 

... hi. S/3 

9/ 

Without socket 

... „ 6/9 

7/6 

Length of arm 

•21 

24 

With socket ... 

... «*&. 11/6 

12/3 

Without socket 

., 10 / 

10/9 


ROCHESTER ROW. WESTMINSTER. S.W. 


ZOi - 
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BEARD & DENT'S PATENT LEAD TRAPS. 




ROCHESTER ROW. WESTMINSTER. S.W. 
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HELLYERS' 

PATENT CAST LEAD ANTI-D 



ROCHESTER ROW, WESTMINSTER, S.W. 


THE "KENSINGTON" VALVE CLOSET TRAP. 


T. & W. FARMILOE, 
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‘•Kensington; 1 unsyphonajii.i; lavatoky. 




•SINK TRAPS. 


PAT ISN'T 
LAVATORY 
TRAPS. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No. 375 w. 

No. 875 tV-—4 in. 1) trap, full size ... 
NO- 870 W —4 in. ,, helmet shape 
No. 377 W. — 3 in. I) trap, plnin 
No. 377 W.—3 in. „ with cap and 

No. 378 W.—3 in. ,, Holf-cleansing 

lyphonic, with cap and screw ... 


“ D” TRAPS. 



JEN MING'S PATENT BALL TRAPS. 




No. 370 w 


Kerioct undo.- all condition*,, for hath and lavatory vrrstos, 
overflown of cisterns, water closote, .fcc. 


1 in. 
li in. 
1} in 

2 in. 

2\ in. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


169 



PATENT LEAD AND IRON JUNCTIONS, &c. 

... £3 4 in. STOUT 

0 In. branch . m. 6,6 v ,JJ n,,,, BRANCH PIPES. 


r \ w r riMii.oKS <. as r iron junction, with hrass 
tail pipe for lead. 



881 tv. 

•tv thin arrant emont lend noil pipe n " 1 ." he easily conns: 

joint made perfec tly imuntL 

1 >n. Iilm-W i on ... eu. 8,'6 i 4 in. gnlrani**. 

in. 39i« ,i ._4 i n . cut brnee ferrule for »ork»t end of pi|Hi o 


>n pipe, « 



No. 888 tv. 

REGISTERED LEAD RAIN-WATER 
HEADS. 

For finish to ventilating pip*", * c 
Made without soltlor. 


Each 


ROCHESTER ROW. WESTMINSTER, S.w. 






























X 


ROW. WESTMINSTER, S.W, 


T. & W. FARMILOE. 
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SOCKETS. 

CI-BAN. 


tub new patent soil pipe socket and joint 



No. 88!) w. 

Him la to 

mint - want lor a nochot m 
ihupo reaembllnK tb* wol' 
known old-faihlomd natragnl 
aockot, with ornamental wim, 
aud wbbli rondure noil j>t)>•■> 
fliiiiK axlromolj (Implv and 
may, tlio Joint bolnf »•[>» 
I. abowu ta <n«n<uii. <y 
•Imply placing tint oud ot tb > 
nr Tar oil pipe Into Ibo a.ira*al 
pur: ■>< tho xi-ftkot, thon *|dwdi. 
Idk tbo Joint rou.id until u au'- 
flcl nt lint i» obUlnod uni 
than with a oloth yip tup It»« » 
fUngo Joint. They mo rooom- 
immdtvd to bo Biod In A loot 
iunglli*. and no otbor oara will 



REGISTERED LEAD TACKS OR EARS. 



ROCHESTER ROW, WESTMINSTER, S.W. 
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AIK-TIGHT MANHOLE COVER. 



T. & W. FARMILOE, 




No SWw. 
18 


No. 3 94 w - 

' H) 


P«taU4. 






manhole covers. 


GREASE OR 
RANH JOINT 

manhole. 


-M«l ta.xt) lo. tu th«.(>(«ulnir 































m 
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MANHOLE COVERS. 
AIR-TIGHT MANHOLE WITH FLANGE AT TOP, 
With Rimhjbr Cord. 



NEW PATTERN ROUND GREASE OR SAND JOINT MANHOLE. 
With Inside Cover. 


No 396 w 


clear open¬ 
ing 


ROCHESTER ROW, WESTMINSTER, S.W. 
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JONES' PATENT AUTOMATIC SEAL AIR¬ 
TIGHT JAN HOLE COVERS. 



No. 307 w. 


The covers are more simple in use, and more secure in action, than 
any others extant. As will be sotm by the illustration, tho inner cover 
is arched, which allows the moisture from the drain to rise to the apex 
of the arch, whore it condenses and runs down to the groove prepared 
for its reception, into which thti cover fits, thus forming a reliable air¬ 
tight water seal. Tho top eovor is flat with the Hnrface of tho ground, 
and also fits into another groove that may be filled with any suitable 
matorial, thus forming a second seal. 



Sizes. 


Painted. 

Galvanized. 

23 

in. x 13J in.. 


£1 13 

9 

£2 10 9 

24 

„ x 17 „ ... 


2 5 

0 

8 7 6 

26 

„ x 20 „ (extra strong) 


3 6 

6 

4 18 0 

26 

„ x 20 „ (medium) 


2 19 

6 

4 4 6 

27* 

.. x 18*. 


2 13 

6 

.3 16 6 

36 

.. x 24 .. 


4 4 

6 

6 3 9 


ANGELL’S AIR-TIGHT COVERS. 
No. 398 w. 

No. 1 size, 2 ft- 4 in. x 2 ft. 

„ 2 „ 2 „ 0 „ x 1 „ 6 in. ... 

„ 3 „ 1 ., 7 „ x 1 .. 5 „ 

ROCHESTER ROW. WESTMINSTER. S.W. 


13 9 
2 7 9 
2 l 9 
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NO. 399 w.— Wt>igh<, 3<rwt * 


VENTILATING MANHOLE. 


Weight, 7owt. 2qrs. Olbs. 


No. 400 vr. 


ROCHESTER ROW. WESTMINSTER, S.W. 


" *<■ 
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STRONG SEWER V E N 'I' I L AT O R. 



No. 401 w. 


it 

8kwicb VuHTaAtOK, 16 in. K lliin., wichimr. kpy. •• *‘ VB 

STRONG HINGED ROAD GRATES. 



STEP IRONS FOR SEWER ENTRANCES. 



No. 403 w. No 4<>4 u . No. 405 w. 


iiu- wo n - ■ ~ -— 

jjj 22 

Wrought Iron, U Pattern. Wrought Iron, Angle Pattern. Oast Iron, U Pattern. 
Wrought Iron, U Pattern . - */* 

„ „ Anglo Pattern . ft 

C wat Iron, U P at tern __-_^_1 !—— - - - 


ROCHESTER ROW, WESTMINSTER, S.W. 
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MANHOLE COVERS. 

DENT iv H BLLYER'S STRONG CAST IRON COVER AND CHANNEL FRAME. 



Section of “ fimnll Site" 

No. 406 if. 


For fixing over a mnnhole outtido the external wall of a liouno. The channel, A, 
)* filled with composition into whioh tho tonguo on the oovor in bedded, the cover 
being secured by Iho bras* turn-buckle, E. 

Small aix., 2 ft. 2 iu. x 1 ft. 1 in., opening 1 ft. 0 in. Fainted. Oolraniaed. 

, * 1°J I".. £0 18 6 12 0 

Largo *i*o, 2 ft. 7t in. x 1 ft. 10J in., opening 1 ft. 

10| I", x 1 ft. 8 in. . 16 0 1 16 0 

Ditto, extra nt rung. 2 4 0 S 5 0 

Tin holding sufficient. competition for amnll eixe . . Oi. 8d. 

Hill 0 1 ditto large site ... la. Id. 


WINSER & CO.’S CAST IRON COVERS. 



No. 407 w. 


The ftbnvo fremea nre mode in two forma, vix.: for conorete or similar floor*, and 
for atone curb*. When ordering it ia necessary to atnte an nnder 

(A) Tlie original form, with gronTe to be filled In with oil, glycerine, or oar com¬ 

position, at la. per tin. 

(B) The name form, hut with 4 gun metal bolt* to faaten cover down end prevent 

mmo being nnenrd. 

(0) Tbo Mime an “ B," for filing loaido building*, bnt with our oabeatoa packing, 
by whioh an nb-olute aual i* obtained. 

AIhu if for ooncrete floor* or atouo curbs. 


Paintod. 


Sizes ontaide of 

frame. 

A 

11 

0 

Galvanized. 

1 ft. 

10 in. . 

- 1 ft 

4 in. 

. 18/0 

27/ 

30/ . 

11/3 eztra. 

2 ft; 

6 in. > 

< 1 ft. 

6 in. 

. *4/ 

33/ 

42/ . 

.. 16/ „ 

2 ft. 

7 in * 

«I ft. 

10 in. 

. ao/e 

80/ 

48/ . 

... 16/ 




Tbo 

clear opening ia 3-ir 

i. nil round. 
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MANHOLE COVEU. 

K,y 




BROAD & 


“ HINGE LESS” 
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T. & W. FARM 1 LOE’S “WESTMINSTER” 
IMPROVED RUNNING GULLY AIR SHAFT. 


With 


For age 
Witli east iro 


igtlis of drainage are laid in gardontt, Ac. 
galvanijiod grating for 4 in drains ... ea. 12/C 


•T, & W. FARM I LOE’S - WESTMINSTER” 
IMPROVED RAIN-WATER SHOE AND FRESH 
AIR GULLY. 


or smaller rain-water pipo to drains, 
grating for 4 in. drains ... oa. 


T. & W. FARMILOE, 
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T. & W. FARMILOE’S “WESTMINSTER’ 
IMPROVED SILTH CHAMBER, 

WITH GALVANIZED IRON LIFTER. 




T. & W. FARMILOK'K “WESTMINSTER” TRAPLESS DIS¬ 
CONNECTING RUNNING GULLY, WITH GALVANIZED 


No 415 w. 


For firing ia gttrdon path. -Vo for Joy ; length, of droiuag^ 

With cut iron praung* for t in. mat _ 


ROCHESTER ROW, WESTMINSTER » W. 
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Uully Trap, with oaat iron gnlvanlied grating, for 4 in. drain 


T. & W. FARMILOE’S . 
"WESTMINSTER” IMPROVED GULLY TRAP. 


T. & W. FARM I LOB'S 

'WESTMINSTER” IMPROVED REVERSIBLE GULLY & TRAP 



Aram u doited lines extra. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T & W. FARMILOE’S 
“ WESTMINSTER ” GREASE GULLY, WITH 
IMPROVED TRAPPED INLET & OUTLET. 



which munm tho groat.® i» brolcnn np and disporaed into thn dr am.. 

• x _ I 1.. .Itfiina (*Ii. i»J II V 


No. 418 


T. 


W. FARM1 LOE'S •• WESTMINSTER” DISCONNECTING 
TRAP, WITH AIR SHAFT FOR VENTILATING. 




h cast iron gabar.iiod grating, for 4 in. d raini 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T.. & W. FARMILOE’S “WESTMINSTER” 
IMPROVED VENTILATiNG GREASE TRAP, 

WITH SPECIAL INTERNAL RAKING ARM. 


Mo claim for this trap that by the internal construction of bottom, 
grcaso is prevented from going ii.to drain, as the quantity of water the 
trap holds quickly cools the grease, which, rising to the surface, can be 
readily removed. 

Two armB aie providod for ventilation, ami are so arranged that a 
constant current of fresh air passes over the grease. 

The internal chamber or raking arm is for tho purpo/ie of 
inspecting or clearing outlet to drain. 

For fixing insido or outside of house, with cast fron 

galvanized air-tight cover. ea £3 0 0 


ROCHESTER ROW. WESTMINSTER, S.W. 


T. & W. FARMILOE, 


185 


THE “WESTMINSTER” 

GREASE iHTCorF.PTING GULLEY TRAP, 

WITH AIR-TIGHT COVER AND GALVANIZED 
IRON LIFTER. 



No. 421 w. 


Wo claim for this galley that from its construction tho grease is 
prevented from gi-ing into drain. Tho volume of water coutAiucd iu 
the trap cools the grease as it outers, and can bo easily removed with 
tho iron lifter. 

Wate" can bo run direct into interceptor from butler’s or scullery 
sinks without being trapped, tho interceptor forming a trap in itself. 
It is provided with two arms, which may be used for raking, 
ventilating or receiving rain-water pipe. 

With cast iron galvaniz'd air-tight cover for 4 in. drains ea., £1 10 0 


ROCHESTER ROW, WESTMINSTER. S.W. 
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THE “ DELUGE" PATENT GREASE TRAP. 



The special Advantages claimed for " The Deluge " Patent Grease 
Trap arc the following : - 

lut. It is self-flushing—being flushed by an automatic cistern. This 
is the intmt perfect system of disposing of the grease, a* when it 
has cooled, settled and become solid, it is thoroughly broken up 
by a strong flush, and driven through the drain without adhering 
in any way to traps or pipes. 

2nd. It is thus self-cloansing, so that the offensive ness caused in re¬ 
moving the grease, as in an ordinary grease trap, is altogether 
avoided. 

3rd. It is self-contained, and can thus be easily got at. 

4th. It can be easily and thoroughly ventilated, as shown by dotted 
lines, and thus any number cun bo fixed above each other on same 
pipe and flushed by one automatic cistern, without the possibility 
of becoming air-bound. and is therefore particularly suitable 
for flats. 

5th. It has no metal parts-being entirely made in strong while 
onnmolled fireclay. 

6th. It is therefore a perfect sanitary grease trap. 

By this arrangement the drains are also regularly .flushed. 

White enamelled inside and outside .ca. £2 15 3 

For Automatic Cistern to work with this Trap, sec page 209. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No. 423 w. 


Pig. 1.—Bxtra strong vitrified stousww**'«eas#3uteroej>Hng trap," with 


covor Jj lot Into York Btono. 


vivruiou R Ji *t ' ii • >i 

° galvanised cant iron cover, and indisnibbor packing, flmaU-sixe, 

Fig. 2.--.Extra strong vitrified stoneware •‘greawj.iotoroe^ting trap, 
with golvauiztid cast ir"" Y f° r nereie 

van!sod oast iron eon 

" Medium s;r.e " . 

Z V --Ditto, with ^galvanized cost iron cover, 2 ft. 7 in. by 1 ft- 10 in., 
and indianihher paoking, for letting into a stone cover, an shown m 
extra large section, hut without the mono cover," Extra largo size, os. 



No.424 w. 


HKLLYER'S TRAPS, 
Por FIXING INSIDE tho HOUSE 
Strong galvanized cast iron 
" Kitchen" Grease Trap, with 
cover, gnn-nietel bolts 
und nots, without tho 
lifter L, 

• £1 U 0 each. 

If with galvanized 
cast iron, lifter L, 
0/B extra. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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HELLYER’S PATENT STONEWARE WASTE 
RECEIVER AND DRAIN INTERCEPTOR. 

For receiving Waste-pipes, Ac., and disconnecting them from tl.e drain 


Bm.ll kim, with Inlet Krai C. SuutI ,i„. wil 

No. 425 w jfo ■ 

ar 

21. Drain interceptor, with raking inlet arm 

galvanized cast iron grating . 

If with two avn»R . 

If three arms .. 

22. Drain interceptor (small size), with one or 

IioIch in sides, with stoppers for sealing up 
if required ... 

Ditto (medium sire) . 

Ditto (largo si/e; 


JUIr.-K.lt, 


iutorceptl,,, Trap. “ ~ ~ liwiu* .toe, with Intel 

No * fllr No. 428 w. 

‘ Fig.se' 

Drrnn interceptor (small sice), with rainwater 
conneotion at back, galvanized iron grating, ea. 
Drain interceptor (medium site), with throe 

. . ca 

only ono or two arm« arc required, deduct 9d. per ai 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMlLOE. 


H E ELY ER’S D RAIN-S E NT IN E L. 



Vlo<* of •• Draln-B«ntta«t" and Chauuol.pipe, K. tot tho D.toonntcUas olumbot. Q > 

No. 420 w. 


Jlellyer’* patont extra strong vitrified eloi.owavo 

•‘druinsontiuor’trap, fitted with gntvnnixort y or 4| n . ForSlu. 
nut iron plnte.D, for aceeiu to thoaower aide Dr.ro, Dnto. 
of tlic trap-Trap only, Fig. 1 ... ««. Ill' 25/ 

Ditto, chanuet, K, for forming tlio " d i •con¬ 
nection" chamber, Fig. it . «*• 8 

Ditto, ohnnnol, with aid«i inlet for branch drain „ F/9 VtiC 

Ditto, channel, with two inletn for ditto „ 10/0 D*/ 


For* lu. 
Drain. 

or/ 


14/ 

17/3 

20,0 


SS' 


Fig. 1. with ventilating socket, extra 1 fl 


HE LEVER’S PATENT VENTILATING DRAIN 
SYPHON AND SEWER INTERCEPTOR. 



No. 430 w. No - 

‘ % i *' 

Fi«r 1 Ventilating drain syphon and sewer interceptor, for I la. For sin For* to. 
with 9 grating, and loose .toppers, for Dni» .Duto. DnUn. 

Healing ovor bole., MN. when not required ... «*• 17/ •«/ 31/ 

Fig. fl. Ditto, with aooket, 8, for “ pipe abaft" ... »■ 11 '* Ul *** 


ROCHESTER ROW. WESTMINSTER, S.W. 
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HELLYER'S PATENT “ COMBINATION ” 
DRAIN TRAPS OR “DISCONNECTORS.” 

This trap in strongly made in stoneware, woll vitrified, und is spoeially constructed 
for trapping off drain", nnd exposing the discharging ond* of soil-pipes, waste-pipes, 
rain-pipes, Ao., to thv atmosphere, for proper " disconnection.*’ 



?lg. 11 Kip; 12 


FipH. II it 12.— Soil-pipe disconnector with galvanised Cast iron grating, 

K, nnd locso stoppers fur sealing tip the hole* 0, when not required, 

outgo for 4 in. drain . on. i'll 13 0 

If with outgo, H, for 6 in. drain . oxtrn 0 10 

If with galvanised cast iron plate, (i .., ... ,, 0 2 0 


HELLYER’S PATENT “COMBINATION,” 
SOIL-PIPE TRAP AND CONNECTING PIECES. 



ROCHESTER ROW, WESTMINSTER, S.W. 




T. &W. FARMILOE, 


NG TRAP AND 


No. 485*. >0 156w ' 

When the top of an intercepting trnp in situated below the gncund 

“ “>$,w f Si ,1« tku muling would 

“&i. e bd liuklu 10 bis** »»Pl4 «r '<y «™nn,ulMto« or k, tb. 

surrounding eurth falling thereon. 

NO. 495 W. ••HeighU-niuR-pidce” for “ SmaU-8«e W 
-Ji interceptor 

N „. «Ww. »• 


S.t»chTi«r. w«l» o=«. »*«'■ or iuW "’• 

No. 437 w. 

3 inch •• Disconnecting-trap ” with one i iniel * 12 
Ditto with two ditto 

Ditto with three ditto 
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Drain. 

440 y. 


Alr-»h»(l (or 9-lm Drain. 

No. 441 iv. 


This rain-pipo shoe is specially designed for fixing at the f> t of a rain- 
pipe, for giving access, by the removal of its grating, B, bodfj-o the pipo 
and the drain. Instead of branching the drain from this shoe into & 
soil-drain direct, it should bo carried to tho nearest intercepting trap, 
and this intercepting trap should be kept as closo to tho soil-drain as 
practicable, to avoid any long length of uuvontilatod branch-drain. 

Tho inlet A is made to rcoeivo a 4-in. round niin-pipo, but of 
course a smaller pipo can easily bo made good into tho socket with 
cement, or a square pipe, of any sue, can be made to discharge into it 

S using a pieco of load pipe made to fit the rain-pipe and tho shoe. 
io grating, B, should be kept level with the surface of tho ground. 

In long lengths of drainage an uir-shaft should bo fixed about 
ovory twenty or thirty yards. 


NO. 458IV. Rain-water shoo, with hand hole and galvanized 

"" 92 cast iron grating for ventilation ... ca. £0 7 6 

No* Ditto, with aportures in sidoH, D ditto. 0 8 0 

No. 444)iv. Air shaft for fixing in 4-in. drain, and gal- 

8t vaimod cast iron grating . (i 7 0 

No. 441 W. Ditto, 2-ft. longth, for fixing in 6 in. drain, 

without grating .0 15 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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REGISTERED “ INTERCEPTOR " SEWER AIR TRAP. 

By the two of which tho entrance of sower air into the homo is rendorod impossible. 

VKCttU-AlU FOUXcAlK CLVAKilNO 

1VLKT. *A**TT 0UTl*Kt. orcRiifa. 




ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 


THU NEW REGISTERED 

“ KENSINGTON" GREASE AND WASTE 
WATER TRAP. 



w. 

fn ordering please specify particularly whether for «*« ixaiiik or OCTS1DK houtc. 


For tho collection 
ami easy removal .of 
grease I rom sinkti, and 
for no completely 
disconnecting and 
trapping tlio wanto 
pipe* of nir.lcM, batlm, 
lavatoriei, oistoniH, 
Ac., ns to render it 
iMPOMinr.i: for fool 
air from tlio tlrninK 

to outer the ... 

tllt'Ollgll ibodtl WANtc 


For uio oat»ldo 
lionso, with fjnlva¬ 
ulted iron grating 
iiiBtcad of air-tight 


i. 12/0 


For otto iodide 
bouse, with air-tight 
cover as shown in 
drawing;— 

4in. ... no. 15/tf 
Oin.. 32/ 


WEATHERLEY • DISCONNECTOR WASTE 
WATER TRAP. 



For completely 
DlHCONNSCTINti 
the wanto pipo of 
siuKti, baths, lava- 
tori os, cisterns, 
As., from the 
house drains and 
public sowora, 
nnd for so trap¬ 
ping the 
pipes as lo 

ll 


446 IV. 

... es. £0 12 A j For 0 in. drain 
Complete with iron grid. 


Apvantaghs. 

Perfect discon¬ 
nection from 
house drain. 

Easily cleansed 
syphon trap to 
wnsto pipe. 

Efficient and ac¬ 
cessible grease 
trap. 

Waalo pipe dis¬ 
charge con- 
coaled from 


Open yard gully, 
strongly trap¬ 
ped. 

No splashing or 
overflow pos¬ 
sible 


ca. £1 SO 


ROCHESTER ROW, WESTMINSTER, S-W. 
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BUCHAN’S PATENT GREASE TRAP, 

FOR KITCHEN SINKS, Ac. 


(Elovatinn.) 


(Section.) 



Tho grease collects in il.o large central water frol^ho 

removed ; and thou the drain pipos beyond aro kP • which tho gronao 

dink beth enter, and leaves the grrav, recsoUclci botew the level on ^ ^ tbout 
cako In formed, tin, latter may be allowed ^^umulMe for ,, jm . tioB to 

prnaonting soy obstacle to tho passage of water; thud obviating j 

which mony grease traps at present in uso are liable. 

Tho beet position for this trap in just outaido tho wall where the wanto pip* 


GhsahK COMPAtTMSKT. 

Usual site, 121 * N>1 a 17 in. doep -insido sitcs -4 in. iolet and outlet. 
l,argo site, 15 * 12 a 21 In. deop-inside discs -1 in. inlet and outlet 
(Can be raodo with 6 In, inlet and outlet If required. 


on. £0 19 8 

n 1 U 0 



BUCHAN’S PATENT DRAIN TRAPS. 


No. 447 IT. or No. 44« w. 8.0 10/6 12/ 18/3 15/9 18/ 22/3 27,9 42/ ro. 

18x !8*AIn. tO x tO x A is. 

ca f> 6 ... 8/9 

NO. 449 W.—Cleansing stones 

6/0 ... — 

No. 460 W.—Slop "tones 

Ctatoi .10. *n,,w~iw - a-«■»"-• 

ROCHESTER ROW. WESTMINSTER, S.W. 
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ILES’ PATENT 

INTERCEPTING VENTILATING DRAIN TRAPS 

Willi Galvanised iron Locked Gratings and Frame*, entirely (loins,' away with 
tho former costly sod uni>ali*faclory mauuar of lotting grstings into stonos and 
bedding ou tup of trap, nml avoiding tho breakages whioh often occur wider tun 
etonoH, In cm« of ntoppKgn, Ac. 

Tho top part cf stoneware traps is, flanged io receive iron Frames (aonurnd 
by scrowa into frames, through flango of trap), and (die gratings being hinged and 
provided with a look, any authorised person can open thorn nud clean trap, if 
required. They also admit fresh air, ahd allow for tho escape of any sower gas that 
might pass, through want of viator in trap. 

All these traps have a 3( in. dip, nml ft oiom wny of 4 in., but am so formed 
as to bolt! a very email quantity of water, nud nro r.horefore thoroughly cleansed nt 
each Hushing of closets, Ac. 


Nob. 4-">l «'■ or 462 VV.— Stoneware only . na. £0 18 0 

“ 1 ” 2 

Malleable Iron Gratings, galvanized, with gun-metal Locke: ~ 

Dished..ea. £0 11 0 

Plat. . 0 9 9 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ILES’ PATENT 

INTERCEPTING VENTILATING DRAIN TRAPS 



Sca’.o 1 lnoh to tbs toot. 



Stoneware only . ■" 0ft ‘ £l , 1 0 

Malleable iron Orating*, galvanised, with gun-metal Looks 

Dished 11 ... - yl ". ** * 9 


ROCHESTER ROW, WESTMINSTER, S.W. 
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DEAN’S PATENT STENCH, SILTH 
AND GREASE TRAP. 


Including the cast-iron grate, receptacle, and glazed earthenware, 
radiated bricks. 

Approximate Weight. 

Cvrl*. qrs. ILj. 


18 in. oircnlar 6inglo trap 

ea. 

3 

l 

0 

£2 13 

6 

15 >, 

... „ 

2 

2 

2 

2 3 

6 

12 

... „ 

1 

2 

0 . ... 

1 13 

6 

» „ 

„ 

0 

3 

U 

0 13 

6 

8„ 

... 

0 

2 

17 

0 12 

0 

7 n 


0 

2 

3 

0 10 

9 

6 .. 

EXTRA. 

0 

1 

20 

0 9 

6 

Back inlet, or doublo trap 




ea. 

£0 2 

0 


Single Trap. 

454> w. 


Section of Single Trap with back inlot. 

No. 


No. 45? w. 

DEAN’S IMPROVED DOUBLE TRAP. 

With trapped inlet and adjustable outlot. 

•. ea. £10 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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BELLMAN’S PATENT STONEWARE GULLIES. 



No. 45Hw. 

Size—16 in. by 8J in. by 7 in. deep. 
DOUBLE G-ULLY. 


This gaily iu highly recommended by authorities oti sanitary matters 
and possesses the following advantages:— 

1. —It receives and disconnects one rain-water pipo and throe 

waste pipes 

2. —It avoids all splashing. 

3. —It ventilates the pipos and trap. 

4. — It forms drain for area or surface. 

5. —It ig oaay of access for donning. 

The ordinary I* or S Trap' to bo used (as shown) in connection 
with the gully. Being in a separate pioct* it can be placed at any angle 
to meet the drain oxactly, thus ensuring a perfect joint, the gully being 
placed at right angles. This is a great advantage over othor arrange¬ 
ments made with the trap in one piece 

Orders should state size of rain water pipe and whether round 
or square. 

Doublo Gully, fitted with cast-iron grate . ea. 10/3 

„ " „ galvanized grate ... ... „ 12/ 



N«. 459 w. 


SINGLE GULLY, FOR SINK WASTE ONLY. 

Size-9 in. by .9 in. by 6 in. deep. 

Singlo Gully, fitted with cast-iron grate ... 'a. 4/6 

„ ' „ galvanizod grato , . 5/6 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE’S "VICTORIA” DISCONNECTING TRAP 


FARMILOE’S 

CCESSORIES. 


DRAIN-INTER- 


11/8; 6 in., 15/0; 0 in., 


cun bo luiij «t drulii IctdI. »nd 
plpoo, thuo diapoailof with the 

20/3 on. 





ROCHESTER ROW r WESTMINSTER, S.W. 
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T. & W. FARMILOE’S 
“WESTMINSTER" DISCONNECTING TRAP. 

For nsa in connection with a Manhole. 


Tim Trap is similar to No. 461 W, with full boro right through, but 
hnu shorter raking arms. 

4 in., 9/; 6 in., 12/9 eft. 


T. & W. FARMILOE’S 
“ROCHESTER" DISCONNECTING TRAP. 

For use in connection with a Manhole. 



No. 463 w. 

The abovo Trap is similar to No. 462 W, with fulPboro right through, 
but it Las only one short rating am. 

4 in., 7/6'; 6 in., 11/^ ca. 

ROCHESTER ROW. WESTMINSTER. S.W. 
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THE “ BUCKINGHAM” INTERCEPTOR. 



This Trap is specially dosignod for disconnecting sewers (and cess¬ 
pools) from the house drain, and to facilitate access and inspection to 
either side of the trap, and has boon usod with the greatest succoss by 
many municipal authorities, architects and sanitary engineers. 

The form of tho trap ensures its being thoroughly-cleansed at evory 
flush, without splushin^ or its attendant fouling, and from its certainty 
of action aiul non-liability to atoppago will bo found unrivallod. 

Inches 4 C 9 12 

No. 41*4 \v. Brown ware, 4 in. inlet and 4in. outlet, ea. 10/3 12/9 26/9 63/9 
„ 465 W. While enamelled iusid® and front dp. „ 16/6 19/3 38/3 —• 
„ 406 tv. 4 in inlet and 6 in. outlet, Brown, 12/3; Wnm - , 18/6 

A—Outlet to sewer. B—Half channel pipe, inlet, from house. C—Dip of 
trap 2J in. D —Is for clearing tho drain beyond the trap, and is 
provided with u movable cap and Stanford joint. 

In I he* T2 in. the throat is contracted to 9 in., in tho 9 in. to 6 in., 
and in the 6 in. to 4| in. This ensures tho trap being cleansed with a 
small quantify of water. 

The 12 in. traps are made with special large clearing shafts. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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•‘DETECTOR’’ TESTING AND INTERCEPTING 
SEWER TRAP. 

patent. 


No. 46? w. 

This Trap has all the advantage* of thu wolMcnown “ Buckingham • intercepting 
- *„.• trap, with the addition that it is to arranged that, by dropping down the 
phiK eopplied into the prepared mouth of the trap, a "'ire and i. ud} meant of 
applying the hydraulic tett to the drainage system is obtained up U> tbo uroa level, 
including. disconnecting chamber and tho underground portion of tbo air inlet, 
without the neceteity of using any other apparatus. The plug alio formt a ready 
mean* for damming the dralu temporarily for the purposes of UushiDg. 
i’atunt " Debeotor” trap with cleansing arm and water-tight 44.0 comp i el< 

cap (Stanford joint) ... .| 4 in. inlet,6in outlet. 

Ualvuuiied iron plug with robber flange . I a ■ j • 


ROCHESTER ROW, WESTMINSTER, S.W. 
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STONEWARE INTERCEPTING TRAPS AND 
GULLIES. 

No. 4flS ir, 

4 in. 6 in. 0 in. 

71 10/9 16/9 

No. 4«»'n\ 

4 in, 0 in. 0 in, 

8/0 ^ 5/0 . 0 / 

VYil.ii Inlet ns eliown by dotted 
litiuii l/- OUra 

No. 


INTERCEPTING TRAP. TRAP von VENTILATION or SOIL PIPES. 



No. 470 vv. 

6 ini 9 lu. 
5/9 9/ 


No. 471 w, 
trap with 4 in. inlot, and C in.open¬ 
ing for ventilation, 10/ etioh. 
trifp with 8 in. inlot, nnd 4 in open¬ 
ing for ventilation, 7/8 oaoli. 



REVERSIBLE GULLEY. 


Sfjuaro or circular, 10/3 mcli. 

0 in. inside nt top, 4 in. outlet. 

With inlet (u dotted lino*), 1/3 extra. 

Tho eodimant collected in llio t:-»p may 
bo readily removed bv raising tbe move¬ 
able dish. 


Top piece {or receiver) 
inlet, 5/ ea. 

Bottom pieco (or ti ap) 5/ oe.oh. 
■i in. inlet and outlet. 8 in. grid 
Extra inlefo, 1/8 each extra:. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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YARD AND STREET GULLIES. 


YARD GULLY. 
SQUARE. Ill in. at ton. 



4 in. outlets ... 4/5 eft. . 

Iron grating? ... 1/8 „ 

Inlet?, extra, ... 1/ >, 



(Juliet <* •• " «' 

0/0 0/ 13/8 ca- 

Complete with dieh. cover and gniting. 


YARD GULLY. 
Rookd. 


No. 475 



STREET GULLIES. 



No. «7w. 

niam.in. 0 12 « W , 

Depth 1 ft. Sin. 2ft. 6in. 3ft. ?ft. | 

Each 9/ WO 22/0 80/ 11 

(irate? not inoladod. 
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206 


T. & W. FARMILOE, 


COUZEN’S PATENT GULLY SINKS. 



No. 418*. 


Thi* link will supply a long-felt want ns tin effectual trap against the 
buck tlow of tidal or atorm wator. It aol* automatically, so that 
when tln-ro in any back pressure of wslor the floating ooppor laall 
riao* end ill* tight against un india-rubber Keating, which in held in 
nonition by tho iron costing wbiuh ftto down inside the earthenware. 

Should the water evaporate in dry weather, the ball loworn down 
und renin on an india-rubber seating, thun formingnn etToctnnl trap 
again id. sower gas. Tho link can easily bn cleaned out by panning 
the hand down and proofing the ball on one sido as shown in the 
above section . ,. a £j jq q 



No. 471) w. 


Tills sink is also designed to stop the back flow of tidal or storm water. 

. The internal part* ate made of iron, with the exception of tho 
woightod levor, which io made of brass to prevent oorfosion. Ah e*n 
bo seen from thoabovo suction, there is ft door which allow* the water 
to pass tbroogh easily into the gulley, and cloioe antomatirally. 

The door has on ill upper surface a pk-co of india-rubber tho full 
siie, properly aeenred. thus guaranteeing an effectual trap sguinat 

lit tK 

. tn. £16 0 


thcy?rntho e cWneItand rUOd : ^ ^ vsrthenw.re, and we claim for both that 
m ' ar « ct «* 1 -*»k »«de, being the only oner that 

y p Kif again*, water and lower gai coming up from the drains. 


ROCHESTER ROW. WESTMINSTER, S.W. 


T. & W. FARMILOE, 


207 



No. 4S0 w. 

4 in. 

A, B, C. D, E, F, G, H ... ... •••'* Jj| 

’ ' ’ *“ Ary other shapes ma de to order. 


0 iu. 

3/0 ea. 
5/6 ,, 


..■— ~r~ ' «.. .. u M*ni.ou:s _ 10 Ord£U Oklv. 

Jaw Glazed B kicks fob Side walls of manholl»_ 

For iron manhole Tovars, sec pages 172 to 179. 

In ordering ploa.c «atc number and letter- 




CHANNEL BENDS 


FOR MANHOLES. 
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CHANNEL PIPES FOR MANHOLES. 


CltEAM-GLAZED INTERNALLY. 



Ohunnol PipB.with Socket ... 
» • n without Sockol 


No. 481 w. 


10 9 in. 

/10 1/3 2/ per ft. 

19 1/ 1/9 * 




No. 4S7 W. Single Junction ... 
No. >r. Double . 


l.xarKCTioN Bskd. 



No. 489 w. 

2 S t rt 9 12 in. 

1/0 1/9 2/3 3/0 6/8 10/ ec. 

2 3 2/S 3/ 4/0 8/0 18/3 „ 

2/ 2/ 2/9 30- 0/6 10/ .. 
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THE “WESTMINSTER” AUTOMATIC 
FLUSH TANK.. 



No. 490 w. 


FOR CLEAN WATER ONLY. 

The Flush Tank hero illustrated is admirably adapted for cleans, 
ing drniiiH, which from want of fall, or other causes, are liable to choko 
and give off sower gits, and for tlx? intermittent supply of water to 
urinals, trough closets, Ac. It may be fed by a “ drop by drop ’ supply 
from :i small tap, or any other convenient arrangement. Upon the 
Water training the starting level above the top of syphon the action 
instantly commences without loss of liquid, nnd the entire contents of 
the tank is discharged with great force to tho sewer, Ac., to be flashed. 


In Galvani^d Wrocuht-Irun, 

with Cast-Iron Traprini. 

15 gallons 


... £3 0 0 

60 gallons . 

2 <> „ 


... 3 io a 

70' .. 

25 


... 4 5 0 

80 . 

30 ” 


... 4 17 6 

100 . 

40 


... 5 10 0 

150 . 

«o :: 


... 5 17 6 

200 ., 


7 15 
6 15 
11 15 


Light cheap Tunis also made iu tho following sizes 

15 gallons . £2 5 O/f 60 „ . 5 10 0 

20 „ ... 3 0 0 SO „ . 6 1 > 2 

30 u ... 4 7 6 100 .. 7 0 0 

50 „ . 5 0 0 | 

Special Brackets from i/6 per pair. 

ROCHESTER ROW, WESTMINSTER, S.W. 
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FIE L D’S 

PATENT SELF-ACTING FLUSHING CISTERN. 

COMPLETE, IN GALVANIZED IRON. 



No. 490J w. 

The working of this apparatus is very simple, and it is almost an 
impossibility for it to got out of order. 

The action is as followsWhen tho water (fod from inlet or tap) 
rises in the dome to tho top of tho lip or adjutage on the longer limb of 
the Syphon, it begins to flow over by a succession of drops at first, 
which dispel a sufficient qnarility of air in tho discharge pipe and bell 
to cause the level of the liquid within tho bell to rise; this rise increases 
.the overflow into tho discharge pipe and expels a further quantity of 
air, forming’a vacuum, which again causes a still larger rise and over¬ 
flow, and thus brings the syphon into full action, when the tank is 
emptied with enormous rapidity. 


To oontaiu 200 gallous, £16 4 0 
., ” 150' „ 18 4 0 

„ 100 ,. 9 12 0 

„ 80 „ 9 0 V 0 

„ 60 „ 7 16 0 

„ 50 7 4 0 


To contain 


40 gallons, 
30 
20 
6 

24 „ 


£6 15 0 
6 3 0 
5 8 0 
2 14 0 
1 16 0 
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.CIRCULAR AUTOMATIC FLUSH TANKS. 

FOR WASTE WATER. 



No. 4yl w. No. 492 w. 


Patent Circular Flushing Tank, fitted with cast iron flushing syphon. 

Tho outer cylindor of syphon iH removable at pleasure for cleunsing. 

Thoso tunka being sunk in the ground receive waste water from 
bath, 4c. This water, which othorwiuo would be of no value as a 
flushing power, accumulates in tho tank, and is automatically discharged 
hy the syphon, preventing doposit in tho drain and risk of stoppages. 


No. 491 w. 

15 gallons. 

30 . 

60 . 

100 . 

10O IV rrltiTAf? a 


ut.lron Co»to4 Blank. Cant-iron OaHanliad, 

£2 7 6 ... £3 5 6 

3 5 0 ... 4 10 0 

4 7 6 ... 5 5 0 


5 \0 0 


7 7 0 




Lid for above, and framo, 


gallons ,. 

30 

50 ’ 

100 • 


with sunk dish and grating— 

Cut-Iron C'atad Black. Cut-Iron Oalrnnlud. 

£12 6 ms £1 10 6 

1 10 0 ... 2 2 6 

2 5 0 ... 2 17 6 

3 10 0 ... 4 5 0 


Noth.—A ll tanks sunk in the ground should be ventilated at tho 
outlet, otherwise pressure of air upon the outlet may in some degree 
a ffect tho power of discharge. 

AH tanks flushing with dirty water must be.cleaned ou t frequ ently. 


ROCHESTER ROW, WESTMINSTER, S.W. 






















T. & W. FARMILOE, 



DRAIN CLEANSING APPARATUS. 



No. 41/3 ;v. 


Complete »ot, comprising spring hook, double worm #orow, plain ecraper mid 3 in. 
whalo-bnun head, and india-rubber plunger. 

SO 42 60 BO ft. 

Bout quality, £2 6 0 £2 10 0 £3 0 0 £3 11 0 

No. 404 W.—Drum Rode, with joints, with india-rubber plungor aud double worm 
norew only, 

30 42 60 00 80 100 ft. 

Beat quality, £1 10 0 £1 15 0, £2 6 0 £2 10 0 £3 18 0 £5 6 0 

2nd „ 1 2 6 1 10 0 1 17 6 . 2 5 0 — 

No. 405 >T.—Singlo Canos, fitted with brass scrcwa, S to C sixes. 

2 ft. 2 ft. 6 in. 3 ft. 8 ft. 6 in 4 ft. long. 

2/ 2/3 2,'9 3/ 8/3 .-a. 

No. 49(1 Extra Stout Rod*, fitted with brass snrewH, 6 to 8 sizss. 

2 ft. 3 ft. t> iu. 3 ft. 3 ft. 6 in. 4 ft. 4 ft. 0 in. long. 

2/0 3/ 3/3 3/0 4/0 6/3 oa. 

No. 497 w.-—BRASS SCREWS. 

Sue 23 460780 

8d. lOd. lid. 1/ 1/3 1/3 1/6 1/7 par pair. 


DOUBLE WORM SCREW. SPRING HOOK. 



No. 41/8 w. No. 41/D n. 

Barge, 4/0; Small. 2/ on. -4'fi en. 
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DRAIN CLEANSING APPARATUS. 


JOINTED SCRAPER. 



No. 500 w. 

4 in., 2/0; 0 in., 3/0 ea. 


PLAIN SCRAPER. 



• No.501 W. 
4 in., 1/0 eu. 


SOLID GUN-MWTAL CLEARING 
WHEEL. 



No; 502 w. 

Large, 8/0; Small, 3/ oa. 
BRASS CLEARING WHEEL. 


UNIVERSAL CLEARING WHEEL. 



No. 603 w. 

3/0 oa. 


INDIA-RUBBER PLUNGEltS. 
(With Cup.) 



No. 504 w. No. 605 w. 

2 /3 eil . 4 in.. 2/li; 6 iif.. 3/ ; C In., 3/9 Ott. 


No. 60fl vr.—Bros* Cup and Whocl, . .. 

No. 507 w. - „ Candlestick Cup and Screw • . 

6 in. 9 in. 

No. 508 W.—Wood Blockg for Drains. 2 /° 2 / 8 

No. 500 w.—WHALE-BONE HEADS, with Cup and Wheel. 

4, 5, b 


*12 in. 
3/ c 


8 4 9 10 

7 / 3 ~^ 7/9 9/9 _ _ u / 8 


10 


20 


12/6 

~~22 in- 
27/6 oa. 


14 in 

14/ e 


No. 510 rr— Rino* or Bam, to 06 in °*! p *“ <i wl ‘ eal 
6 A 0 7 to 12 in. 

'T/S v« »• 

ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE’S “WESTMINSTER" 
IMPROVED DRAIN-TESTING PLUG. 



For applying the water 
It is also useful in plugging 

No. 51 lw. 


or smoke tost to drains. 


gas mains in construction. 




The above stopper consists of two galvanized iron discs, With a strong 
tyro rubber ring fixed betweon. The action of arrowing up causes the 
rubber to oxpund suflicionf to plug pipes according to size. 

For 4 in. 6 in. ■ 9 in. 12 in. pipes. 

_ JW_12/ 18/ 24/ oa. 


THE “WESTMINSTER” 

PATENT SMOKE-TESTING APPARATUS. 



No. 612 w. 

Drain testing is an essential in all domestic sanitation, and Ihoso who 
are called upon to make the tests will readily appreciate the advantages 
offered by this simple apparatus. In use, ono end of the brass case, as 
illustrated above, is opened, and a special charge inserted ; the charge is 
ignited and the case closed, the rubber cubo outlet end having previously 
been passed into the drain or pipe to be tested. The volume of smoke 
now given off fills the drain or pipe and shows by its oscape through 
joints, Ac., Iho defects which it is desired to remedy. Iu practice the 
tosts will vary according to conditions, but as a general rule it will 
bo found best to empty the water from a gully or trap conveniently 
placed, and after putting the tube through it, refill the gully with water 
or o'oae it round with sacking, Ac. 

As shown, in brass with rnbber tube . eu. £1 15 0 

Smoko chnrgos, 7/6 por dor. Ditto, large nizo, 10/6 per doz. 

ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W FARMILOE, 


215 


DRAIN TESTING MACHINES. 


hi.: “ GRAHTRYX.” 
Over 8,000 in use. 

17 in. X 8J in. X 12 in. 
deep (when closed). 


For applying tho smoko test to defective drains, destroying vermin, 
f.....I., ,1 mrr disinfecting! 1 . Ac. 


ror applying tho srnoKo. lest uujcubiru 

fumigating, disinfecting, Ac. 

Price of each machine-No. 1 , or ordinary size ... - ^ ® ® 

Six feet of flexible tubing, specially propared, extra ... u ™ ® 

Exi ru lengths of flcxiblo tubing, at per foot. 0 2 0 

Tobacco paper, por lb.... ... ••• ••• ••• ,M , * 

Specially prepared smoke material, por cwi. 


Genbkai, In stkuction» a« to tub use or tub Smoke Machine. 
Insert the tloxiblc tube into the drain or soil pipe. Place some 
sulphur or smoko paper, or.waste with .sulphur, torn into modorate- 
sizod pieces, in tho combustion chamber, renewing it from time to time, 
'guilt- it from t-bo toil, and tbs rotation of tho fan will force tho fumes 
to almost any distance through the drains, boles or burrows. Cave 
should be taken that all outlets or ventilating pipes should be oarenuly 
s topped during the operation, to prevent tho escape of the smoke 

Tho sarao process is to bo adopted for the destruction of all kinds of 

Ve \Vhero ratface numerous, the fumigation should bo repeated from 
time to time, as a new colony is certain to enter into possession. 

In order to curry tbo machine from place to place, invert the lid of 
machine, tho fanned being turned inwards, wlncli then forms a handy 

1 The'space between the double casing and the lid is filled with 
water, in using the machine, which keeps the box cool and thoroughly 
prevonts the escape of any smoke from lid of machine. _ 
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DRAIN TESTING MACHINES. 

THE “ASPIIYXIATOR.”' 


No. 514 w. 

For applying tho Smoko test to drains, lor disinfecting purposes, for 
tho destruction of vermin in holes. 

Machine complete, including 4 ft. 1} in. wire-embedded 
flexible lioftfS, with tin coupling, for attaching same to 
fan jioxtle two tin ncso pieces for hose (one angle, ouo 

straight), find two wrenches ... ... ... ... £3 0 0 

Larger sizo ditto ... 3 '> 0 

Sulphur paper ... ... ... ... per lb. 0 0 6 

Smoko „ .. ... „ 0 0 4 

Tobacco „ . „ 0 2 0 
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DRAIN TESTS. 

PAIN’S SMOKE OASES OR ROCKETS. 

Tho RocketB bum from 10 to 15 minutes, and emit a donse volume of 
smoke. 


ltondy for use. 


Closod for carrying. 

v,, . «*inwimr tho cross slicks, wbioll aro attached to it, for tho 

purposo of forming u bridge inside tho drain pipe on which tho Rockol 
of any sewage which may he in tho bottom of tho i»po. , They are made to fold up, 
aB abovo. ... , . 

It is easy to burn two or more rockets in a drain «t tho same time if require . 

Smallest quantity supplied—l do*. 

7/0 por do*., or 72/ per gross. 

BANNER’S DRAIN FERRETS. 

Architect*, engineers and sanitary inspectors arc unanimous in pronouncing 
Runner’s Patent Drain Grenades tho most useful invention for tho purpose 
of testing drains, sewors and other oondnits, to ascertain whether they are air-tight, 
as well as for detecting improper connections. 

Tho cheapest, cleanest, handiest anil most effective system of applying the 
" olfactory tost." 

No. 616-w. 


Those drain grenades .re extensively used by most of tho Metropolitan vestries, 
and by sauitnry authorities throughout the United Kingdom. 

<m ,nad« preferable of thin glass, and are charged with powerful pungent 

n m . " Grenade" is sufficient for testing an ordinary house drain. 

DIRECTIONS VOR tJSE. 

IVlinn U^*.**.** 

drain " Grenade” through water traps (see page 21b). 

Drain''Ground.," with peppermint filling. ••• P er ’ . ( ^ 

„ Assafcct.da . . >* o 0 0 

„ Extra strong compound . " 
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DRAIN TESTING APPARATUS 

BANNERS POCKET DRAIN EXPLORER. 



DIRECTIONS FOR USE. 

Before testing a drain or sewer, tlio operator should rover up all 
ventilating pipes, to prevent the escape of the scent at svwh openings. 

To charge the “ Explorer,” compress the spring inside the wooden 
ball by forcing down the lever, making it fust by inserting the >. net to tin* 
slot of hinged clip. Place a Grenade under the staples, and make secure 
by stretching the rubber band over the Gron&do beyond the first tuple. 

Take the “Explorer," when charged as above described, ami pass 
it through tbo water r.eal under the dip of. any Gully or Closet Trap, 
when its buoyancy will float it to tlio drain side of the trap first taking 
core to tlush out with a pail of water any solid matter there may have 
been left in the trap. Hold or make fast the line, giving it two or three 
feet play ; quickly pour half a pail of walor into the gnlly, or \v/\ trap 
(warm preferred), when the “Explorer" will bo washed entirely into the 
drain. Givo the lino a slight jerk as soon as it tightens up. which will 
release tho lever, and bring it in contact with the glass Grenade, which 
is smashed to.minute pieces, and the powerful chemical do r.bated in 
tliu right place, where its pungent smell will spread, and moke itself 
apparent in a few minutes at any defects that may exist. The 
“Explored" can bo hauled back by the line as soon as the test n, 
discharged. . . , 

Tho “ Explorer " may be used with advantage for testing vertical 
soil-pipes by suspending it down a pipe, which should be covered up as 
soon as the “ Explorer has discharged the Grenade, by giving the line 
a jerk. _ 
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T. & W. FARMILOE’S SOIL PIPE VENTILATORS. 

THE “BUENOS AYRES.” THE “ST. STEPHENS." 


2 2i 3 3} 4 in. 

Zinc 5/9 8/9 7/6 8/ 8/3ea. 

Copper 12/9 15/3 17/3 19/ 22/3 „ 


THE “WESTMINSTER." 



No. 520 w. 


2 2* 3 3J 4 in. 

4/9 5/ 5/6 5 9 6/3 ea. 

Galvanized 

Iron 4/ 4/3 4/6 4/9 5/3 „ 

C °pper 7/9 8/3 8/6 9/3 10/6 „ 


2 2| 3 3M in. 

Zinc 4/6 5/6 6/ 7/ 7/3 ea. 

Copper 9/ 11/ 12/9 14/6 16/6 „ 


THE “STEADFAST." 



i 2 2i 3 3* 4 in. 

j Zinc 6/6 7/ 7/9 9/ 10/ cu. 
j Load (6 lbs ) 

, 11/ 12/9 14/6 16/6 18/3 „ 

] Copper12/9 14/6 16/6 1S/3 21/9 


ROCHESTER ROW,' WESTMINSTER, S.W. 















No. 527 w. 

0x3 in, 9x9 in. 9x91s. 

ea. 8d. 1/1 2/ 

„ 1/1 l/» V 
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T "<S W FARMILOE’S “WESTMINSTER ” 
MICA FLAP FRESH AIR INLETS. 


tho moutb t.f II freeh air induct pipe to a waste pipe, Roll pipe, or 
drr.in, to prevent the escape of foul air. 


For Oxlng 

GALVANIZED OAST IRON. 


GALVANIZED OAST IRON. 


}( . QUAKE FROM e (VbatiGAP.) 


ZINC, SQUARE FRONT. 

Hokuoiitrl. 


FRESH AIR INLET 


No. 525 >T. 
... 5/ 8/ 


OAST IRON GRATING or AIR BRICK 
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THE "EMPRESS” REVOLVING VENTILATOR. 

No. 628 w. 

Ia a modification or the “ Arohinioduan " Ventilator,introduced 
by Mr. Howprth many year* ago. 

The “ Archiniedoan ” vontiluLor lir.d out, defect • through 
tii*» open fan# a gust of wind or a driving rain would some¬ 
times find it* way into tho building and doscond upon the 
bend# of the inmatos. To obviate this rather serious defect, 
the " Emprst.it " ventilator wan constructed, with un interior 
t oils placed at auoh an auglo with a Hat top pinto that wind 
striking on the couo is deflnotod and oncapos at tho other side 
of the fans insload of blowing down the tubo. A very alight 
bn.'jMj ia xuflloicnt to Met tho faiui revolving, and the least 
revolution of tho fans effoets the uir in the tube. No 
arrungemonts of morely fixed parts, however ingeniously 
contrived, and however uxoful as mere wind-guards,' cm bo 
relied upon for tlie regulation of tho up current produced by 
this revolution of tho fauB. They only act at any timt in tho 
Bitme way the " Empress " is calculated to act when out of 
ardor, tend thorofore stationary. Even when out of order, 
so that it fails to revolve, r.ho " Einprcsa ’’ is at least as good 
a wind guard as any other arrangoment of fixed parts. This 
may bo easily proved by experiment. 



N.B ,—\ Can containing tho proper quantity of oil is supplied with each rontilator, 
without extra charge. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No. 520 


Fig. 3 


“VICTORIA" NEW REVOLVING VENTILATOR. 

In tlio A q unlit y the fan* aro made of 
htrttentd copper, and thoao of B quality 
of tinned pinto, carefully japanned. 

f A Quality ... £1 9 ° 

*'K- 1 - in Quality - 1 1 0 

Diauioior nutaido fans, 6 in. Normal 
kino inaidc tube,3 in. 

May be u*e<l with the help of connecting 
piece on plpo» 2, 2j or 8J in. 

f A Quality ... £1 ’8 0 

Ki«. 2 ... ^b Quality ... 1W 0 

Diameter onteidn fain, 12 in. Normal 
nizo inside tube, 0 in. 

May bo nnftd with the help of oonnecting 
piece on tube* 4, 5 or 7 in. 

( K Quality ... £3 3 0 
^ 1) Quality ... 2 10 <> 
Diameter ouUlde fane, 17 in. Normal 
nizo inaide tube, 10 in. 

Mhy bo lined with the help of connecting 
piece on tube. 8 or 9 in., or on aquare 
wooden *hafu 12 or 14 tu. 

( A Quality ... £4 10 ® 
Fig. 4 ... Quality ... 3 10 0 

Diameter oulaida fan. 22 in. Normal 
nixo inside tube, I* 

May lie n.ed with the help of connecting 
piaoo on tube. 11 or 13 in., or on aquaro 
wooden ahaft*, 14 or 16 in. 

( A Qoality .£6 6 0 
Fig. 5 ... I'B Quality ... 6 0 0 

Diameter outaido fana, 28 In. Normal 
h!io inaide tube, 16 in. 

May ho used with the help of connecting 
piece on tub*. 14,pr)15 in , or on *qoai* 
wooden shifts 18 or 20 in. 

(A Quality ... £10 0 0 
Fig. 8 ... ^ b Quality ... 8 10 0 

Diameter outaido fan. 38 in. Normal 
rJxe inaide tube, 20 in. 

May be uaed with the help of conn^otin^ 

___ «■*£*.£ $22. W Uin. 

V r lh ,y > .l h .l| t lb i?in t!d- “v - *.^,a tfc£bot h euut am gul'e <."1L - 

'‘ ROCHESTER'ROW, WESTMINSTER, S.W. 
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THE “ SECTION ’’ OUTLET VENTILATOR. 

Tliis Ventilator is constructed on strictly 
scientific principles, ami may fairly be expected 
to porfot in all that can be done by any arrange¬ 
ment of fixed parts to accelerate tho up current 
nml prevent down-blow, to keep out rain, and 
break the force of gusts of wind. A kind of 
perforated cylinder is formed by a series of 
inlets; each inlet is the 1 semi-frustruin of an 
oblique cone, ami they aro' arranged so that tho 
lower part of those in the upper rjng rest upon 
the highest points of the lowor ring; tho 
openings so formed are partly covered by a 
shield, tho mzo of which may bo varied to suit 
different situations. It is evident that wind, 
driving in any direction, would bo deflected by 
these shields, and havo to- pass through tho 
semi-conical openings before reaching tho centre 
of -tho tube; in so doing it would receive an 
upward inclination, which would bo farther 
No 530 w increased by tho top cone. 


Figs. 1 

2 

3 

4 

5 

6 

Diameter outside the shields, 

7 

8. 

101 

14 

19 

27 in. 

„ inside tube 

, 3 ' 

5 

7 

10 

14 

18 ,, 

Fluin metal . 

13/ 

16/ 

22/ 

29/ 

51/ 

91/ on 

Flain Japan 

16/ 

19/6 

27/- 

35/ 

58/6 

102/ „ 

Okkamentbd . 

. 17/6 

21/ 

29/ 

38/ 

65/ 

109/ „ 

May be used with the 

help of connecting 

pieces i 

is under. 


Figs. 1 2 3 4 5 6 

31,4&5. 5JA6 P ft 9 11,12 * 18 15 * 16 20 A 21 in. 
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SOIL-PIPE VENTILATORS. 

THE "PRINCE.” — Till# Vontilator I# spooially adaplod for tho tops of drain 
pipes and small ontlot#, say, np to 0 in. It is not suitable for larger pipe# on account 
of tho shape. 

It is ono of tho best preventives of down-blow, and entirely protects tho pip 0 
from rain or obstruction. An experiment on#ily conducted with the_ bellows will 
show thnt it is impossible to blowdown this ventilator, 
at a rush of air upon any part of its snrfaco instantly 
causes an np anrront. Of onurse it is different with 
wind, which will flud its way wherever an opening 
ex into, unless counteracted by soino motion of tho head. 
It is not therefore pretended that this, or any other 
fixod ventilator, will supply the plaoe of a rovolvor, 
suoh iih tho "Victoria”! but in oases where tho ro- 
volvcr is too expensive, the “Princo" is probably tho 
boat substitute. 

Both of tho pattorns shown aro 4 constructed 
on procissly tho seme principle, vis., two Conor with 
their basts aepurntod by a suitabio width, which i» 
protected by a band surrounding it at a short distanco ; 
tho top of tho upper cone is covered by a flat plate. 



THE “PRINCE " VENTILATOR.—A. 

Iu ordering this Ventilator, ptc&so bo particular to 
sUto.Plain Pattern. 


Fig. 1 A. 

2 A. 3d. 

4 A. 

1 A. 

Diamotor of Baud 5 in. 

8 In. 10 in. 

12 in. 

13 in. 

„ of Pipe 2 in. 

3 in. din. 

6 in. 

6 in- 

Of stout Zinc, not 

japnunod. 6/ 

Or Iron, galvnnixed 

7/6 0/ 

10/fi 

12/ 


after mannfnetnro 0/ 

11/ 18/ 

15/ 

18/ 

Of hardened copper 16/ 

10/ 28/ 

20/ 

30/ 

THE “PRINCE" 

VENTILATOR.—B. 


In ordering thin Ventilator, plcnso bo particular to 

stato Ornamortul Pattern. 




Fig. 1 B. 

2B. 

SB- 

Diameter of Budd 

... Clin. 

8 in. 

Din- 

„ of Pipe ... 

... 2 in. 

3 in. 

4in< 

Price . 

... 8/H 

12/ 

17/8 


THE “PRINCE.”—B. 

No. 602 it. 


.fitpannod any plain colour. 

Roth of the nbovn Pattorns may bo used on pipo» 
of different dimensions, With tho help of oonnecib'lf 
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GAS PENDANTS. 

TWO-LIGHT STIFF PENDANT, OCTAGON BODY. 



ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 


TWO-LIGHT PENDANT, 
WITH HALL JOINT AND BALL BODY. 
Plain Tube. 
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GAS BRACKET S. 




ROCHESTER ROW, WESTMINSTER, S.W. 


































T. & W. FARMILOE. 


GAS BRACKETS. 

DOUBLE SWING BRACKET. 



J* I * Min. 
•57/9 do*. 



ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


$13 


GAS B R A C K E T S. 

FANCY STIFF BRACKETS. 



DOUBLE SWING BRACKET—FANCY. 



ROCHESTER ROW, WESTMINSTER, S.W. 
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T. A W. FARMILOE, 



HARP LIGHTS. 


,6-light, 8/; 8-light, 10/ each. 


No. 1708 W.-5-light, 7/6; 


No. 1707 w. 

ixfin. 

. 

at bottom, 20 in, across. 


5/6 ea. 
6/9 „ 


ROCHESTER ROW, WESTMINSTER. S.W. 
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THE ALBO-CARBON LIGHTS. 

By Royal Letters Patent. 


Easily Adapted to Existing Fittings. 


INSTRUCTIONS FOR USE. 

To Fit. —Take out the ordinary gas jot and screw the Hocket in it* 
place; sot tho. gonorator firmly in this. Light tho gas the burner, 
and in about ten minutes the flaino will bo fully curb a ret ted. A 
gaefitter will bo required to fix oluster lights. Full particulars will br 
sent with each apparatus. 

Gas Pressure. —Albo-carbon lights will ho found to give the most 
satisfactory rosulta with a gas pressure of 12/10 to 18/10. 

To Fiu<.—Unscrew with the steel lover provided for that purpose, 
tho cap of, tho feeding screw on upper part of the generator, ana fili 
the vessel with pieces of the albo-carbon, which must not be powdered 
up. Lovor or other metallic substancos must’not bo UBod to force the 
albo-carbon into the vessel, ns fino edgo of feeding screw will bo injured, 
cansing leakage. Be careful to wipe off any albo-carbon (last aronnd 
feeding-gorew and outside of vessel to prevent smoll. Replace the 
cap, and screw it firmly up, using tho lever to make sure that it fits 
tight, otherwise there will be an escape of gas and albo-carbon. 

All apparatus are carefully tested and fully charged with albo- 
carbon before leaving the Works, and it is not advisable to refill the 
generators oftonor than once or tv/ico a week. 

To Regulate.— When tlio intense light is not required, the albo- 
carbon ran bo shut off by using tho regulator. Should it smoke, turn 
the regulating button as indicated thereon, and tho flame will he 
instantly cleared. 

Repairs.— The apparatus can always ho repaired and made as uew 
at a trifling cost. 

. N.B.—Tho light is maintained at its maximum brilliancy by 
renewing tho gas jots once or twice a year, the cost of which is bat 
one peuny. 

Do not move the generator when hot, as the albo-carbon is then 
in a liquid slate, and will block up the tubes. If generator :s removed 
care must always be taken to replace it firmly in the socket to prevent 
escape of 4 jas w ___ 

Albo-carbon should bo kept in a dry, cool place, and it is rccom. 
mended that when stored in any large quantities tho tins supplied by 
the company for this purpose should bo used. 

ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 


A L BO -CAR BON LIGHTS. 

ONE-LIGHT GENERATOR. 


Lateral £okpoctiok. For Pillar, Bracket, or Chandemeh. 
No. 2 Generator. 



No.1709 w. 


No. 1709 \Y.~ Groeu bronzed. 

Red „ . 

Steel „ ... 

Bright brass burnished 
Nickel-plated ... 

No 1710 w. With glass hell attached (as shown 
Nickel-plated, 2/4 extra. 

Wire guard for above 1/ on. extra. 
Holders and Globes extra, see pago 620. 


da. 7/6 
„ 8 / 

„ 8 / 
„ 8 / 
„ 10 / 
bright brass, 1/10 


TIichc generators can be had 1 in. larger in diameter, viz.: -tin. 

bronzed, 10/ co.; nickel-plated, 13/6 es. 

Although requiring less frequent tilling these are not recommended 
for brackets on rn.-n.unt of the extra weight. 


Those lights can bo had with$ 
of malo if required; or with 5 in 
mended for use wherever praoticabl 


or j in. brass fenutle sockets instead, 
elbow sockotB, wbioh are recom- 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ALBO-CARBON LIGHTS. 

Wo beg to call special attention to this apparatus, which will bo 
found thoroughly efficient and reliable and specially suitable for any 
purpose where a naked light is used. 


FACTORY ONE-LIGHT. 
Kitted with -cardboard shade. 



Settle l-3rd. 


No. 1711 w.—Generator only, green bronzed . «*• 6 / 

Grocn cardboard shade only ... 

Frame for ditto . ” ^ 

No. 1712 w.—Complete, as shown. 


Wire guards for above 1 / extra 


ROCHESTER ROW. WESTMINSTER, S.W 



















T. & W. FARMILOE, 


m 

ALBO-CARBON LIGHTS. 

LIBRARY LIGHT. 


For bracket, pillar, chandelier, or pondant. 



No. 1718 tv. 


Generator only, 


Scale l-3rd. 1-light, lcrng spout. 

Brackot. Pendant 


green bronzed ... 

j'nuiKOU 

oa. 7/6 

vcnaiiTir 

9/6 

bright brass . 

„ 8/ 

9/6 

steel, or red bronzod . 

„ 8/ 

9/6 

12/ 

nickel-plated . 

„ 10/ 

4 inches diameter, bronzed 

... 10/ 


i, i. nickel-plated 

13/6 

— 


l-liglit holders for shudes. 

Bright brass.. oa. 1/6 

Nickel-plated .. . g/ 

White opal shades, as above ... ... .. ... ’’ j/g 

Green opal shades . .. ” 2/6 

Glass bell smoke consumers . ’’ i/jp 

Sliding stems, bronzed or bright, standard lengths of 4 ft. „ 15/ 

» mckol-platcd ., 21/ 

Stiff stems, bronzod or bright, standard lengths of 2 ft. „ 8/ 

>- >. nickel-plntod „ 10/ 

Extra lengths, bronzed or bright. per f oot 3/3 

„ nickel-platod .. >( j/g 

These stems are fitted with ceiling plate, <tc., complete. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ALBO-CARBON LIGHTS. 
LIBRARY LIGHTS. 

a bights (Pondant or -Bracket). (Tnppoil for i in. iron.) 


Nos. 

No. 1714w. 

Bkaouct. 

2-bight (5 in. body, long sponts). 

Stool bronzod. 10/ < 

lied 

Bright brass 
Niokol-plated ... 


2-Light (6 
. j Steel bronzod 


1 . 1715 w. 

a. body, long spout*). 


Bright Br«ait 
Ntckcl-platcd 


10/ .. , 

19/ ' Bright brass . . . 

2*/ „ Nickel-plated ... 

2-Liohv Hoj-nzas. 
For Shades. 

. 3/0 on. j Bright brass 
, 1/0 „ I NIckol-platod ... 


White opsl shudes . »»• 1/0 

Groon opal shades . n 2/0 

Can be fitted with globes if preferred. 

Sliding stoma, bronzed or bright, with stuffing box, joint aud ceiling plate, 
standard length of 4 ft., 17/d nnoh. 

Nickel • plated ditto ditto, 23/0 o.ioli. 

Stiff stems, bronted or bright, 2 ft. long, with cup and ball and cover- 
plate. 8/ each ; nickel-plntod ditto, 10/ each. 

Longer lengths, bronzed or bright, 1/8 por ft. extra. 
Nickel-platod, 1/0 por ft. extra. 

Glass bells uud fittings for nbore lights. 

Bracket. “—— 

Bright brass . ea. 2/4 

Nickel-plated . 2/10 

Wire guards for abovu, 1/ eaoli. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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A. [- BO-CARBON LIGHTS. 

l.UftHT PENDANT, LATERAL CONDUCTION. 

Tapped for 1 in. iron. 



No. 171 <>W. 

GKNEHATOlt ONLY. 


IfOWEM For Giaimbb. 
Smn.ll or large bright, 
\( each. 


Nickel-plated, small or large, 

)/6 each. 

Hand painted globes, various pattern*, 310 eaob 


Bright bran* . 

Nickel-plated. 

Gtours (small 

Clear glass . 

Ground or bulf-ground 

Opal . 

Engraved koy ... 

Cat grouud glass 
Cut opal. 


r bright, standard luDgth* of 4 ft. 

Nlckul-pleted 
>r bright, •laudaril length* of Z ft. 
Do. do. Nickel-platod 

Extra, lengths, bronxed or bright. 

Do. Nickel.plated . 


Sliding stoma, brouxed o 
Wo. 

Stiff steins, bronzed o: 


1 / ' 

if 

1/6 

2/6 

2/6 


„ 0 10 
per ft. 0 1 


Tbo above stems *r* titled •»ith ceiling plate, Ac., i 
Class bell* aud rod* extra. 

Bright bra**, ~j\0, nicic-l.plated, 3/4 ench. 
Wire guard* \j extra. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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A L BO-CAR BON LIGHTS. 

BILLIARD LIGHT. 



No. 1717 w. 


Complete with shado and Rapport, groon bronzed, 13/6. 

(Can be fitted with horizontal and vortioal burner# if more light 
in required.) 


Generator only, green bronzed 

ca. 7/6 

Shade only . 

„ 1/8 

Wire frame only . 

„ 2/3 

Support only ... . . »” 

„ 2/ 

Set of six, complete ... — . 

81/ 

Set of four, complete 

' „ #4/ 


ROCHESTER ROW, WESTMINSTER, S.W. 






















622 


T. & W. FARMILOE, 


A L BO-CAR J3 ON LIGHTS. 
CLUSTER LIGHTS. 



Whftro tho gui) juoasuru 
20/10 a governor should bo used. 


No. 1718 w. 


No. 1719 w. 


Nob. 1748 w. nml 1719 w. 
•With Stum ani> Gad .Cook. 

« u B,ob1 of Nlrkol-].lnti 

* 0 / 

TJi 

70/ 


52/ 

or,/ 

58/ 


86/ 


Nos. 1718 ir. nml 1719 >v 
Ik without Stkm ak» Gas Cook. 

. »t«lorJlri*bt. Nlckd.pl.Ud 

3-hgla .. 


46, 

GO/ 


50/ 

56/ 

75/ 


i irJinnry iron stems lor ubovo, stool bronzed, 0,1. por loot. 

IJmss steins for above, stool bronzed or lacquered, 2/ por ft.; nickel-plated 2,'G per ft 
Cups and balls oxtrn. 

Olustor light bodies oontod with patont lacquer which provonts tarnishing aud 


,»• donning. 2/ c: 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ALBO-CARBON LIGHTS. 



NUMURIl OK llURNKRS. 

Pkmiunts or Brackets. 3 4 6-8 12 

Bright biv.*8-lettered, or bronzed, oa. 70/ 75/ 80/ 85/ 10o/ 

Nickel-plated. >, 85 / 90 / 9o/ lo0 / 12 ° 

Pendants include 2 ft. stem, cock and regulator. 

Extra length slum can bo added in-bronzod or bright at 2s. bar ft.; 
nickel-plated, 2/6 per ft. Lengths over all, 4 and 6 lights, 3 ft, 4 in.; 

8 lights, 3 ft. 5 in.; 12 lights, 3 ft. 8 in. 

Niekol-plated or bright brass cluster light bodies coated with patent 
lacquer, which prevents tarnishing und saves cleaning, 2/ extra. 

ROCHESTER ROW, WESTMINSTER. S.W. 





















. 1722 mt. N*. 1723 w. 

NO. 1722 VI . — Number ok Burners. 8 4 6 8 12 

Bright brass lacquered, or bronzed ea. 70/ 75/ 80/ 85/ 105/ 

Nickel-plated .85/ 90/ 95/ 100, 125/ 

No. 1723 W.— Bright brass lacquered „ 70/ 75/ 80/ 85/ 110/ 

Nickel-plated ... „ 80/ 95/ 90/ 100/ 125/ 

Pendants include 2 ft. 3 toni, cock and regulator. 

Extra length slom can bo added, bright at 2/ per ft.; 

nickoi-pluted at 2/6 pet ti. Cups and balls extra. 

3 , 4 , C and 8 lights tapped for J iu. iron, 12 lights J in. iron. 
Lengths over all 4 and 6 lights, 3 ft. 4 in.: 8 lights, 3 ft. 5 in.; 

12 lights, 8 ft. 8 in. _ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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LBO-CARBON LIGHTS. 

CLUSTER LIGHTS. 
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A LBO-CARBON LIGHTS. 

NEW SHOP PENDANT 

(Superheating). 

A cheap, effective, Buper- 
heating, regulating appara¬ 
tus, specially suitablo for use 
in shops. 

The bodies of these lights 
can bo had coated with patent 
lacquer, which prevents 

tamishingandefcvoBoleauing. 

2/ extra. 

3 <!k 41 i gb ts .tapped for f i n. iron 
68 ... •> $ '• 

1.2 lights' „ T >• 

Lenuth ovist: ill. 

3 & 4 lights, 3 ft. 3 in. 

6 lights 3 „ 6 ,. 

8 „ 3 „ 6 „ 

12 „ 3 „ 7 „ 

3 -light pendant, nickel-plated, fitted with 2 ft. of lQ 0 

plated iron stein, lever cock, opal shade and reg , ^ 12 0 

'Might do. do. "• 2 16 0 

6-light, do. do. do. 3 5 Q 

8-light do. do. «o. l7 0 

12-light do. do. do. ” 

Opal shade (for 3, 4 and 6 lights), 4/; holder, 4 6 
Do. (lor 8 and 12 lights). 8/; do. 7/8 
Extra lengths of iron stem niokol-plated, 1/6 per foo 
Cups and balls extra. 

No. 1785 w.- PATENT COVEJWOBS. 

. Fo „f 3, tb7 m 

Por hnwkcts . 6/ 10/ ' 

Nor pendent. . 0/ »/ 16/6 ~ V ” 

Nickel-plated 9d. extra. . ’ . 




ROCHESTER ROW, WESTMINSTER, S.W. 
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ALBO-CARBON LIGHTS. 

THIS CHEAPEST CLUSTER. 
Complete with bent ^3 ^ Opal itefleeter. 



A six-light superheating. regulating cluster, nickel-plated, 
■with 20 in. bent opal reflector (four panos), nickol- 
platod border and coronet, with stem, cup and ball, 

and gas cock, complete os drawn . ea. 

Extra length iron stem, nickel-plated, 1/6 per foot. 
Tapped J in. iron, leugth over all, 3 ft. 9 in. 


£4 5 {) 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ALBO-CARBON LIGHTS. 

HEXAGON OUTSIDE, on LOBBY LANTERN. 


No. 1727 w. 

Hoxagon lantern with enamellod iron top forming powerful reflector, 
complete with four barriers, as drawn. 

Painted any plain colour, with dear glass in body ... on. £5 0 0 

Ditto, wjth flu* id glass in body. » 5 2 6 

All Ju thrown down. 


ROCHESTER ROW, WESTMINSTER, S.W. 


Fitted with 
Also-Carbon 


Nickel-hlated 
Light. 


Tapped for •} in, 
iron. 

Length over all, 
3 ft. 6 in. 


Weight about 32 lbs. 

Greatest widtli, 

2 ft. 4*in. 
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ALBO - CARBON. 

SPECIAL NOTICK. 

KcgiHtorfcd Trade Mark, “ A I. bO-Car BON.” 

- - r , 

pw f ').• ••’■ / 

^ « ^ a tf ai Kcr . : -i' , iwi iit ^ i ^yy*-**' 

Registered Design. 

VA: bog t.o rail special attention to tho fuoi, that, an tho nso of the 
A 1 bo-Carbon system is now becoming so univorral, the corapanv have 
considered it wise to introdnce and register a dated dosign, ns illns- 
Irated abovo, for all the Albo-Carhou they supply in fatnre. 

In adopting this distinctive design, tho Company fcol that thoy 
avo taking • tbn rno^t offectual method of protecting their cuntomor# 
from having any spurious aHieie foisted upon them. 

This material being manufactured specially for the Company for 
exclusive nso in their apparatus, and being of a standard quality and 
purity, is absolutoiy reliable, and the Company therefore request that 
no material, other titan that bearing tho foixn shown above, may bo 
uaod in their apparatus, as il|oy cannot lie responsible for the results if 
this caution jh disregarded. 

PatcBs or Albo-Carbon. 

A lbo-Carbon in hoses of 5 lbs. and J(j lbs., 3d. per lb., boxes 
included. Por quantities of 1 cwt. and upwarda, in bulk, 18/ per cwt. 
Socks 6 d. each. Conics, to hold about 2 owt, 1/6 each. 

Prick or Tr «8 for Amio-Cari;on. 

Round tins to hold 5 lbs. Albo-Carbon . 

„ „ 10 lbs. „ . 

„ „ 56 lbs. 

„ „ 112 lbs. „ . 

Tins ore not returnable. 

N.B.—Any quantity under 1 cwt. is ehargod at 3d. per lb., and 
customers are particularly requested to note that any quantity of Albo- 
Carbon, when supplied in boxes, is charged at the 3 d. per lb. rate. 

Albo-Carbon shonld bo kept in a dry, cool place, and it is recom¬ 
mended that when stored in any large quantities tho tins supplied by 
tho Company for thiB purpose should bo used. 


4d. each. 
5d. „ 
2/3 „ 

V „ 


ROCHESTER ROW. WESTMINSTER, S.W. 



No. I7S3W. No, 172»w . 

-TfiTI *wr: 

Price .M. Rl 18 Price . c». IS 

Pol l*hod copper colninn. j «** ,£ 

Ctlr% . S». |iim”imlr>n».-Hol«ht,VWn.; 

width. 18 in,; depth, 12 in. 
For buatiiir nnrt h«hitn(?. 
. ;» H ft. of ip* pur 


A*. »• 

,-™w CZ IS 

Pol. copper coin*, oxtrn 5*. 
Marble top W». 

CitDenslont.-Ilcixtil, SDlu.; 

width, IS to. i depth, inln. 

For betting end lighting 
Conaanw* u rt of ipui P«r 
hour when full on. nultAblo 
fn.-npartmontJ 3 ft. l>y 12 ft. 


; lighting. Con»omo« 
1C, (set of **» por hoar when full on. 
Suitable for Inrge *»i trance h»!l»,ho»plinl 
w»rd*. school rooms, eoriiierrAtorteii, or 
•pnoe 18 ft. by IS ft. 

For heeling siul lighting (’-on- 
iiimea V» ft. of gee por hour 
*hen fall on. Suitable for 
atrenoe Win, oomwnrotorie* 






T. <& W. FARMILOE. 


HYGIENIC gas heating stoves. 

(CLARK’S PATENT.) 

No 3 m KM.. THE SYPHON. No Ixoe Rkqoirku. 

All saipUaroni vitponw & -a condenwd buhl*’tho *tovon, and pa**od off ns a liquid 
Into tbs tray beneath. 




















030 T. & W. FARMILOE, 

HYGIENIC HEATING STOVES FOR OIL. 

(CLARKK’8 PATENT). 

Free khom smkix. No ruvr . required. 


No. 1782 w. 

fig.r 

I7.&? w '~ For apart ninriU, 10 It. x 10 ft. 
Fig- 1 Poll*liod ouppor column* ... 

No. 17)18 n. 

Fir. 2 Polished copper column*. 

Marble top. 


No. J7U3 w. 

Tig. 2 

Height. Width. Depth. 
33 * 10J x 10* in. 
v ee. £2 2 0 

.extra 0 S O' 

40 x IB x 12 in. 

. «a. £t 0 0 

• ... oxtrm 0 f. 0 
. 0 10 (l 


No. i784jf.—5»mo nx fig. 2. For apartment*, ld'ct. x 18 ft. ... .•». £5 io *'t> 

Pig-3 Poliabed oopper column* . extra 6 7 (1 

Marble top . ( o 12 0 


ORNAMENTAL TILE STANDS. 



ROCHESTER ROW, WESTMINSTER, S.W. 
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GAS HEATING STOVES. 

ASBESTOS FIBRE FIRE. 


Suitable for a room 11 ft. square. 



The 6ro gnnrtjl 
turns down for toiast- 
ing, grilliug, or to 
support a small 
kettle. Gas supply 
(from either side, as 
ordored), J in. 

Sir.e, 15 in. wide, 
12$ in. high on.. 10/6 
Best enamel 19/ 


No. 1730 w. 


WITH INCANDESCENT IRON OR ASBESTOS FIRE. 
Suitable for a room 14 ft. square. 



Sir.e, 141 in. high, 13 
in. wide, 4 in. back to 
front. Requires a good 
flue and j in. clear boro 
gits pipe ... cu. 13/ 

Ornamental fender, 
to raise this pattern 
3 in. higher, 3/6 ea. 


No. 1737 w. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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Pattern K, with fender and trivet. 


17$ in. high, 
to front. 

rooms about 14 foot 
square. 

ball incandescent 
or asbestos fire, with¬ 
out tils fender and trivet, 
ordinary finish ... 
fonder, 8 in. high, 
engraved 

Tile fender, 6 in. high 

Nickel- [dated trivet shelf, 

2 / extra. 


21 / 


GAS HEAT IN 
INCANDESCENT 



No. 1739 wr. 

for rooms about 14 ft. 
by 11 ft. 

patent ball, incandescent 
iron or asbestos fibre fire, 
in ordinary finish, without 
tile fonder and trivet ea. 24/ 
tiling burner on top, 17/6 extra. 


, 3 in. high 


7/ 

10 / 


K N, vviih fonder and 


Niokel-plated trivet shelf, 2/ extra. 
Swing trivet burner, 13/ extra. 
Si*- - over all. without fender, 
i-J in. high X 16 in. -.vide x 6 in. 
deep. 

Elat kettle, copper, 3/6; tin, 
1/6 oa. 

Pan to fit top opening for warm¬ 
ing food, <tc., tiii, 2/6; copper, 3/6 ea. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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GAS HEATING STOVES. 
INCANDESCENT FIRES-. 



No. 1740 »'• 


Size, 27 in. high, 22 in. wide, 6 } in. back to front. Requires a good 
flue and $ in. clear bore gas pipe. Suited for drawing-rooms up to 
16 ft. square. 

With incandescent iron or asbestos fire, without trivet 

shelf, in ordinary finish. etl - U } 

Nickel-plated trivet shelf, 2/ extra.. 


No- 1741 tr.-As above, but size 20* in. high, 18$ in- 'vide. 5 in. hack 
to front. Requires n good Hue and $ in. clear bore gas pipo. 
Suited for drawing-rooms up to ft. square. 

With incandescent iron or asbostps fire, without trivet 

shelf, in ordinary finish. ca - 4 J 

Niokol-plutod trivet sholf, 2/ extra. 

Tile fonder to raise No. 174 , .W. 3 iu. highor ca - ^5 jq q 


ROCHESTER ROW. WESTMINSTER. S.W. 
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THE “CRITERION” 

INCANDESCENT ASBESTOS GAS FIRE. 



No. 1742w. 


Thix handsomo stove is mado on the most approved principle 
throughout. 1 L has an exceedingly largo firo surface, vhich is maae 01 
fire-brick, covered with the finest asbestos fibre. J he burner forms a 
solid sheet of flame, which, playing over the surface of the ^-bnck has 
a brilliant effect, and radiates an intense heat. It » » 
moveable trivet for boiling, Ac. The body of stove being made entirely 
of fine cast iron is very durable. Every part is interchangeable, uaa 
supply on either Hide as ordered. 

10 in. high by 16 in. wide . ea. 18/ 


No. 1743w.—KrmES suitable for these stovos ... 4/ 


ROCHESTER ROW, WESTMINSTER. S.W. 
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INCANDESCENT ASBESTOS GAS FIRES. 



THE “ X L." 


ThiB la a handsome, 
cheap and efficient 
stove, made of cast 
iron, and fitted with a 
patent buruor arranged 
so as gas Hupply can bo 
•fixed on either sido. It 
lias a very largo surface 
and radiates a groat 
amount of heat. The 
top is flat and can be 
nsod tor boiler if re¬ 
quired. 

Size, 15 in. high 
by 13 in. wido, 
ea. ... ... 10/6 



No. 1746 w. 


THE ‘'ZENITH." 

This stove is one of the cheapest 
and most ofticiout stoves yet intro¬ 
duced. The burner forms a solid 
flame, which heats a fireclay back, 
covered with the finest asbestos 
fibre. The abestos is protected by 
an ornamontal brass grille, which 
is constructed to lot down and form 
a trivet, upon which a kettle can 
bo boiled. 


Black, 12 in. wide by 12 in. high 

Bright and block ditto. 

Blacki 13 in. wide by 13 in. high 
Bright and black ditto. 


. 10/6 
13/6 
14/ 
17/0 


NO. 1746 w. 

Kettles suitable for those stovos, small, 3/; largo, 4/ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ASBESTOS GAS FIRES. 



No. 174-8 v. IS It lc, 10 i n. deop, with fael, eft. £1 18 0 


ROCHESTER ROW, WESTMINSTER, SW. 
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ASBESTOS GAS FIRE S. 



No. 1749 tv. 

Height, 23.1 in. 
Width at base, 
161 in. 

Width of fire, 

10 in. 

Black-loaded, with 
fuel, ea. £2 10. 0 
Enamelled, with 
fuel, en. £3 5 0 



No. 1750 IV.—154 in. high, 1.0 in. tfide, 81 in. deep, with fuel. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No. 1752 w. 

•‘EXCELSIOR” 
GAS FIRE. 

For sitting-rooms, halls 
bedrooms, offices, shops and 
■warehouses. 

17 in. wido, 16 in. high, 

11 in. doop, with gnard, 

£1 1 0 


ASBESTOS 


GAS FIRE. 


Height, 21 in., width at baso, 15jf in.; width of firo, 8j in. 

Black-leaded, with fuel .*0 ^ 
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No. 1753 w 


THE “ECLIPSE” 
GAS FIRE. 


For SittiDg-rooins, halls, bedrooms, 
offices, shops and warehouses. 

With trivet, black ... c&. £0 16 0 
„ bright... „ 14 0 


ROUND ASBESTOS 
GAS FIRE. 



No. 1754 w. 


Height, 27 in., diameter, 9$ in. 
With fuel.ea. £1 10 0 


ROUND CHEERFUL 
STOVE. 



No. 1755 w. 


; Height, 17 in., dia., 7 in. ea. 10/ 
! Height,20$ in., dia., 8 „ ,. 15/ 
j Height, 27 in., dia., 91 , ,, 25/ 
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THE “ACME 11 STOVE. 
WITH MOVEABLE COPPER REFLECTOR. 



Fig. 10.—1U| it 
„ 11. 21| it 

„ 12.—Some 


ring burnor 


12i in. (loop . on. 

13 in. deep . » 

fixed copper reflector 


16 0 
6 0 


12 0 



IS in. wide, 11 in. deep, ea. 20/ 


No. 1757 w. 


No. 175S 


ROCHESTER ROW, WESTMINSTER, S.W. 
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CHEERFUL GAS STOVES. 



No. J 759 *r. 
CHEERFUL STOVE. 

Fig. 14.—12 in. high, 10 in. aide, 
8 in. (loop, 9/0 eft. 

Fig. ill.—16 in high, 13 in. wido, 
10 in. (looRr 10/ ea. 


No. 1700 w. 

FIJI, STOVE, 
n , Al’i’in.M 


1761 w. 

CHEERFUL STOVE, 

in. high, 12 in. 
deep. 57/6 e«. 

0' 2:i Tu» 


Fig. 4. 


■ in. wide. 

5 0 Cfv. 

With rtoij.i:;•. 

17 in. high, li in. 
11 ini'deep, 
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NO. 17<}2 w. 

These stovoB have ornamental tops, ami are fitted with superior 
tin pans and gridirons and with moveable copper redactors 
Fig- 13.—12 in. high, 10 in. wide, 8 in. deep, with 2 pint 

tin kettle . . ca. £0 16 0 

With copper kettle . 0 18 0 

Pig. 20.—16 in. high, 13 in wide, 10 in deep, with tin 
kettle 

With oopper kettle . 


ROCHESTER ROW. WESTMINSTER- S.W. 
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GAS COOKING STOVES. 



No. 1764 w. 


This stove is made entirely of east iron, which never wean, out like 
•heel iron, is much superior for rotniniug heat, and gives the store ft 
more solid and effective appearance 

The oven is donble-cssed in cost iron, is well ventilated and the 
draught well regulated hoth to the oven and to the rooster ItHtted 
with three improved »eftiona! burners to bot plato, one being doable, 
with two taps. 

Sire — 29 in. high, 22fr in. wide. 18 in deep. 

Hotplate, 19 in. hr 15 in. Oven, 8 in high, 13.nw.do, 10 in. deep. 

Roaster, 15 in. wide, 12 in. deep, 9 in. high 
Complete, with cooking jmn and grid, trivet, <lc. ■ ra. £t 4 0 

Interior enamelled white._ • __ 


ROCHESTER ROW. WESTMINSTER. S.W. 







































No. 1705. w 

Fitted with four bornera to -hot 
Size— Height, 3d 
Hot plate, 23 in. by 16.1 in. 

Rooster, 18J 

.Co mplete, with trivet to rest 


ring. 

12 in. deep. 


eft. £0 0 0 


No. 1766 w. 

W*ih Copper Boiler. 

Fitted with three : .irners to hot plate, ono being a double ling. 

Size—Height, 33 in.; width, 26 in.; Depth, 19 in. 

Hot plate, -! ! in by 161 in. Oven, 12 in. by 10 in. by 12 in. deep. 
Roaster, S in. by 13 in. hy 12 in. Capacity of Boiler, 21 gallons, 
Cofrplete. with tinned copper boiler, trivet to ro.'l pans on Ac., 

eii. £7 10 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No. 1767 w. 


Fig. 2. 30in* 0 high, 16in.‘"wido, 12^ in, deep. With 

two ring burners for boiling, with un-lined 3 10 0 

roaster ... .. ” 

Fig. 1. 2f>l in. high, 111 in. wide, 11m. deep. With 

' one ring burner for boiling, with tui-liued 2 7 6 

roaster . . ” % 0 

Fig. 1. With two ring burners ... . ’ " __ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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S T 0 V.E S. 

No. I7(&w, 

THE FAVOURITE. 

1 

VVilJ cook n breakfast of ton, 
hom, and eggs, with 3-ft. of 
gas, in. 20 minutes. 

8 in, high.7 in. wide, 

9 in. dcop. 

. »/ ™ 



7 in. wide, 

. deep, including 

tea kettle, en. 7/6 


deep, 
ell. 7/6 



THE FAVOURITE. 


81 in. high, S in. wide, 10 in. 
Cast front and top, including 
1 apart tea kettle ... ea. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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COOKING STOVES, 

THE DOMESTIC. 


Fig. ).—11/ in. high, 12 in. wide, 9 in. deep. 
2-qunvt tea kettle ... 

EXTRAS.—Strong 7-pint imuoop; 

Fig. 2.—141 in. wide, 11{ in. high, . .... _ 

4-pint tea kettle, 2-pint 
Fig. 3.—15 in. high, '1 inch wide, 10J 
ono ring burner for boiling ( 

Ditto, with two rings 


Including 

... on. £0 14 

i-pint ilcarrior, 2.:!. 
Including 

aucopaii, cu £1 0 

loop. With 


THE BACHELOR. 


Fig. 1. 

1!) in. high, 11 in. wide, 8 in. 
deep ... on. .01 0 0 


Fig. 2. 

high, 141 in. wide, 
iu. deep, oa. £1 10 0 

Fig. 3 

Same size ns Fig but with 
two taps mid ‘.uimont for 
•boiling ... oi. £2 0 0 


ROCHESTER ROW. WESTMINSTER, S.W. 
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Fig. 4. - 17 in. high, 141 in. wide, 101 in. dotji. Wlih out) ring burner 

fur boiling ... .ca &\ 8 0 

With two ring burn*™ for boiling .. 1 15 0 


i 

ft **•- dlnto 

4,Si ra. 

s.w. 


ROCHESTER ROW, WESTMINSTER, 
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GAS BOILING, FRYING, AND GRILLING 
STOVES. 

Will grill a Chop, Steak, or Fish, anti boil u large kettlo in u few 
minutes. This neat little atovc is 6ttcd with pan. gridiron, and lifter 
'for moving the deflector. 



\o. 1775 W. 

Ill in. in width, 9 in. in depth ••• — $#• 

Ruainulled white inside ... ••• ••• ' 



No. 1776 w. 

161 in in width, »l in. in depth ... •• 

Enamelled white inside, with double boiling stoves on top l//b 


The rail caft be had in front or behind with two taps. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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P U M P S. 

USEFUL MEMORANDA FOB WORKING PUMPS. 

Pumps will not lift water (with certainty} from a depth of moro 
tlmn 27 ft. vertically, so that vertical suction pipes must not exccod 
that length. 

Horizontal suction pipes must fall from the pump, by which means 
tho air will pass upwards. Use as fow bends as possible, and always 
avoid olbowB. 

Tho Buotion pipe of pump should not bo less than half thediamoter 
of working barrel, if less, tho pump will bo hard to work. 

Vortical dolivory pipes must not bo loss than half the diameter of 
working barrel, and an air vessel should be used when the delivery 
pipo is moro than a few feet 

A foot valve, with rose, 1 b recommended for suction pipo, this 
helping ^o work pump oaflily. 

For iron pumps not in constant nso, a lining of copper is recom¬ 
mended. 

Anti-freezing arrangement is attached to most of our iron pumps. 
After uso, lift pump handle to its full height, when tho valve is tiltod 
and tho barrel emptied. This will prevent freezing. 

All joints must bo made pcrfootly air-tight. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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Tho quantity of water dolivored por stroke by the following size 
pomps is about 

2 2^ 2\ 2} 3 3} 8^ 4 inches. 

.TV * 4 fir v i of* gallon. 

In ordoring pumps «ay which hand i>. required, viz. • Right 
Hand, Loft Hand, or Back Hand, otherwise Right Hand will always 
bo sent. 

Wo shall bo pleased to afford any farther information respecting 
pumps for working wolls of greater depth than 27 ft., upon receipt of 
full particulars, viz.: — 

1. Depth of Well 

2. Lowest level of wator to top of Well. 

3. Height above ground levol water is to bo raised. 

4. Horizontal distance from well’s month (if any). 


For particulars and prices of Pumps boo next aud following pages. 


ROCHESTER ROW. WESTMINSTER, S.W. 
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IMPROVED COLONIAL LIFT PUMPS. 

TO RAISE WATER—UP TO 27 FEET. 



fto. 1777 w. No. 1778 yr. No.'1779 w. 


No. 1777 w - Ih arranged to be fixed by Flanged Base. 

» i / /8 >v.—Is urranged to bo fixed by lugs to wall o'r plnnk. 

,, 1779 w.—T h arranged to be fixed by Bracketed Base to wall op 
plank. 

.. 1780 w.—Is Gxcd on wood plank- 

AH parts are made to gunge, atid can be replaced 
Prices, see page 633. 

ROCHESTER ROWi WESTMINISTER; S.W. 
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IMPROVED. COLONIAL LIFT PUMPS. 


Boro ot working barrol 2 2k 3 3J St <-in 

„ snetion pipe 1 J O Vi V.i VI Vi 2 in 

No. 1777 W.—With roundJ oft 7/6 g j S ©yg 10/6 11/6 13/9 17, 21/ 

„ 1778 w.—With lugs atl 7/6 g/ 6 9/6 XO/6 11/6 13/9. 17/ 21/ 

back ....J ” 

„ 1775hf •— Wi tli bracket 1 8 » 6 g/g 1 O /6 11/6 13/9 17/ 21/ 

tail... ..J ” 

„ 1780 W. — Fixed on 1 ) j.j/ 13/3 14/3 15/3 l'U' 10/3 22/6 27/ 
wood plank-J ” ' 

Brass bucket and valve, extra 2/9 3/ 3/6 4/ 4/3 4/9 5/3 7/ 

Brass or copper lining „ 2/3 2/9 .8/ 3/6 4/3 4/9 5/3 6/ 

Arranged for bob liqubr „ 3/6 4/. 4/3 4/9 5/3 5/9 6/ 7/9 

Approximate capacity, in | 1 -Jv \ 1 i & 1 ^ 

gallons per stroke ... ) 


To prevent breakage by frost, raieo the handle to ite full height, 
this opens the vnlvo and omptios the barrel ■>? pnmp. Tley 
fitted with a nnion screwed for tube, which may bo tinned and naad for 
l°ad pipe. 

ROCHESTER ROW, WESTMINSTER, S.W. 
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n. PROVED ENGLISH COLONIAL LIFT 
PUMPS. 

SUITABLE FOR WELLS UP TO 27 FEET DEEP. 


KOi.iTSI W.-— Is arranged to »,.i £jtf.d hy Round Plunged Rase 

1<H2 W. Is arranged to be fixed by Triangular Flanged Rase. 

•• 1788 w.~ id ar wngodvfifl, jgstolidUl. .il) nr plank. 

I7Kt W.~ r ai.T0.ng-d u-jth Uiv ke k od Tail to belt to wall or plank. 

„ 1.786 W. In sin .Inr -j ;•1 /Cl \v, l>ut acted with long iron 
tail pipe. 

Prices on page flAfl. 


No. 1783 »v. 


No. 1784 w. 


T. & W. FARMILOE, 


IMPROVED ENGLISH COLONIAL LIFT 
PUMPS. 

SUITABLE FOR WELLS UP TO 27 FEET DEEP 


Th. lop i. filled .» *itb U.«. bolt*. • »«* 6 ”“' J'” b 

nun when fitted -ith o~ «t, «s ia ««* taip™- 

- b. P U«a r**,>«. « b« k 1-A - «*£ * 

rcroovinjr Ibc lop .«• omoremng "“*■ M body flongo. 10 
va|vo can lx> readily examined or repaired. 

To p-oomt b^bog. b, W. r.h» *. bond!. U, «. «> 

this lijts the valves and empties pump barrel of water. 

These prop, «. «">(•» 1 Wtrf up, ond or. i sop«dor *> 

Colonial pump. 


Bor* of Working Barrel 

Boro of Suoltou Plp« 

No. 1781 w—' With mnnd baso and 
brass union ... CR - 
„ 1782 W.—With triangular banc and 
brass union ... * 11, 

„ 1788 W.—With lugs and brass 
nnion... ••• 0ll> 

„ 1784 W._With bracketed, tail and 

brass union ... ea. 
„ 1786 W.—With long iron tail and 
union to go through 
stone slab 


8/3 


Brass bucket and valve 
Bras* or copper lining 
Arranged for hot littuor 
Approximate capacity 
Htroko 


... extra 2/9 
“/ 8 

' £ „ 3/6 

t gallons per 

. iNf 


10 / 

10 / 

10 / 

10 / 


11/6 

8/6 

3/ 

4/3 


12/9 

12/9 

12/9 

12/9 

14/6 

4/3 

4/3 

5/3 


18"; 

18/6 

18/6 

18/6 


5/3 

5/3 

6 / 
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IMPROVED COTTAGE, CONSERVATORY, 
OR STABLE PUMPS. 



No. 1787 


No. 1789, w. • i5 
. I787.TV.-17 
1788 TV.— 20 in. „ 

Brass backet and vulvo 
Brian or copper lining 

Arranged for hoi, liqnpr . 

Approximate capacity in gallons per 


Bore of working barrel 
Boro of suction pipo... 
under sponl,, with brass onion ea. 


The bundles of thoso pamps may be fixed right, left, or back hand. 

To prevent breakage by frost, raise the handle to its full height, 
aid tb*i barrel will bo emptied of water. 


All parte are naado to gauge, and can bo replaced. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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IMPROVED STANDARD LIFT PUMPS. 




No. 1789 w. 


No. 1790 w. 


No. 1791 tv. 


nor* of work Ills barrel 
Boro of *001100 pipe U 
Nq. 1780 W.—80 in. under npout, 

for iron tnbo or flingo pipe, eft. 38/ 

So. 1700 w.- 5 ft. high, 3 ft. 
under »pou(. ... .» 

No. 1701 >T. -r. fU 8 in. high, 3 ft. 
nmlor »pout, with noxzlo for 

... 80 

llutra per foot OTOeoding 3 ft. 
undor spout 

,, brass or copper lining ... “ 

„ brass bucket and volvo ... 4/6 

,, wrought iron hnndlo ■ 

Those pumps can be had right, loft, or bock hand. 

Nos. 1790 w and 1791 W have vibrating utandurds wbioh renders thorn 


8 

31 



s 

6 ir. 

If 

30/ 

1 

40/0 

SI 

46/6 

- 

- 

- 

45/0 

30/0 

67/3 

70/ 

89/3 

123/ 

92/6 

97/9 

103/ 

181/3 

149 

- 

3/ 

3/6 

3/0. 

4/6 

6/ 

8/ 

6/ft 

7/6 

9/6 

12/6 

— 

— 

6/0 

8/6 

10/ 

12/ 

15/ 

28/ 

4/3 

4/8 

4/3 

4/8 

4/3 
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A N T I - F REELING P U M P. 



ANTI-FREEZING PUMP. 

. (New dosign.) 
Thcsnctiou'ah'owstho position 
of the vnlvos when tbo handle 
is raised to its full height to 
lowor the-bucket on to tappit, 
which lifts tho bottom valvo 
and simultaneously opens tho 
bucket valve, thus emptying 
tho barrel of pump and sue- 
tion pipes, and preventing 
same from bursting in frosty 
weather. 

This arrangement is much 
superior to pnmps with tip¬ 
ping valves or taps, it is very 
simplo and efficient; and not 
liable to got out of ordor. 
Wo can recommend this 
pump with tho greatest 
confidence. The barrel is 
inches boro, and 3 feet 
high under spout, fitted with 
tail pipe suitable for east iron 
flanged suction, or tapped 
for wrought iron pipe. 


No. 1792 w. Section. 


Price £2' 17 6 ea. 

If with wrought iron handle, 9/6 extra. 

Copper linings, brass backets and black, extra. 

ROCHESTER ROW, WESTMINSTER. S.W. 
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IMPROVED COTTAGE, CONSERVATORY OR 
STABLE PUMPS. 

SUITABLE FOR WELLS NOT EXCEEDING 27 FEET DEEP, 
COPPER LINED 


To provent broakugo by front iaij 0 th 0 bnudlo 
to it# full height after uno. 

All port* made to gnngo and con bo 


Boro or working barrnl 
Horn nf ouotion pipe 

No. 17i>* w -27 in. high, 15 in. nndur npont. 
No. 171H5 w. -With boor mochino hnndlo nnd 
bracketed tail 

No. 17!)7 w. ■ Ua pitch pino plank 
Exvra for brran buokot and valve 
.Do. fitted for hot liquor 


ROCHESTER ROW, WESTMINSTER, 
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MOUNTED COLONIAL PUMPS. 



No. 1798 w. No. 1705) w. 


Bora of working barrel ... 2 , 2$ 

Boro Of BUCtion . ’ * 

No. 1798 w.—Column pump — — 
No. 179S)w.— i. 15 / — 

No. 1800 W— Tripod pump.— — 



No. 1800 w. 


21 2J 3 4ln -. 

X* If U Jt Uor.2 2 „ 

23/3 26/6 — — — — ea. 

18 / — 22/6 — 38/6 — 

16/3 - 19/3 - 20/3 - „ 


Nos. 1798 w Sc 1799 W nro 3 ft. under Bpout. 

SnclionH^cxln. ... 1/8 W V HU-**** 

■ Ditto ... 1/11 8/8 2/» 8 •• » 


Era.sabuokctnndvftlve,«xtr» 2/8 3/ 3/6 iI -1/3 8 J 8,1 7/ ' 

Br&sn op oopp»rliping 2/3 2/8 3/ 3/6 1.3 4/9.6/3 6/ 

Fitted for hot liquor 3/6 .4/ IP 1/8 5/3 6/9 6/ 7/9 

Approx, capacity, in gallons, , , 

.per stroke tV t\) ^ ' o 


ROCHESTER ROW. WESTMINSTER, S.W. 
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IMPROVED COTTAGE LIFT PUMPS. 
SUITABLE FOR WELLS NOT . EXCEEDING 27 FEET DEEP. 



No. 1801 w. No. 1805 w. No. 1806 w. 


Worn of working barrel . .. 2 

Boro of ■notion pipe ... ... j 

No. 1801 \y .— Mi in. high, reversible 

cap ftiul handle ... 13/0 

No. 1802 if.—IC in, high, ditto ... ~ 

No: 1803 IV.—21 in. „ ditto ... _ 

No. 1804 W.—30 in. „ IS in. under 

»pcut, reversible handle - 
No. 1805 W.-36 in. high, 24 in. ditto 

No. 1806 vr.— 42 iu. „ 80 in. ditto — 

No. 1807 W.—44 in. „ 36 in. ditto — 

No. 1808 >v. —30 in. 18 in. ditto mounted 

on plank . — 

Brass bucket and valve to 3 in. pumps 
Brass or copper linings ditto. 
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PITCHER-SPOUT PUMPS. 



v> | uin ... No. 1811 "• 

No. 1809 vr. No. 1810 vr. 


Th. «bo»» pnrnp. i" dom.pd for <lrivc» Patent luhc 

Th " *" “ "‘ h “ tr “' 

«„„,d to .«1». Should W ta to,»tod to >o*>. »"• >“”* »' 
union ... b. «in-d .«r M to -'jj* 
or iron pipo- 

, o 4 44 .5 in. 

Bobe of working barrel... 2*. ' ** ^ 2 in. 

Bore of suction pipe ... I >■* * 

No. 1809 W.-With open top ... 10/3 11/6 12/G l H 15/ 

No. 1810 W.— With closed top... 10/3 11/6 12/6 14/ W h 

No. 1811 W.— With co vored spent 10/3 11/6 12/6 14/ 1 <V 

No. 1812 w.—-Enamelled inside 17/3 19/ 22/8 25/3 28/6 38/ 

No. 1813 W.—With bracket back 10/3 11/6 12/6 11/ 15 / 

No. 1814 W.— With solid brass _ ' «»/'. 

working barrel ... ... 22/3 
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IMPROVED NEW PATTERN' IRON 
COTTAGE PUMPS. 

WITH VIBRATING STANDARD?. 


tiow and improved pattern, whioh tiro always tiirht unH r. „ ij ' 
ou t Kored by any ordinary « orkman. The oliks fin’ be easily It 

° u /- \ v,tl 'P n< tronbl °- The tail-pieced Tve of 
hiasH. and aro made to suit lend or iron pipe, as required. There is no 
danger of the bucket-rod. becoming bont or worn. The barrel may bo 
ronmved for repairs without interfering with the tail-piS^r Siort 
° VOrlS B °. arra " ged that !t aii/po'S 

No. 1815 w—Lift pump ... 

<• 1816 tv—Lift pump, on plapk.. 

” iQjo w ~Forco pump, with nnion forhoso ... 
t, IoJ8w—Lift and force pump, on plank, with 

air vcsHol, Ac. 

■> 1810 w—Ditto, without plank 

T> EXTRAS. 

LJarrels linod with coppor ... 

Brackets for fixing No. 1815 w "or No! 1817 w 

pumps to planks . 

Brass buckets 


43/6 

50/ 


56 9 
53/ 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARM1LOE. 



CAST IRON JACK 
PUMPS. 

NO. 1820 w. - Cast iron 
• nek pump. 3 t'i. under spout, 
fined' with brass biiokots and 
val ccs, and door for access to 
valve, and strong 
iron handle, suitable 
wrought iron or flanged cast 
iron suction pipe. 



*0 182> 

M>. 1833 w 


Lead jack pumps 
Handles 


21 3 3.j 

1-3/6. 18/ • 25/ 

3/ \ 4/t» .6/ 

*0. 1K'»4 w -Dittowitl. brass bearings 3/3 9/9 H ,(l " 

No. 182 . *. -pitw lor *« 4 eo bidet. « -/ 

Pool Hoods and )»•«; L “ 4 .P* ;V ’' 
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WOOD SUCK KltS. 


No. 182Gw. 

No. 182G w. —Mftdo froiri barrel, bended head, 
with straight or bent nozzle, 2 ft. 9 in. 

under Hpont . 

No. 1827 W.—Ditto with flange, 9x7 in. at 

' . . 22/ 2:./ 27/6 :iOf 

No. 1828 w.—Cnet lend bent nozzles for 2| in..and 3in. pumps, 2/6 ea. 


Per doz. 2 2i 3 Hi 


No. 1829 w. Wood buckets ... 3/ 3/(5 4/6 :./!) 8/3 11/3 

No. 1830 W. VVood Huckera ... /9 1/3 1/6 2/ 2/3 3/ :,/ 

No. 1831 W. Woodbueketfl.leatlid. 11/ 13/ 15/ 16-' 22/ 28/. 3( 
N(). 1832 W. Wood suckci-K, leathd. 3/ 3/6 .V 6/ 8/ j" 

No 1833 W Barge buckets ... 3/ 3/6 4/6 5 :> 8.'! II 

No. 1831 w Unrgo suckers ... ,9 1,3 1,(5 2 2 5 3 

NO. 1835 W Wedge buckets . 3 9 16 (I 10 

Barge buckets und suckers, leathered, same pi ice as No 
Noti —The sizes given for bucket.* and suckers arc 

w lu/a not lonl Ilia oil nivusiliv iilmiit t'mlf 

ROCHESTER ROW, WESTMINSTER, S.W. 


No. 
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IMPROVED COLONIAL LIFT AND FORCE 
PUMPS. 

For shallow wells not exceeding 27 ft. deep, with reversible handles, brass 
taction and delivery union., stuffing boxes and copper piston-rods. Tho hrsn. pumps 
in these designs aro nil brass, except the bundles, top and bottom chambers, and 
air chamber. 





Ko». 1830 VT & 1887 w. No*. 16Mir k 1831) w. No*. 1840W * 1841 w. 

fcoro of working barrel ... 2 

boro of suction ami delivery pipo 1 

'•ength of ftioko . 0 

No. IRSOw.— Iron pump with Fig.O 
bri.ss union ••• 26/8 

No. 1887 w.—Brass pnmp with 

bras, union ... 68/6 

Nn. 1888 W.—Iron pump with 
air renvoi ikiul outlet 

for draw-off. 28/0 

*0. 1888 if.— Brass ditto ... 66/0 
No. 1840n.—Iron pump with 

draw-off eook for hose 83/ 

No. 1841 W.-Brmas ditto ... 63/ 

bra*, backet and valve, extra 8/8 

®r»si or copper lining, for iron 

pumps . extra 8/6 

fitted for hot liquor i.. „ */ 

Nos. 188(1 W. & 1817 w. pumps o».. ™ . 1HJ , w 

1*88* * 1K8»W, or with air vessel and cock, as Nos 1840ir & mi W, 
‘boro prices. 

No*. 1830 it & 18S9 w, with logs at baok, same prioes. 


21 

• 21 

2'i 

a 

8 .U 

4 In. 

x 

H 

n 

U 

lT^2 

2 

0 

C 

<1 

7 

71 

71.. 



3 


6 


27/6 

30/ 

31/6 

34/9 

•11/ 

66/1) oft. 

66/8 

06/3 

88/3 

100/0 

119/9 

146/ „ 

80/8 

34/0 

87/9 

41/ 

60/6 

68/ „ 

66/8 

69/3 

01/6 

104/ 

121/3 

167/6 „ 

86/6 

80/0 

4t/6 

46/0 

68/9 

06/3 „ 

71/ 

74/ 

100/0 

110/8 

120/3 

166/6 „ 

3/0 

4/3 

4/0 

6/6 

0/0 

8/8 „ 

8 / 

3/6 

4/ 

4,9 

6/9 

0/0 ,. 

6/8 

6/6 

8/ 

9/0 

11/ 

12/6 „ 

can bo 

had 

with i 

an air 

vessel 

ns No*. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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IMPROVED VIBRATING STANDARD LIFT 
AND FORCE PUMPS. 


ThcBO pumps may be had with the handle at tho right, left or back 
of the spout, without extra charge. 



No. 1842 ir. No. 1843 w. No. 1844 w. 


NO. 1842 W. —Strong standard lift and foreo pumps, for yards, Ac., tho 
side outlet and tail are (lunged for cast min pipe, or when so 
ordered, can be screwed for tubo. 

No. 1843 W. _Is provided with iron cock, with brass plug, in addition 

to tho side outlet. 

No. 1844 w. -Is fitted with a strong three-way cock, with brass plug 
to which rising main rpay bo connoetcd. 


Bore of working barrel 24 3 4 44 R in. 

Boro of suction pipo ... li 2 2 2 2} 3 ,i 


Boro of suction pipo ... 


2 

2 

2 

2 $ 

3 ,j 

No. 1842 w.- 5 ft. 3 in. 
hitrh. 36 in. under 

spout ... ' ... 

78/9 

84/ 

89/3 

94/6 

120/9 

137/6 ea. 

No. 1843 >v. -Ditto ... 

92,6 

98/0 107/ 

118/fl 

147/ 

183/9 „ 

No. 1844 tv.—Ditto ... 

98/9 

107/ 

117/9 

12-4/ 

160/ 

199/6 „ 

Extra per foot exceeding 

3 ft. under spout ... 

— 

3/ 

3,3 

8/6 

3/9 

4/3 ,, 

,, brass or copper 
, lining .. 

5/9 

«/9 

8 / 

10 / 

13/ 

_ ,' 

„ brass bucket and 
valvo. 

4/9 

6/9 

9/ 

10/6 

12/9 

15/9 „ 

„ wrought iron handles 4/6 

4/6 

4/6 

4/6 

4/6 

4/6 „ 

The average length of stroke of those pumps 

is 7.} in 



ROCHESTER ROW, WESTMINSTER, S-W. 
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Xo. 1848 w-IRON LIFT AND FORCE TUMPS. 
Unrrol lined with Copper, end Union*. 

21 3 31 1 in. 


Extra* to Iron Pears. 

2 21 3 31 tin. 
Bra** Bucket* and Valrc*. r*. 4/6 6/6 7/0 0 0 li/- 
Arranged tor llol Liquor, .,'*'8 6/0 0/0 7/0 0/0 


Xu. 1846 w. 

When ordering Hale Right or Left hand; if not mentiono-'. Right 1 
always be aout. 


1 will 


SUPERIOR BRASS AND IRON LIFT AND 
FORCE PUMPS, ON PLANKS, 


WITH WROUGHT IRON HANDLES, SLINGS AND GUIDES. 


Xo. 1846 W .-BEST QUALITY, ON OAK 
PLANKS. 


No. 184(5 W -SECOND QUALITY, ON OAK 
PLANKS. 

of Barrel ... 2 21 3 81 4 in. 

„ Suction ... 1 11 11 2 2 „ 

For Lead .. ea 58/0 08/0 70/6 04/ 100/0 


Boro of Barrel ... 2 21 3 31 

Suction ... 1 11 11 2 

Lead ... ea. 60/ 91/ 106/ 120/ 

Screwed for Iron „ 73/ 04/ 100/ 184/ 


171/ 

180/ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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SUPERIOR BRASS AND IRON LIFT AND 
FORCE PUMPS, ON PLANKS, 

WITH WROUGHT IRON HANDLES, SLINGS AND GUIDES, 
COPPER AIR VESSELS AND DRAW-OFF COCK. 


N«. 18-i!)«r.—BEST QUALITY, OAK 
PLANKS. 

Boro of Barrel 2 21 8 3) 4 in. 

,, Suction 1 11 H 2 2 ,, 

eft. 97/8 118/ 128/9 151/3 178/3 



No. 1850 W.— SBCON1) QUALITY, OAK 
PLANKS. 

Boro of Borre! 2 21 3 3.1 4 in. 

„ Suction 1 ll 112 2 ,. 

ea. 81/ 03/ 108/ 120/ 11(1/ 


No. 18r*l>7.-inoN LIFT AND KOBCK 

’ PUMP. 

Barrel lined with Copper, and Union* and 
Air Iron Voi*ul. 

Boroof Barrol 3 21 8 '3} 4 in. 

„ Suction 1 11 11 3 3 „ 

(>». 57/8 05/3 73/0 85/9 M/ll 


Kxtaam to Iion Pumm. 

.Drnmi Bucket and 

Valve ... e». 4/0 5/9 7/5 9/« .11/ 

Arranged for Ilol 

Liquor... on. 4 /C 5/0 6/6 7/6 9/6 

No, 1849 w. 

When ordering atate Bight or Loft hand ; if not mentioned, Bight hand will 
elwny* bo flan! 


ROCHESTER ROW, WESTMINSTER, S.W. 



T. & W. FARMILOE. 

LIFT AND FORCE PUMPS, 

ON PLANKS. 


ROCHESTER ROW. WESTMINSTER, S.W. 


No. 1852 


!)<> 100/ 122/ 
76/ 93/ 108/ 

barrel, with delivery 


Bure of linrrol . ... 

„ amtlorv . 

• llntnry Lift A I'/,rue Piimp, lira** Karri:I, on. 

HiUc. with iron bri'rel, lined with copper,. 

No. 1853wr.— I. .tin Htrong lift mu] force pomp, with cum it 
n .xtlo autl nir veto,.,I, mid door to get at vuivno. 

. ar, 'is o’ X7 2 "o or. 

Copper lining,,C0| | i>r rod, And bra** buokot... O 8 0 0.10 9 exlni. 

Thir m tin- npwt mill'initial pump of i'e claw mu/Ju. anil is epeclnlly adapted for 
well* of 30 tn 43 fL docp, witli th- barrel placed in tin; well. 

For convenience of parking, '.ho burrel, iir vowel, Ac., .ire aoiit amiwod to plnnlt. 
but the rod ie not connected. 























T. & W. FAR MILO E, 


IMPHOY ED 

VIBRATING STANDARD LIFT AND 
FORCE PUMPS, ON PLANKS, BRASS BARRELS, 

AND IRON LIFT AND FORGE PUMPS, 




No. 1864 w. 

Boro of lmrrol . 

„ auotiou pipe . 

No. 1854 W.--Extra Strong quality vibra¬ 
ting standard pump ... oa - 

No, 1855 W.— Spooiivl quality do.... 

N'O. 1856'W.—Sccondit „ ,1 ... » • 

No. 1857 W. — Vibrating standard brass 
lift and force pump, with iron suction 
and delivery, iron air vessel, and 
brans draw-off oook . • oa. 60/ 67,6 — 

NO. 1858 w. — Cft«< iron lift and force 
pump, on oak plank, fitted with brans 
draw-off' and cap on spout, -wrought, 
iivn handle, L. .ims hushed ... fa. - 74/b' 87/ 


113/ 159/ 


Extras to'Iron Pump. 


Brass or copper lining 
Brass bucket and valve 


ROCHESTER ROW. WESTMINSTER, S.W. 
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WARD'S PATENT SINGLE AND DOUBLE¬ 
ACTING FORCE PUMPS AND COMBINED 
PUMP AND AIR VESSEL. 


ADVANTAGES. 

Ward’s Single-Acting Force Pumps and combined Air Vessel 
dispense with the usual buoket rod staffing box, thus reducing friction. 
Each pump has an air vessel in the body casting. The handle is a 
lever of 2nd order; the suction taking plane in the up-stt-okc and the 
delivery in the down-stroke, thus dividing the power required and 
greatly reducing the labour in working the purnp. 



No. 1850w.—Single-acting Force Pump on base 2J. J 3J in. 

with combined air vossel ... oa. ‘-V J ' u r 

No. I860 w.~- Ditto on plank . 25/9 29 -' 9 37,/!) 

NO. 1861W,—Ditto on long plank and handle, and 

fitted with cock .. «*• 4 °T> «/ 6 °/ 


No. 1868 W.—Ditto on long gnide rod and plank „ 40/6 44/6 o9,6 

Draw-off cock with brnss plug . oxtl ' A '' 6 


ROCHESTER ROW, WESTMINSTER, S.W. 
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WARD'S PATENT PUMPS. 




No. 1863 W.—Single-Acting Force Pomp, fitted 
with Jong upright lever handle, 
fitted on strong wooden stand; 
spooially adapted for sliips’ deck 2$ 3 3^ in. 

pimp . on. 45/ 52/6 60/ 

No. 1804 W.—Itf similar to No. 1863 W, but is fitted on 
nn improved portable barrow, with 

wrought iron handlos. The pump i/i 
fitted with suction und del ivory hose. 2$ 3 in. 

Hose pipe and strainer at an extra cost ea. 75/ 90/ 


Tho valves r.*e easily ae.cooaiblo through door shown iu cugvuving. 


ROCHESTER ROW, WESTMINSTER. S.W. 


T. & W. FARMiLOF 
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W A R D’S P A T E N T P U M P S. 



No. 1865 w. No. 1866 w. No, 1867 w. No. 1868 w. 


Boro of working burro! . 

21 

3 

3} 

•tin. 

„ suction and delivery 

1 } 

\\ 

2 

2 

No. 1865w.--Single deling pump, on base. 

with rotary motion and corn- 

Lined air vessel ... eu. 

56 9 

71/ 


103/ 

No. I860 w.—Ditto, on plank ... ,. 

60/!) 

75/6 

“ 

110 / 

No. 1867 IV. -Ditto, oii plank, with front 

rotary motion and guide 

67/6 

-l 9 

99/6 

~ 

No. 1868 tv. —Ditto, with side rotary motion .. 

61/9 

96/ 

113/9 

~ 

Draw-olT rock with brass plug, ostra 

6/6 

7/0 

v9 



ROCHESTER ROW. WESTMINSTER, S \V. 
















T. & W. FARMILOE. 


W A R D’S P A T E N T P U M P S. 



46/ 57/ . 67/6 ou. 


N«. 1871 W. • -Ditto, with-side motion, on plan 

Nos. 1869 w, 1870w, 1871 w.—If fiW«d with b 


18/ 

If all brass pump „ 30/ 60/ 

! f fitted with draw¬ 
off oock, ms Ira 6/6 7/6 8/9 „ 

.• 6/ 7/6 9/ „ 


Rochester row. Westminster, s.w. 


it. 
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WARD’S PATENT .PUMPS. 



•=SfS*s s * 





ROCHESTER ROW, 


S.W. 






















Doublo-aoli 
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FITTINGS AND CONNECTIONS FOR 
LIFT PUMPS. 










sss. 


iJssjse 






1806 ; 


ROCHESTER WOW. WESTMINSTER-, S.W 


T. & W. FARMILOE, 


IMPROVED COLONIAL LIFT AND 
PUMPS. 


FORCE 




Bore of miction nj 
On wood barrow 


On. 126/3 *139/9 J® 


20*1/6 244/9’ 


ROCHESTER ROW, WESTMINSTER. S.W. 


No. 1875 tv. 

Iron Lift and Force Pomp, on wood barrow, with 3 foot of 1 inch 
delivorjr hose, and 6 Toot of 1J- inch auction ho 60 , strainer, brass 
hose pipe and spreader. 

Bore of working barrel ... ... 2| 3 in. 

Born of miction itud delivery pipe If II in. 

No. 1875 TV.—On wood barrow . ou. 72/6 83/6 

No. 1876 W.—On iron barrow ... .. 91/6 102/C 
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IMPROVED STRONG DEEP WELL LIFT PUMPS 
AND DEEP WELL LIFT 
AND FORCE PUMPS. 

No. 1S98 w in a slicing Deep Well Lift Pump. 

Tlie top tree is fitted with wrought iron 
handle weighted to balance rods. Th6 rods. 
are of wrought iron with joggled joints 
and brass sloeves. The working barrol is 
truly bored. Tho rising main pipes are 
J in. diameter larger than the bucket to 
allow its being withdrawn frorp surface. 

All necessary flanged suction and de- 
livery pipes with joints. Holts and nuts 
arid cast iron strainer arc supplied Com¬ 
plete for well 30 ft. to surface at prices as 
under. 

No.. 180!) W is similar in all respects to No. 

1898 w, except that it' is fitted with 
. vibrating straps and long handle os 
No. IfXXkw. 

No. 1900W is similar, in all respects as No.. 

1898 w, but lies « stuffing-box head, 
vibrating straps, and long handle. It 
has a flanged branch just below surfacd, 
and a. brass cap on spont. When it is 
desired to force nioro than a fow feot a 
cock with brass ping ii.stond of cap is 
recommended. 




Oiumoter ot boro of working barrel . 

No. 1898 w.—For well 80 ft. to mirfaeo en. 
No. 1899 W.—A* No. 1898 w, but wilb ribrat- ' 
lag ttrnpj tt» No. lOOOw; complete 
for well 30 ft. to .orfaou ea.. 

No. 1900 W --For well HO ft. to surface . „ 

No. 1991 W—A« No. 1000 w, with oook and 

brass plug . ••• 

Nob. 1898 w to 1901 w.—Exoeeding ao ft. to 

surface, extra por foot . 

Ooppor linings .extra 

Brass backet* and valves 
Door* for acceas to valve* „ 


3 

3* 

No. 

4 

1900 w. 

•11 iu. 

2b 

8 

81 


108/6 

116/8 

1C3/9 

161/8 

| 108/9 

123/6 • 

142/a 

lfll/8 

mi 

176/0 

195/8 

217/ 

178/6 

186/6 

205/ 

286/ 

2/6 

8/ 

8/fl 

3/9 

6/ . 

7/ 

' 8/3 

10/6 

6/ 

7/ 

9/3 

11/ 

10/6 

12/6 

13/ 

16/9 


ROCHESTER ROW, WESTMINSTER. S.W. 


T. & W. FARMILOE, 


SUPERIOR SINGLE BARREL DEEP WELL' 
PUMPS, ON SQUARE TAILS. 



Boro of working barrel 
Boro of auction and delivery 


No. 1002 w.—Sir mg brans pump, 
for load, boat ea. 


2 

21 

3 

31 

4.I., 

1 

n 

li 


2in/ 

45/0 

62/6 

60/0 

82/0 

110/6 

48; 

66/ 

64/ 

88/ 

126/ 

37/6 

,48/ 

68/ 

70/6 

63/ 

26/ 

29/3 

8 V; 3 

46/0 

56,0 

<10/ 

41/8 

4-1/3' 

47/3 

47 / 3 , 


22/3 

22/3 

28/ 

26/ ' 


EXTRA STRONG FULL-WAY DEEP WELL 
PUMPS. 



These pump* *vO ao arranged, that by removing the doer, 
tho clack* c m placed without taking tho pump to piece.. 


ROCHESTER ROW, WESTMINSTER, S.W. 


■dun metal, with 


1000 


21 

3 

31 

4 it*.. 

H . 

H 

2 

a 

101/6 

129/0 

146/6 

191/6 

65/ 

107/ 

j2.y 

159 

G/3 

6/3 

' 10/ 

10 

21/0 

21/9 

811/6' 

39 M 

66/6 

84/0 

102/ 

137/ 

22/3 

22/3 

28/ 

28/ 














T. & W. FARMILOE. 



SUPERIOR DOUBLE BARREL 
DEEP WELL PUMPS. 

CAST iron flange pipe. 



ROCHESTER ROW, WESTMINSTER, S.W. 


»s i J 


T. & W. FARMILOE. 



EXTRA STRONG GUN METAL FULL-WAY 
TREBLE BARREL DEEP WELL PUMPS. 



ROCHESTER ROW, WESTMINSTER, S.W- 
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IMPROVED 
WROUGHT IRON 
PUMP HANDLES. 

No. li>21 w. 

Is a sot of our improved wrought , 
iron work, with weighted handle, 
rnonnte^on strong plunk, to work 
right or loft hand. ‘ 

No. 11)22 w. 

Is a set of wrought iron work, 
with weighted handle, arranged 
to work through, strong plank. 


Nos. 11)21 W «fc 1922 Yi. may he 

had with sirong cast, iron fret, n't 
extra as below. 



No. 1921 w. BEST QUALITY. No 11)22 w. 

Handle* wrlghti-d In hnliiiiro null fm-wolli up to SO 60 70' 100 ft. 

No. 1921 w.—As engraving and description 69 ' 02/ 64/9 70/6 

No, 1922 w.~ ..Vs engraving and description 47/0 51/ 4/ • 59/ 

SECOND QUALITY. 

No. 192 2 w.—Ah engraving and description 37/6 42/9 ._ 

S«ookh«. 

No. l924: tr.— As engraving and description 33/ 36/9 — — 

. . KXTJtA. 

Strong cast iron font fitted to above . 21/ 21/ 21/ 21/ 


ttod to above 21/ 21 j 21/ 

ROCHESTER ROW, WESTMINSTER, SW. 
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26 W. Handle-mounted on plank. with 8 font rf h»ri».. «Uafti« K . v 

lovers »t ends, plnmmcr Works nnu j.is. ^ R 

Pricfi! complete-. n 2 3 

for addition'll length of shaft. extra per "«ii - j_ 


ahilrangemfn-ts 

FOR 

DEEP WELL 
PC M PS 


Prior, com,.Vie- tt 12 " 

iom |S|h - 

ml only i 1 0 

Not* .T'lonuit Iron jktIon- 
, a l isuuitvl t<’>-1«■>v plank 


ROCHESTER ROW, WESTM1NS TE% S.W. 




























tw Double 

No. 1920 w. Not geared, 

jcio p 3 

Additional haudlo, 15/0 oxtra. 


ROCHESTER ROW, WESTMINSTER, S.W. 


ROGERS' PATENT PUMP 

with PARALLEL MOTION-. 


T. & W. FARMILOE, 
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ROGERS' PATENT FRAME FOR DOUBLE 
BARREL PUMP. 



With parallel motion, with 
wheel gearing—2 to V„. alno 3 
to 1- -which by a Bimpleari ahge- 
ment cithergear may be thrown 
into notion aa required. 




1933 w. 

I SUmngr and cheap working 
Single woll frame, geared 2, 3 j ftrn u,gemint, not geared, for 
Jr 3$ to 1, working very steadily s j nff !<. pump, 
and easily, 15 0 


ROCHESTER ROW, WESTMINSTER, S.W 





















STRONG GOTHIC 
CAST IRON WELL 
ENGINE ERA ME. 

Wit)i wrought iron crude 
0 In. atrokn, in tuning gun 
nieUil brurimjn, in gun mvtul 
coupling*. with 4 ft. fly-wheel, 
cauntorbnUnce weight, wro'i 
iron luvtir nml handle, wiili 
wooden grip and brass ferrule, 
complete. 

No. 1985 tv. 

With ninulv.throw 
e'rsuic ... to. £11 r» 0 
With doublo-throw 
wrought iron 
crunk ... on. 13 10 0 
Batra hnmllo „ 0 17 0 

Fuat ,v Idom pulleys 
in pluco ot hnmllo 2 6 0 
GOTHIC FRAME, GEARED. 


.2 r, 


'T. & W. FARMILOE, 


STRONG FRAME, WITH GEARING 
FOR POWER. 



No. 11)37 w. 


11U* JLVOI n. 

A strong, geared pump-motion frumo, arranged to work double 
barrel dcop well pumps from power, fixed on very strong cast iron 
frame. The double wrought iron cranks and countershaft ai-e supported 
by four pedestals with gun metal bearings. . 

The fastand loqse pulleys are 12 in. diameter, unless ordered other- 
■vviso. A special pulley, grooved (as per dotted lines) for wire rope, ift 
supplied instead, when desired, without extra chargo. 

No. 1037 w.—Complete as abovo. ^1^ I f 0 


STRONG HORSE GEARS. 


FOR DOUBLE BARREL DEEP WELL PUMPS. 



A horse gear, suiw*ue- 

The gearwheels are filled in cast iron frame. Tho wroughtiron 

double crank is fitted with wrought ^n connccting rod slmgs and 

guides, each with ^un metal marine head. Tho plummet 
gun motel hearings. 

No. 1938 W.-With- pole fitted with whipplo-tree ft,ld £J[ . ^ , 

guiding rod for ono horse. . 19 H f * 

NO. 1989 W.—Extra strong ditto 1 17 *5 

For two horses or four bollocks, extra to above _• _LJ 


ROCHESTER ROW, WESTMINSTER. S.W. 
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DEEP WELL 




Nos. 19*10 Vv. & 11)41 w. 


PUMP ARRANGEMENTS. 

Strong deep well 
Arrangement*, with 
well framed. 

Kor dingle and 
double barrel pumps, 
with door* for access 
to valvod, with all., 
riboessn ry wron ght 
iron rods, roller 
guidea, wrought iron 
(motion null delivery 
pipes, and cast iron 
Htminor, complete, 
for woUd not ear. 
ucntlinfj 30 feet to 


. Tho iron barrel 
pumpa are Iixiod with 
copper. 

I’riccn include one 
handle only, 



Nos. 19& w. & 1941) w. 


Ilnro Of working barrel 

sineW burnt) 
.. imctinn unit di 
doubts brnifli 
length of stroke ... 


No. 111*10 \T. — Single bnrrol in 

No.' raw single hurra I bi n 

pump * 

No. m«W. noiihln bmn.l in 

pnmp . 

No. UMlhv. Double borral One 


No IlldOw. i 


1.1 No. 


1941 w 


I No. f ‘lMS vv. and No. 104.1 w. 

Exceeding 30 ft. lo surface, per 

foot extra. 

Whocl gearing. B, 2|, or 3 to’ 1, 

extra ... . 

Cant iron air veiiael. «x(m ... 
Additional handle „ 


. d. I £ H. d. 

i 3 | 18 10 0 

' 0 | 10 8 0 
i 3 j 28 8 0 


3 8 
1 2 
0 If. 


ROCHESTER ROW. WESTMINSTER, 


i.;ii 

s.w 
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DEEP WELL PUMP ARRANGEMENTS. 



Nos. 1014 tv & 1016 ware strong deep woil arrungemenlx far newer fitted jvith 
double bnrrol deep well punpu, wilh door* for aoceis lo suction and rominnig 
valves, with all nocennary vrontfht Iron Well rials, roller ggidOa. wrought iron 
suction anil delivery pipes r.nd cast iron strainer, complete In dll respects, for 

Ntu 'l94dVV)947 vv are fitted with liorao or bullock gear, but in nil other respects 
' art. the same m) Nos. 19 14 w A 1945 TV. 



ROCHESTER ROW, WESTMINSTER, S.W. 












































No. 1952 w. 

Thin pnmp and fritnrn boiug portable; is vary useful for IrfigMior,-Or other 
purposes whore wator is required to bo forced. It ig donMo •acting, ..ml delivms 
6 constant stream. It is vory onf and smooth In working. Dio valvm are ot in 
simplest construotion, and not linblo to got oat of ardor: they may bo ox “" ,,ll i'^ 
removing the two bolts in the covers. The pnmp >* mounted on the frame 
in such a mannor ns to allow ready neoass to nil pans of it, ci.poc.ally tlu ’ '?J VC "; 
Tho feet of tho pump, bracket, and guide are all titled into tho frame, " 

depend entirely on tho bolts j thin makes the pump very firm in working, and onftbKB 
it to bo easily put together whon exported, os eaoh part fits into it* t° u 
frame. Tho crank and sling are of best wrought iron, and tho. 1 
moud.and pump rod of copper. Unions are sent suitable for either Iron or|oa«pipo»- 
V^ith a 2) in. pnmp. one man can deliver 300 gallons per hour toaogbtof 
45 feet. It olio forms an oxoolleot portable tiro engine whon provided with a hoe 

end lot, an it will force water ovor tpo highest building. 

The 4 in. pump is lltlod with two flywheels which balanoo the pump, ana cause 
it to work vory smoothly. 

All party arc made to gungo and can bo replaced. ^ ^ 

p.ameter of boro of working be ml . 3J 

delivery and suction pipes It ■ “ ' .. 

No. 1852 W. ... £S 11 0 £10 6 8 £1210 0 

Improved oppper uir veesol upon briws , 17 „ 2 18 2 7 8 

Additional bundle ' 


This pnmp may be fitted for power nt oxtra cost. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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IM PROVED DOUBLE-ACTING 
BRASS PUMP ON PORTABLE FRAME. 


602 T. & W. FARMILOE, 

SINGLE & DOUBLE BARREL FORCE PUMPS, 

WITH DOORS FOR ACCESS TO VALVES. 

IS rThong A shape .frames and pitted with onk iiandi.e. 


No. 1048 it. & No. 1049 w. 



.Boroof working Wrol 

Boro of ouotlun unU deilvory gf V 
hingWt BmtoI pumpn i 

Borg of Huotlon nrul iluHvory of) 
double barrel pwnpH " .* 

nr 

1 • .* • 

' ? T 

! HI 


No. 1849 it. 

Iron single bnT.Cl pump 

£ a. <1 

12 If) 8 

£ ». d. 

18 11 9 

i £ f ; *» 

ju 0 (I 

f . d 

15 14 3 

No. 1849 iv, 

Bras*. 

13 119 

14 10 3 

ir, 4 3 

10 10 0 

No. 11150 tv. 

Iron double barrel pump 

18 16 9 

20 2 3 

k‘ 4 3 

23 0 0 

No. 105 In. 

Brans „ „ „ 

20 1 0 

22 S 0 

24 13 0 

20 n 0 


Additional handle ... extrn 

0 1C 8 

duo 

| 0 16 0 

0 10 6 


Iron air vessel... ,, 

1 2 3 

1 2 3 

1 8 0 

1 8 0 


Brass bncicet and. vatvo* 
for iron pauipa, t „ 

O' 6 C 

0 0 9 

jo 8 9 

o io o 

! 

pei hurrel ) 

. Wheel gearing ., 

3 7 0 

3 7 0 

3 7 0 

n 7 o 


Fitted with fast A loo.ni 1 
pulleys for power ...>'< , 

1 4 9 

1 4 9, 

l‘" 

1 4 0 


Tile iron barrel pumps arc liped with copper. 

























Thi>i pump U similar to No. 
Diameter of working burrel 

it of section und delivery 
Wo. 1954 w— 

Improved copper air vo»He) no 
T |(po . 


ROCHESTER ROW. WESTMINSTER, S.W. 


IMPROVED DOUBLE ACTING 
BRASS PUMPS ON PORTABLE FRAME 
OR WAI>L PLATE. 


Tina pump nnd frame being pwtablu. in vory useful for irrigation or other 
purposes whore water i, ror,aired to he forced it in double actios, and delivers 
a conn-niil •trumii. It in very easy and Sinnolh in working. The valves nro of tho 
Bimp ont count ruction, and not liable to (jot oat of order; they may be oxuminod by 
simply romoving thy two bolta in tho covers. Tho pump in mounted On the frame 
'" * • n manner us to allow ready access to nit parts of it, cmpeciiilly the valve*. 

It m fixed upon light wrought angle iron frame*, wrought iron axles, and fitted 
f ,i f ' > ' l r ( '“i” 1 whcrl'], “ml east iron turn carriage, mid wrought iron drag 
hand In. Iviuh hiW it* fillml wil.h iwn iimf. IVaa <i .l. 

Diameter of working barrel 
„ of (notion mid deliver 
No. 11)511 
Improved coppor 


T. <& W. FARMILOP, 



T. & W. FARMILOE, 


FITTINGS AND CONNECTIONS 

FOR DEEP WELL PUMPS 


1955It.—CAST IRON WELD STAGES, 

With Holler Guides and supports for pipe, 
ter ... 2} 8 31 4 4* S i 

Single pump . bn. 18/0 22/fi 23/0 25/0 35/0 41,3 

Dodblo „ ... „ 27/3 29/6 35/6 37/0 47/3 63/3 

■>!/* .in in at in r.r./a ni/n 


-VERT STRONG CAST IRON ?CTMl' STAGES, 
For Supporting Pomp Barrola. 

21 3 3i 4 41 

36/0 36/6 41/3 41/3 60/ I 

41/3 41/3 60/ 60/ (16/ ' 

44/3 44/8 116/ 65/ 79/0 1 


For puropu of diameter 
For 4 ft. 0 in. Well, Single pump 
„ I, Double „ 

„ „ „ Treble „ 


67 w.-WROUGHT IRON "BEI.r. CRANK" 
MOTION FOR DEEP WELli PUMI’. 
rrought iron joints, trunnion; And two plumbter 
blocks, with gun metal hearings- 

.... e;i. 69/ ! 11 in. 0®- 71/- 


HORIZONTAL SHAFTING 

WITH PLUMMER BLO'CKS AND JOINTS. 


blocks, and 


EXTRA. 

For additional longth. 9,3 por 


ROCHESTER ROW, WESTMINSTER. S.W. 
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FITTINGS AND CONNECTIONS FOR DEEP 
WELL POMPS. 

IKON WELL RODS. 

With brass coupling and joints 
overy 12 foot. 

No. 15)59 w. 

4 $ J 1 in. 

Per foot ... /8 • /9 1/2 14/ 


BRASS C0UPL1 C 

With iron joints. 



No. 1960>V. 


BRASS COUPLINGS 
ONU.’ 

No. 1961 w. 

1- i i ! Hin 

Each... 1/2 1/3 1/9 2/4 6/6 


BRASS CLEATS FOR WELL 
RODS. 


For 8 in. nnd } in. rod 4/9 a pair 
For $ in. and 1 in. rod 5/6 ,, 

(ns shown). 


COPPER ROD 
With two brass nuts for pump. 

No. 1968 w. 

2 .24 3 3J 4in. 

Each ... 4/6 5/ 5/6 6/9 7/3 


GUN METAL PUMP SCKEWS. 

t No. 1(164 w. 

Square heads. 

J f. i l 

5/ 6/3 7/3 12/ per dcz. 


ROLLER GUIDES 



No. 1965 w. 


No. 1965 w.—Single 
No. 1966 w. Don bio 
No. 1967 w -Treble 



each. 


No. .1966 w. 


3/6 

10/9 

16/ 


1.0/9 


ROCHESTER ROW, WESTMINSTER, S.W. 
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PUMP FITTINGS AND CONNECTIONS. 


AIR VESSELS. 



No. 1968 w. No - 1969 w< 


For pumps ... 21 3 3i 4 in. 

Pipe diameter... 1} 14 -f 

No. 1968 w.—Copper straight pattern... 30/ 30/ 33/ 38/ • 

No 1969 W.— balloon ,, ... 22 /d i 

No! 1970w.—Brass straight pattern for , 27/ 

5 ::: 9 51 

w M -m ffi 

No. 1973 W.~Ditto, for dcop wells ... 45/ 50/ 60/ / . •• 



No. 1974 if. No. 1976 w. 


li U 2 in. 

NO. 1974 w—Strong coat iron, for flange pipe ea. 23/6 23/^ 29/6 
No. 19<5>V. W t^ 'vrolti’and nuts to connect to 

screwed pipe ... P« r *°t 2 / 6 3/ 0/ 

Air vessels should bo fixed in all cases whew 
rising main is. required, as a continuous flow of water is msnred. ano 
concussion in the pipe avoided. _ £ 


ROCHESTER ROW, WESTMINSTER. S.W. 
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No. 1970 w. 

Screwed for gn< barrel. 


No. 1977 w. 

For flimgo pipe. 


No. 1979 tv. 


CAST-IHON-COMBINED HOLDING-UP VALVES AND SUCTION HOSES. 


FITTINGS AND CONNECTIONS. 

FOIt DEEP WELL PUMPS. 
OAST-IHON HOLDING-UP VALVES. 


ROCHESTER ROW, WESTMINSTER, S.W. 


No. 1978 w 


No. 1978 W. - Iron junction retaining valve on. 

V ■ retaining valve, with bond ... 

No. lDoOw.—-Iron retaining valve, with door, for flange 




No. 1982 w. A 1983 w. 

Screwed for ga» barrol. 


No. 1981 w.~Iron . eo. 4/9 

Ko, 1982 w.--Tron . . 3/0 

.Vo. 198:1 u. - Braun. ... 8,9 

fio. lWW *1 . -Copper lining* for pumpi, with 2j 
eboiitder, Id ln«. long . e». 0/0 


i! 4/8 6/9 7/ 

9/0 12/ 14/3 18/8 
3 3J t 4J In. 

8,0 7/8 9,3 1 I/O 


T. & W. FARMILOE, 


PUMP FITTINGS. 



BRASS STUFFING BOX 
AND CHAMBER. 

On one flnnge, with copper screws 
for putnp. 

2i 3 3J 4 in. 
Each ... 29/ 38/9 40/3 47/3 


STUFFING BOX k FLANGE, , 
WITH LEATHER JOINTS. ’ 



No. 1986 W. 

2 21 3 3J 4 in. - 

Euob 11/3 15/ 19' 22/6 23/9 


BATH STUFFING BOX. 



No. 1987 iv. 


21 3 3* 4 4jin. 

Each 8/ 11/ 14/ 16/ 18/ 


BRASS CHAMBER ANT) 
FLANGE, 

With clack anrl screws. 



No. 1988 w. 

For pump 2 2j 3 3} 4 in. 

Each ... 8/3 11/ 13/6 16/6 20/ 


BRASS CHAMBER AND 
TAIL-PIECE, 

or HOLDING-UP VALVE. 
With clack and screws. 



No. 1989 w. 

For pump 2 2J- 3 3$ 4 in. 
Each ... 9/ 12/ 15/ 30/6 22/6 


ROCHESTER ROW, WESTMINSTER, S.W. 
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7/8 each. 


3/8 au 'li. 

ROCHESTER ROW, WESTMINSTER, S.W. 


PUMP FITTINGS. 

BRA8S TAIL-PIPE A FLANGE. 


Each 8 / 


JtKASS BUCKET, 

WitH SplNDll Valvk am> Qciltkii 
Cup, ^ok Hot uquok. 


T. & W. FARM1LOE. 
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PUMP FITTINGS. 


0.0 p leathers. 



No. 2001 n . 


3 2i 

Mo. 2001 >v. • . I* I" 

No. 2002 W.- . 2l « 

No. 2003 \Y. -Oilod Dreattod Leather Butu 


HYDRAULIC POMP LEATHERS. 



3 3J '1 +1 G 5^ c in.. 

I 1 iki 1/8 l fa 2. 2/8 3;' diich. 

2/D - 4/ 4/0 5 oj f) .8,1) „ 


peril). 3,0 


Hydraulic ram Uuthem, to ordor. 


FITTINGS FOll HOT LIQUOR PUMPS. 


QUILTED CUPS.. 



N't, 2001 iv. 

H H H 

No. 2004 iv— 

No. 200.MY.- l/ r > 1/0 I’* 


quilting. 



No. 2005iv. 


2 2) 21 a 81 4 in. 

l\,j — J/3 1/li 1/7 1/0 roc), 

1,10 1" 2/3 2/8 -- — yard, 


DOUBLE QUILTED FLANGE 
AND CLACK. 



No. 2008 w. 


Mo. 2008 w.t- ... . 

No 2007 n. • . 

Quilted cluck* and 8atiK«» of till 
No. 2008 iv.—Load olacktt 


QUILTED FLANGE AND 
• CLACKS. 



ROCHESTER ROW, WESTMINSTER, S.W. 
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DOUBLE. BARREL FORCE PUMPS. 

J'OttTABl,K FRAMING. 

Tlil* pump is specially deaigned 
he used mi a portable tiro 
«iiK<riO| ih-ignting nnd general 
purpose pump. It i» mounted on 
i strong angle-iron frame on /our 
strung cast iron wheels. It in 
aim: titled with a drug bundle 
nnd turn carriage. The valve* 
are entlijr accessible hy re¬ 
moval of door shown inVjigrnv 
log. The luvpr handle* are made ' 
in three part*. Whoii it 1.1 de¬ 
sired to throw u jot to a con- 
si, durable height, we ad rise tint 


Diameter of barrel 
Diameter of motion arid delivery ... 
No. 200!) W.—Iron barrel*, coppor lined, mt. 

No. 2010 W.—lira** burrola . 

Wrought iron lengthening 


Nos. 2000 tv 


2010 IV. 


PORTABLE DOUBLE BARREL 
SHIP’S PUMP OR PI RE 
ENGINE. 

Tiii i pump is the man u* npDroved by tho 
Government ComiUiskionur* am] adopted by 
tho Royal Navy nnd Merchant Service. It is 
motintod on wood block and lilted up in tho 
moat careful nnd aubntuuli.nl mnnnor, tho 
hnrrol*, valve*, and. working part* boing of 
gun motol)' tho 1 outrir caning i* strong, and 
prevent* damage from ryugli naugo or other- 
v. iso mi board ship. For deck washing thin 
pump m vury serviceable. 


No. 2011 W. -Onn metal nhip's pump £ 

on wood block, strong nu. 0 18 

No. 2012 w.~Gun metul do. ordinary 

on. 8 10 

No.!2013 TV-- ,: «tt iron ditto, with 
hrua* lining* mid fitting* 
oji wood block . ca. 

If mounted on four 

whoola . extra 1 6 

HOSE FOR AHOV K PUMl’S. 

No. 2014 W. — Suction 2 ply. j/fo a'6 

a . '2. 1 2/8 

NO. 2016 W.- -Dolivory 2 ply. I li i: 

v d . t/9 ij-A 


ROCHESTER ROW, WESTMINSTER. S.W. 
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DOUBLE BARREL 
CONTRACTORS’ PUMP. 


Thi» engraving represent* a euporior double burrol 
oontraotors’ pump. Tho oiatorn bond la of strong gal- 
mnired wrought iron. Tho doublo lovor* are of wrought 
iron, and tho hnndlu* of hard wood. The lovor pin in 
curriod by long bearing* buahod with gun metal. A 
atrong ooat iron liaao plate i* provided with hole* for 
bolting down. Tho barrels arc carefully bored, tho 
bockoti paolcoil, nnd the valve acuta are gun metal. The 
auction pipe* arc of gnlvnniiod wrought, iron, collared 
nnd flanged, and are provided with all bolt*, lint*, and 
joint*, ftlao an H ft. length of gulvanixod wrought iron 
klidiug auction pipo, making tho pump complete in all 
renpoeti to 28 ft. undor spout. 

Prices will bo given on application for tboao pump#, 
in these or larger eixo*. arranged with T bob to work 
from powor. 


Diameter of tan * < f wortong ban a!* 
Diameter of bore of unction pip* ■ 
ng, but without door*, 29 it* undor 

Door* P for aoces* to valve* •• •**** 

Wrought iron lengthening bar* . . .. 


ROCHESTER ROW, WESTMINSTER, S.\ 
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GALVANIZED STEEL CONTRACTORS’ PUMPS. 



No. 2020 w. 


Jlnro of working bnmil 
miction plpo .. 

No. 2011) w. —Extra strong. with 
eiatorn head, 7tt.O in. under 

ipeut. o». 64/6 69/9 04/0 73/0 

No. 2020W.Stronfc, 7ft. Bin. 

under apout'. ... no. 40/6 63/ 67/8 66/8 

No. 2021 W. — Sliding miction 

pip©, 8 ft. long ... pur foot 2/3 2/6 2/0. 3/ 



ai * j!?‘ 

100/0 132/0 154/0 
06/6 110/0- 130/ 
3/6 4/3 4/0 


ROCHESTER ROW. WESTMINSTER. S.W. 
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GALVANIZED STEEL MANURE PUMPS. 

THESE PUMPS ARE MUCH SMOOTHER AND FAR SUPERIOR 
TO THOSE MADE IN WROUGHT IRON. 


Galvanizod Bheet stool manure pump, on 
wrought iron tripod legs, complete with brass 
union and galvanized iron strainer. 

Without suction hose— 

Diameter of boro of working barrel ... 4J in. 
„ „ suction hose ... 2 „ 

Each ... £2 14s. Od, 



2 in. suoti.on hose— 

2 3 4 

2/5 2/8 3/ 


3/5 


6 ply. 

4/8 per ft. 


Galvanized sheet stool manure pump, for 
screwing to cart, complote with brass uuioru 
and galvanized iron strainer. 


Diameter of bore of working barrel 
„ „ suction pipe 

Each ... £2 5s. Od. 


41 in. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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PORTABLE GALVANIZED IRON 
FORCE PUMP. 


Suction hose, i 
Dolivcvy „ 2^ i: 


•1 

3/4 

2/11 


3/11 
• 3/6 


On tripod logs, for liquid mauuro, Ac., of 
brass union. 

Diamotor of boro of working barrol 
„ „ suction pipe ... 

£4 10s. Od. each. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No «0*5 w. is our now design Uncovered Chain Pump, 12 ft. under spout. This 
I, moetVrofully and substantially made in every respect and is always MrMigcd 
for hand power unless othorwiso ordered. The biro flange is adjustable, so that the 
spout may ho railed or lowered aa roquirod. 


No. 202ft W. is our ordinary stroug Covcrod Chain 1 ump, 12 ft. under spout. 
This (a a stronger typo than Nil. 2025 W., and the cover is invaluablo in• pro- 
venting splashing of tho liquid on the person. The base plate Is adjustable, so tlmt 
tho spout may be raised or lowered,at will. 



No. 2027 W.- 
ditto oa. — 


- fit 11 0 111! 
0 4 0 0 » U 0.10 


o un o sow o ?»i« « 

0 OHS IU« sue 


lotions pur min¬ 
ute. Approximate 


H00 1300 1000 »W tW0 


nwi *0000 itrrti 


ROCHESTER ROW, WESTMINSTER. S.W.^ 
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HAND ROTARY PUMPS. 
No. 2030 w. 

Dlnm.nf Gftlinnn per 

5 on. 


COLEBROOK’S PATENT ROTARY 


HAND'. PUMP 
ON TRIPOD STAND. 
No. 2028 tv. 


EXTRA. 

Foot or auction valves, from 
9/ to 11/3 


No. 2028 tv. 


Light, gun.metal Pnrapn on 
Stnuds, including copper bond, 
ami 6 foot of Ruction and 6 feet 
of delivery hose. For pumping 
into Browers’ and Distillers’ 
vat, &c. 

Dlum. of 
•loliwry. 

1 in. oa. £8 5 6 

li. „ 9 9 0 

li. II 16 3 


ROCHESTER ROW, WESTMINSTER, S.W. 
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COLEBROOK’S PATENT PUMPS. 

HAND ROTARY PUMP, WITH FLANGE. 


Suction aod Gallon* per Vriot iu 

delivery. minato. iron. 

NO. 2031 W — lin. ... 10 • .» oa. £5 12 6 

1} „ .... 15 6 15 0 

1| „ ... 20 7 17 6 


HAND ROTARY PUMP FOR OIL, 



No. 2032 w. 


Pump in barrel, lifting' to a tank, including conn attachment, iron 
suction 3 ft. long, bonfc pipe, and coupling for hose. 


Dinmotor of nootion 
and delivery ... 
Gallons Jior ininuto 


In iron 


£ s. d. £ a. d. 
3 13 3 5 13 


1 H in. 

10 t6 

£ s. d. £ b. d. 

6 3 9' 7 6 8 ca. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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S SMALL HAND 
FORCE PUMP. 


In iron 

Ditto 

Ditto 


Dintn. of motion 
unci delivery. 

.. I in. 

U.. 

1J „ 


LARGE HAND ROTARY FORCE 


No. 2034 W.—In iron 
Ditto ' 
Ditto 
Dino 


Dinm. of Knot ion 
and delivery. 

1 in. 

H „ 

1 } •* .... 

2 ,, ■- .... 
EXTRA. 


Hoses, unions, nud foot valves. 


PUMP. 


,t d. 

t> y 6 
8 8 9 

10 13 9 

11 Iff 3 


ROCHESTER ROW, WESTMINSTER, S.W. 
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COLEBROOK’S STRONG ROTARY 
POWER PUMPS. 

When fitted with a Foot Valve this Pomp wim draw Water 
DEPT n ok 25 Feet. 



Speed, 120 Revolutions per Minute. 


DUm. of 
dolivory. 



250 

ea. 9 12 0 14 

8 

0 

1,000 

„ 12 0 0 19 

4 

0 

2,000 

„ 21 12 0 27 

0 

0 

5,000 

„ 30 0 0 

— 


7.000 

„ -36 0, 0 

— 


10,000 

„ 42 0 0 

— 


19,000 

„ 60 0 0 

T 


Larger sizes to order. 

Foot valves extra. 




COLEBROOK’S PATENT POWER PUMP. 


FOR 


Suction and 
dolivory. 
11 in. 

2 ' „ 



PUMPING WATER, WORT, BEER, &>c. 
Spoed, 400 Revolutions per Minute: 

No. 2036 w. 


Gallons por 
hour. 
2,000 
5,000 
7,000 
10,000 


Prico In iron. 
iJ s. d. 
14 8 0 
18 0 0 
20 8 0 
21 12 0 


This pump is easily ftloanod, ns, when allowed to stand, it drains 

r 1 i+.aatf drv. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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EVANS’ IMPROVED ROTARY FORCE PUMPS. 



No. 20157 W ropresonU an Improved Colonial Rotary Force Pump, whloh ii 
ono of the cheapest rotury force pumpe made. The handle is arranged no that two 
men may work smnc ; and as tho cam nliuft in made of sufficient length for another 
balance Whoot to bo attached, four men may work tboeo pumpe whon required, and 
so raise grent qoautities of wator. It is also supplied on frame, with fa>t and loose 
pulleys for steam or othor power, whon so ordered. Tho suction and delivery 
ohambort of this ]>ump oro always aorowed for iron fcabo. 


M 


U it. >i 


Boro of delivery pi] 

No* 2037 Ws—Oomplot© rut per t:i 

graving, iron pump' 81/ 93/3 100/0 141/1) 158/ 102/ 178/3 202/6 
No. 20158 TV.—Ditto, gun metal do. 170/ 190/3 210/0 203/3 279/8 303/9 320/ 400/ 
No. 2089 If. — Iron rotary pump, 
complete with 
frarao and pulleys 

for power. 109/3 129/0 164/ 194/3 — 218/0 — — 

No, 2040 W represents an Improved Rotary Parrel Force Tump, for wlno, oil, 
Jto. Tliis is a most invaluable arrangoraont for pumping wines, oils, spirits, Ice., 
from casks in cellars into cisterns or othor storo rocuptaclcs, at a distance. It 
is largely used in chemical works, oil reUnerles, oil, wino, and spirit storei, &o. 
This pump in always provided with tapering attachment (which will lit into any 
bung, from, say, ll in. to 4 in. diameter, without injuring tho shape uf bung in any 
way) and 3 ft. iron suction pipo complete. Uraas auction " ' ' ' ■ 

required; at extra cost. 


n pipo may bo hud, whon 


Jlorc of sui-U.m pijw? . i 

)toru of delivery (>i|H3 . 1 

8n*s of delivery luuc n imaged for J 
No. 2010 W.—Iron rotary barrel farce pump, with iron suotion 

pipe, hose coupling, hook, and spout-complete,eu. 69/ 
No. 2041 n.—Guumote) rotary barrel forco pump, with ditto „ 158/ 


i i “ 

81/ 98/9 

178/3 198/8 
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“HANDY” OR SEMI-ROTARY WING PUMPS. 

A now typo of doublo acting lift and force pump, whioh- is unequalled for 
simplicity, compactness, and working capacity. It is most "TnlZa™ 

easy to work, and in readily Bxod in position Qun metal working partsarealway. 
supplied in tho iron i pumps. Tho handle or lover by whiriP<^P '* 
worked is simply securer) by a lock-nut, and may therefore be changed to 
work in any position required. Thoso pnmps will draw water np to about 24 vortloa] 
TeSt with tho aid of a foot valVo, and are enable of forcing tho water to ft height of 
100 to 150 feet If sufficient power be applied. 


NO. 204* W. 

Fig.0 12 3 

Outaide dlatuolor of 
pump case ... • * “ 

Diam.of suction and 

delivery ... i t 1 

Oals. of water raised 
pormlouto,approx. 4 5 0 0 

No. 2042tr. IRON POMP WITS QON MKTAL TALVES.^ ^ 

28/8 82/0 4?/0 51/0 60/0 71/ 87/3 K8/6 Hl/fl 207/6 310/ 852/each. 
No. 2048 W. GUN METAL frUMP^WlTH GUN METAL VALVEfib 
39/0 50/Q 71/ 85/ m/a 121/0 177/8 238/ 283/6 405/ 607/6 729/ each. 

Wo recommend that a foot valve should bo used in tho Baotionpip^n o 
pumps, and so dispense with the necessity of priming tho pump after it has been 

standing for aomo timo. 

So. 2014 w. IRON PUMP WITH GUN METAL VALVES. 

0 1 2 3 4 

37/6 +3/6 Cfi/0 71/ 70/ ouch. 

No. 2045 w. GUN METAL PUMP WITH GUN METAL VALVES. 

0 1 2 3 + ’ 

+8/0 60/D .80/3 100/3 126/fi each. 

Nog. 2044 W. & 2015 W.-With taper screw hung and 3 ft. i ron suction pipe fm-cask. 
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DRIVEN TUBE WELLS. 



2047 w. 


Point# ar« supplied loparatoly 


No. 2046*. 

, K.B.—Utador those oircum«tauoo« it i* 
to uuo this rnotal point, otheririso tho perforator# are opt 
to oorrodc, and theroforo diminish tho supply. 

TUo lubes usod aro of tho host iron, and lupvroldod so 
as to withstood pnrcussiou in the hnrdost.of soils. 

Tubus loft In tho ground, under any clrcu—***’ 
must he paid for. 

For full explanation see next 
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DRIVEN TUBE WELLS. 


Sand strainers for 1J in-wells ... ... ••• 15/ oa. 

Ditto 2 wells ... ... — 25/ „ 

Ditto 3 „ wells ... .~ ••• 35/ „ 

Wo undertake to drive wells, and supply all necessary pipos, 
tackle, Ac., nt, tho lowest possible price, or wo lend the driving tackle 
to customers at a minimum charge of 20/, or at tho rate of 20/ por 
week, carriage both ways to bo paid by customer. 

TKS’flN.G.—It is often desirable to test, for water by means of 
tubo wells, ns by this.means the pnritv, quantity and temperature *t 
different sitcB and depths can bo asccrtailed. 

Wo shall bo pleased to quote specially for this npon receipt of 
district and all available particulars. 

PUMPS— Any description of lift or lift and forco pump may be 
used in connection with the*o trolls. 

TUUES.--S.cc separate tariff. 

DUG WELLS.—The tube well can be driven from tho bottom. 

DEEP WELL PUMPS —In all coses where water does not riso 
to within 25 ft. from the surface, a progressive charge is made according 
to depth from which water has to be raised. 

QUANTITY.—Tho quantity of water obtainable by means of 
these wells depends eutirely on strength of water-bearing strata, and 
can be increased by connecting two or more wells togellmr. 

Average quantities of water obtained from tubo wolls 
lj-ia. ... — 150 to 900 gallons por hour. 

2* J .i ... 300 to 1,500 

3 " ... ... 400 to 3,000 „ 

For largo supplios of water, estimates are furnished on application. 

When rocky or other strata cannot bo penetrated by the driven 
tubo well, artesian well boring has to be resorted to, which can be 
mado to any depth. 
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ARTESIAN BORED TUBE WELLS. 


adnpted to penetrate any strata, rocky or 
Wl11 1*® fou . u<111)0 moat economical and expeditions in obtain- 
llifTii 1 ' ftr ?° of P U1 '° water. It need only bo 

roeortod to when the wafer level lies at a great depth from the surface, 
or beneath soils which cannot bo penetrated by luoatis of tlio driven 
tube well. It dispenses with the old-fashioned and more costly method 
of sinking shafts, which have to bo either stoinod or cased in with cast 
iron cylinders. Um dangor, therefore, arising from dug wells through 
snrfacc contamination, foul air, and other impurities, is entirely me- 
tUb ? 8 thoso w* 11 # are specially maim- 

factiu-od, and made of the best materials. A bored tubo well can there¬ 
fore be completed with an ovon sized pipe from thp swrfaeo. 

th f° °P cra ‘ Iona a mimbor of springs may boreivchod, and the 
225 ■ P v Cct ‘" al !° ws t,lu P unt y. quantity, and temperature to bo 
tested in each case, lhis to many manufacturers, is of tho greatest 
importance. It may happen chat one of tho upper springs is found tho 
most suitable; in tho event of such, tbo tubes can beyrithdrawu to that 
particular spring. 

.. bo f°“ nd ffcossary to deepen a dug well, either on account of 

r h! iw? °* ltB W, 1 ?’ or owiu ?’ tt0 * happens more frequently, 
through the supply having become pofinted, through surface or other 
impurities, the artesian borod tubo well will be found the best remedy 
for overcoming this difficulty, aa special means are takca for effectually 
excluding all such impure water. J 

During the operations tho existing supply is not interfered with, and 
can therefore be drawn as hitborto, unloss, of course, tho pumps are fixed 
removal ' *’*’ SUUl1 ° p08ition ft8 10 n «M»»tyte their temporary 

In fbe case of the dug well, tho Hupply is obtained from un 
accumulation,of water, whereas tbo artesian borod tube well is fod 
direct frOm the water-bearing stratum, which acts as a huge reservoir. 

Hie water can be raised from any depth by moans of a deep well 
pump, npocially gauRtructcd to meet tho requirement#. 

l^o quantity of water required can be increased by coupling two 
or more artesian borod tube wells together. 


Estimates for borings (rum the surface in gravel, clay, sand, chalk, or 
other soft strata, also in rock orvtone, on application. 
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ARTESIAN WELL BORING TOOLS. 



No. 2048 w. 


K Clams for suspending nnd screwing ; 

ttllU'S. , ! 

2. Worm Auger for loosening compact 

o' 1 5? AifciiUel for rooky and hard 

0. AugcT'Xosc Shell Tor bringing soil# 
broken up by chisol. 

7. flat bottom Shell for sandy soil, &o. 
S. Shoe Nose Shell. , 


No. 


Sfholl box for picking up roils in case 
of breakage. . 

;a. Spiral Worm Tor extra-ting cunuu 
rods, Ac. 

14. Swivel Bod. . , 

15. f!row'll foot for extracting 'noUn ro< 

1(), Uod Joints. , 

17. 8piral Worm for extracting rods. 

18 V Chisel for rocky strata, Ac. 

19. T Chisel for ditto. 

20. Knuer for enlarging boro hole. 

■1 Lifting Doga for raising rode. 

22 A. A B Kod Tillers for working rod.- 
28. Hand Doge for screwing rods. 

24. Spring Hook. . 

25. Boring Hod with screwed ends. 

^ io o 

in TChUola* I 1 Auger Btmnl. I , fi v - ; n , jjorl^K 

2. i„: mChisel. 1 S-LUtSi 1 w * f ‘ : * iu - SwW ° l Roa - 

.ISJS’ft I 2 tin. Hand Dogs. \. 


n uorc jkuo. 

). Spring Dart for same pnn>oso- 
l. Boll Screw for cutting thread on 
rod-J broken in bore Judo. 


a . Swivel Rod. 


B.fe.lo. for Borin g Tool, for gro.for ■M--’*” »rr '^ 
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IMPROVED HYDRAULIC RAM. 

The effective capacities of hjdranlic rams 
are materially affected by the length of drive and 
delivery pipes, ns well ns by the relative “fall ” 
amP' lift.” Generally a proportion of 1 in 10 of 
“fall” to “lift” gives <l,o greatest degree of 
efficiency, but as there are so many points to 
! consider before deciding upon the most suitable 
size of hydraulic ram for a given purpose, 
customers are requested to give explicit answers 
to questions stated under, when sending orders or enquiries 



No. 2049 w 


1st. Quantity of water supplied by stream or spring per minute. 
2nd.—Horizontal dislanco from stream to proposed site of ram. 
3rd.-Vertical fall obtainable fron, supply source to ram. 

4th Vertical height water has to bo raised above ram. 

5th. Horizontal distance from ram to end of delivery pipe. 
6lh.~Quant.ity of water desired to raise per hour. 

P1 ff- ~ ... ... 

Dmmoti* of drive pipe... 

>i „ (lollvorjr pipe 
SuUnblo for *prin K 0 r 
stroitm supplying 

gallons per minute..'. 

Each.. _ 

Extra for hoad valve 
and strainer 
A competonl man 
to pay all expenses. 

ROCHESTER ROW, WESTMINSTErTs. wT 


3 

4 

6 

e 

7 

a 

1 

H or 1* 

3 

2t 

8 

4 in. 

t 

. i 

1 

n 

H 

2 „ 

If to 4 

3 toO 

3 ten 

10 to 26 

20 to -16 

35 to 76 

150/ 

180/ 

240/ 

320/ 

400/ 

600/ 

20/ 

28/ 

36/ 

44/ 

53/6 

66/6 

will bo sent to 

report if desired, but customer 
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DIUKCTI0NB FOR U8fi. 

For internal bnX»OMU>«Sh>M stUeh tlw itolhlo tnho M 

ot tho pi»w»t. t fall ou °BDt> the obstruction will ho miickly 'Wraa ' 

bo cion noil, turn tho cwk fall oi, n« .houlil bo romored hoforo unljut lh( 
tl»t IbogaamotorBWlhyilranllewaanw No . 2050w.) to errnu wIvmiU 

SKS 


lliSuW l« 

t to allow tbo 


plumbers^ syphon pumps. 


No. 20&SW- 

Borr of working Urrol 
bow ban'll* *- 

Lever •> .* 


No. 2052 w. 
„ 2063w. 
„ 2054 w. 
„ 2056 M. 


- ISniM »n‘h<® P“°P 


Hi 1 ? 
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PLUMBERS’ FORCE PUMPS. 



No. 2058 vr. ® 

No. 2058 vr. 


No. 20 o8tv.—L over handle force numn 91 : 

„ 2067 >r.~ , Pump, 2i m.gimmotnl barroi oo. £* 17 9 

.. 2058 ir.-Wood plunger " JJ brae. „ ... . , „ 0 

r - * . ” . " . 16 8 


Leather hose inoludod. 



No. 2050 w. 

No. 2060 n. 


» 2081 w.- „ ’ without " 1 " "ith tube plnnger. , , , „ 

frOfiSw.—Tnpor br.iaa non],. " " " " » .. 011 6. 

- _ "J _ - ... „ 0 2 0 
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IMPROVED APPARATUS FOR DRAWING AND MEASURING 
PETROLEUM, BENZOLINE AND OTHER OILS. 
ArpsoYso nr the r.ssoiuNcx Companies. Correot Leo ad Meaooes Guaranteed. 



Fig. 1 )• with ix oonntar cngino, for drawing oil from oollar. 

Fig. 2 i* for drawing oil from tank, when atored overhead. 

We can ntrongly rocommond the a boro pumping and moiuuring maohinej for 
uio with inflammable oils, aa no meiuaro or faanol boiug required, tho oil oaa uo 
drawn direct in bottla or can without coming in contact with the atmoaphero, by 
which moans it can bo mippliod without dangor by artificial light. 

FIXING. ' 

Fig. 1\—The pump in saoarcd to tho oounter by a fly-nut at the bottom whioh 
ucrowa underneath, and tho oylindar by four acrawn, aa ihowu in illuatrn- 
tion. Nothing farther i» noccenary than to connect tho pipe to union at 
bottom of pump, which any plumber or gaaflttor will do at a trifling ooat. 
Fig. 2.—Shown tho aarno apparatua, but without pump, for inoaauring whoro the oil 
in atored at an elevation, whioh render* pumping unnooooeary. This 1* 
fitted with uuion at bottom for connecting to lead pipe, and a baolt nnt for 
scouring to counter, n* fig. 1. 

Fill tho moiiBuro lirnt, then draw off the quantity required. 

Fig. 1,-Forparaffin oa. £4 1C 0 For boiitoliuo ... ea. t* » « 

Fig. 2.- „ „ „ 3 10 0 „ „ » J 12 0 

This prico include* ntnmpimr. 
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YEOMAN’S MEASURE AND FUNNEL. 



The Illustration (No. I) indioetes n machine died for thraa difforont kind* of 
lamp oil*, a* it can bo Iliad to tlio back of a cart, thoroby doing away with all 
f unnols and maa«aro*. It 1* alio Dutiable tor ironmongers’ itorai, Ac., tut it provent* 
all tho Dtonnh which usually prevail* tboro, and can bo fixed in any cornor, aupar- ' 
aeding all nniigbtly casks. The machine i* so simply constructed, that should any 
part boon mo unworkable, tho affected portion could bo romoved and oa«ily replaced 
by anyone. The mocliino is also inraluabio for publioane with out-door ltcouco. 

.These measures may be had, stamped, at au extra oost of 1/. If they aro not 
stampod, it is nooessary they should be stamped in the town they are used in. 


Special oare must be takon in fixing so as to haro them porfootiy upright. 


This oombinod moasnre and funnol supplies a want long folt by oil sailors and 
various other trades who use monsuroi and funnels. No iroumonger should bo 
without ouo. Tboy are cleanly in use, no oily smell about the bands or shop ; a 
ohild can use them. Mode in threo difforont stylos: No. 1 can bo plocod in auy 
oorner of tbe shop n'gainst the wall or partition j No. 2 for fixing on a counter; No. 3 
for casks, In whiob esso a cask can bo tapped and roady for uso in two minutes. 
No*. 1 aud 2 aro adapted for largo dealers whore space Is a consideration, tho tanks 
or barrels supplying the machine can bo kopt any distance from tho shop, bringing 
the oil to tho maehino by a I compo. or lead pipe, in whioh caso tho bottom of the 
oask or tank must be a trifio above the top of machine. Where tho oil is drawn 
from tanks in a collar, an ordinary beer pump can bo used. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


723 



No. 2005 w. 

Wiib lever hand)u,£I 10 6cu. 
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MODEL GARDEN ENGINES. 


THE “JUBILEE" GARDEN 
ENGINE. 

ADJUSTABLE IK HKI8HT. 

No. 2067 w. 

Handle at side for steadying, and 
mro rose ... ... ea. £1 2 6 


All fhoso engines 
throw ft strong ftntl 
constant stream. 


No. 2066w. 

With grip hftndlo ... £1 12 0 oa. 
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MODEL GARDEN ENGINES. 



groat ndvnntngn Hint it c'nn oitlicr bo unod 
uoparntoly liku tho abovo, No. 20(!9w, or with tlio pnil, No. 2068 tv, into which it 
ia fixod by a airnplo-bo) onot joint. Tho pnil full of water is of ft Bun to bo onaily 
carried by one poraoo, and wlion in lino is hold down by tho foot. 

No. 20(58 tn—rComploto with pail . £2 7 8 

No, 2009 tr.-Wit!,oaf pnil ... .. 1)2 o 

If with lovor handle . oxtrn 0 8 0 



In strong galvanized iron pail, 3 fc 
delivery hose, with spreader, 1} inch barrel. 
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HANDY GARDEN PUMPS. 



djhL 

PAIL PATTERN GARDEN 
ENGINE. 

CBbIJ 

No. 2078 w. 

Hm 

London brigado pattorn, with 10 ft. 
of loatbor dolivory hoao und jet in 
pail with oovor ... - taoh £8 13 8 


Pump and ho»o withont pnil... n 2 16 3 


Cnn bo unod in or out of pail. 


Ktully dotaohod. 

ROCHESTER 

ROW, WESTMINSTER, S.W. 
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NEW STANDARD PATTERN.GARDEN 


ENGINES. 


o combine the advantage* 


This now anti much improved pattern will be found ti 
of the very beet garden onginc.i. 

Tho pump and air vessel nro of brae* of great strength. The pump valve* are 
of improved design, and tho pump Is oneily taken to piece* for ropairs, small screws 
or bolts boing dinponsed with. 

The air vcssol is thoroughly secured by a strong cast Iron bridgo-pioce or 
braokot bolted to tho tub, which also carries the fulcrum of tho wrought iron lover. 

Tho front flat of tho covor opens to its fall extent for filling. 

Tho workmnntihip throughout is of tho host quality, and durability and nlrongth 
nro studied iu overy detail. Tho coppor air vessel in tho largor nizon will bo fou,nd 
to add greatly to tho pvwor of tho engine. 
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GARDEN ENGINE. 

In oval oak tub, fitted with spreader for watering garden pathe, 
lawns, &o. 



No. 2075 w. 


To hold 15 gallons, with 20 in. wheels . on. £7 9 3 

Ditto 28 „ 24 in. „ . 8 17 3 

Fitted with suction cock, with 6 ft. length of india-rubber 

suction hose, with union and rose to draw from a pond ^ ^ ^ 

By this means the trouble of filling the engine is very much 
diminished, os the nocosaity for using buckets, Ao., » qmto done 
away with. 

NO. 2076 W.—Garden engine in oval oak tub, without 

spreader, to hold 15 gallons, with 20 in. wheels ea. £6 1 0 

Ditto „• 28 „ 24 in. „ *> 7 90 

Extra strong pattern, with largo copper air vessel, to hold Q Q Q 

28 gallons, with 24 inch wheels 
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WATER BARROWS. 


EXTRA STRONG, OVAL, SWING WATER 



vr. 

20 gallons .; ... ... 

80 „ . 

38 . 

If with drawing-off coot, m shown 


BARROW, 


£2 5 0 
8 2 0 
4 4 6 
0 8 6 



NEW PATENT WATER BARROW. 

WITH WROUGHT IRON FRAME AND WHEEL8, 

CISTERN, 


J\0. ZWBW. 

in. oxtromo width 
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IMPROVED SWING WATER BARROW. 

FRAME. 


No. S07O W. 

The framing of this burrow is jio arranged Lhat Ic require!ino axle-tree; Oil* 
bring* the cistern several inohos uoar.-r tlio ground, which considerably lessons tho 
laboul' In nsing. The tub Is oval and of galvanized stcol. 


To hold 12 gallons 


12 gal. 
4/0 

3/ 


18 gal. 
6/ 

3/ 


v'rgl. tron Prams* 
£1 6 Onn. 

1 14 8 „ 

2 5 0 „ 

2 0 0,. 

2 10 9 i, 

80 gal. 
5/9 co. 


Galvanized lids fprditto 
With tip handle and lip for tipping 

No. 2080 w.—EXTRA STRONG. 

To bold 40 gallons ... ... •• •• « 

40 with wucxl cistern and wrought iron 

frame on wheel* .. . . * 10 _ _ 

GALVANIZED IRON WATERING CANS. 

BRASS FACED ROSES. 

Bust Quality. 

4 0 8 10 quart*. 

88/ 44/ 60/ 60/ do*, 

la 14 10 quarts. 

02/ 70/ 78/ do*. 

Second Quality. 

4 0 8 10 quarts. 

80/ 33/ 36/ 40/ do*, 

jw 1A 10 quarts. 

46/ 64/ . 69/ dor.. 
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SUPERIOR BRASS GARDEN SYRINGES. 


-SYRINGE WITH ROSE AND JET. 


No. 2083 w.—SYRINGE WITH ROSE AND JET—STRONG. 


No. 2084 w.—SYRINGE WITH ROSE AND JET—BEST. 


14xl| in. 


No. 2085 w.—READ'S PATENT SYRINGE. 


WITH TWO ROSES 


No. 2086 w.—SYRINGE FOR OIL OR TALLOW. 
14x1} in. 16x 1# in. 18x1} in. 

7/ 10/ 12/6 oa. 


No. 2087 vr .—SYRINGE WITH JOINTED DELIVERY .(.Eldow). 
18x1} in. ... ... 25/oa. 


No. 2088W.-ZIN0 

18x1} • 

sl/th stamped brass, onds 
„ strong cast „ „ 
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THE “TWIN" WATER DIRECTOR. 


No. 2089 w. 


Tlio rose and jot in this water director are both to a 

barrol moving upon a fixed ping, The change from ropo to jo ^ L 
hv moving the oAo required into a lino with the hand-pipo. 


In each 


by moving the oAo reqnirod i 
case the wator-way is direct, g 

Only one hand is required to make tho change-an important 
improvement when attached to tho,.Hydrppult or Garden Engine. 

Tho rose and jet can both bo unscrewed for cleaning. 

ea. 3/ 

„ 3/9 

5/ 


To fit 1 in. bore hose pipe 
Ditto £ „ 

Ditto } „ „ 

Ditto 1 „ ii 


6/6 


diaphragm stop valve, 

FOR HOSE, AND SPREADER FOR WATERING PURPOSES. 



No. 2099 w. 

i i i 1 iu - 

4/6 5/ 6/6- 1 019 

4/6 4/0 5/ft 8/6 

ROCHESTER ROW, WESTMINSTER, S.W. 


Size ... ! 

Valve only . 00 • V 

Extra etrong spreader for 
ditto . >' 
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Showing aprny. 

No. 2091 w. 

As .will bo soon from tho drawings, tho jot is cbangod to spray, or 
tbo water entirely shat off by simply sliding the outer caning upon tho 
inner pipes or stalk. 

There is .no cook of any kind, and the movement is effected smoothly 
and easily, without concussion. There nro no looso parts. 

i i i in. 

3/ 3/9 5/ ea. 

With union . 8/9 5/ 6/3 „ 


UNIVERSAL HOSE PIPE. 

WITH COCK, ROSE AND JET 


No. 2092 w. 

By tnrning the roso or jot iuto position tho Up is turned on, and 
is Inrned off by turning oitlier rose or jet sideways. 

i t ' * 1 in. 

2/3 2/0 8/6 6/3 ea. 

... 2/9 3/6 4/3 -- „ 


With union 
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BRANCH PIPES & JETS'FOR GARDEN HOSE. 

TAPER BRANCH PIPE, WITH COCK AND UNION FOR HOSE. 


HOSE PIPE, WITH JBT AND 
HOSE (NO COOK). 




COCK, ROSE, AND JET. 


BRANCH, WITH 000K, ROSE, AND 


ROCHESTER ROW, WESTMINSTER, S.W. 
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HOSE FITTINGS. 

JET AND 3TKEADER, 'WITH CAST BBASS PIPE. 



No. 2100 W. 


• t in. „._.... .: _ 3/<>*. 

GARDEN HOSE PIPE, WITHOUT COCK. 

SCREWED TO TAKE EOS* OH JET. 



BRASS ROSE FOR. WATERING CAN. 



No. 2105 w. 


No. BIOS W.—With ring 
No. 2100 TT.—With notxlo 


H H a 21 2} 

7/ 7/0 8/ 10/0 13/ 14/ 
HI 15/ 17/ 20/ 22/ 25/ 


8 81 31 4 in. 

16/ 10/ 20/ 22/Jot. 
28/ 38/ 45/ 48/ „ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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DARRAH'S PATENT BRANCH PIPES 
AND HOSE CONNECTIONS. 

Ad-rant neon. —Innt«.nt»ncou« connection. No ooppar wiring reqairod. Th« greater 
tlio preanara, the tighter tho joint. 

BRANCH, COCK, ROSE AND JET. 



1 11 1 1 in. 

No. 2107 .. 23/ 26/0 -11/ 58/6 84/dot. 


BRANCH, COCK, ROBE AND JET (EXTRA BTRONO). 



I 1 i { 1 in. 

No. 2108 >r.25/0 20/ 44/ 64/6 95/dot. 

BRANCH, WITH REGULATION COCK AND ROBE. 



ROCHESTER ROW, WESTMINSTER, S.W. 























ROVLE AND DAfiKAH’S OOMBINKD 
NOZZLE UNION. 


Wain ehntik 
Screwed for iron 
Scrovr boes ... 


ROCHESTER ROW, WESTMINSTER, S.W. 


BIB COCK, WITH DARIUH'S CONNECTION. 


_ T. & W. FARMiLOE, 

DARRAH’S PATENT HOSE UNIONS. 


No. 2115 w. 

* J } I 1 lo. 

10/6 12/ 18/ 21/ U! do::. 

No. 81X6W.—WITH STRAIGHT OUTLET. 
i 1 3 i Ik 

»/ io/a 16/ :j 8/ . ai/ u«. 


T. & W. FARMILOE, 
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BIB COCKS, 



No. 2121 w. 


-u.— 

mili'CTIONK roh (,'bh. 

Wot Ike india-rubber riiiff II, aud |m»h the union 
on to the tap »u far n« it nil! go. 


ROCHESTER ROW, WESTMINSTER, S.W, 
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HOSE CONNECTIONS 

UNION - FOR HOSE. 


Best quality 
Second quality 


in. 

2/6 each. 
2 / „ 


HOSE COUPLING. 


No. 2123 w. 

For connecting lengths of hoso whero a union in not reqairod. 
$ i S I lin. 

. 2/ 2/8 2/9 8/6 5/ doz. 


TYING-IN HOSE SCREWS WITH COPPER WIRE. 
i i 

■/fl ' a 


1 1} in. 

1/6 2/ per pair. 


HOSE UNION FOR BRASS COCKS. 

JNo. 2124 w. 

For codes % \ | $ 1 in. 

/9 1/ J/8 1 6 2/ each. 


GARDEN HYDRANTS. 

Screwed for iron pipo with cap and chain. 

No. 2125 w. 

.* 1 1 1} in. 

5/ 7/8 10/3 18/9 ea. 

Extra Btrong ... 6/ 8/6 11/9 — „ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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LAWN SPRINKLERS. 



FOUNTAIN JETS. 



ROCHESTER ROW, WESTMINSTER, S.W. 


M2 
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ROCHESTER ROW, WESTMINSTER, S.W. 
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FOUNTAIN JETS. 


FOUNTAIN BASKET.' 

WITH JET RAM 



12 in.-diamoter, ca. 15/ 
0 »>• .. „ 10/ 
Gilt, balls for <lo. ,, 2/6 



No. 2131 w. 

2/6 oaoh. 


APPROXIMATE HEIGHT FOUNTAIN JETS WILL PLAY. 


No. 2127 tv. 

With bond of 
of water. 

Will play. 

... 20 foot 

18 foot. 

No. 2128 w. 

12 „ 

10 „ 

No. 2130 vr. 

20 „ 

18 „ 

No. 2131 w. 

13 ., 

10 „ 

No. 2132 tv. 

12 ,. 

10 

No. 2133 tv. 

20 ., 

13 ,. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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IRON HOSE REELS. 

FOR THE PRESERVATION 
OP GARDEN HOSE. 

A simple machine for readily 
winding up and wheeling away 
the hose pipos when not in use. 

(inlvitnlxcd drums, painted fpiinua. 
To take about 120 ft. 1 in. ho.io ea.'12/6 
Ditto 200 „ i „ „ „ 16/ 

Ditto 200 „ |.18/ 

.Ditto' 200 „i„ .. 21/9 

Painted drumH and frames. 

To tuko about 120 ft. i in. liouo oa. 10/(5 
Ditto 200 „ t „ „ „ 13/8 

Ditto 200 „ | ,. „ „ 1«A5 

Ditto 200 „ J „ „ 10/0 



GALVANIZED WROUGHT IRON HOSE REEL. 

TO STICK IN THE GROUND. 


No. 2189 W.—With jupannod frame. 
To hold CO feet I in. hose .. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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HT IRON GARDEN BARROWS. 


Sizo-32 in. by 20 in. by 15 in. deep in front. 

Painted bodies and frames . on. £1 10 0 

Galvanized bodies, jupannod fratnos. „ I 1C 0 


STRONG 


Sire, of body at top. 

19 in. by 16 Ch. 

23 „ by 21 „ 

28 „ by 24 „ 

30 „ by 27 „ 

33 „ by 28 „ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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LEATHER, INDIA RUBBER, AND WOVEN 
CANVAS HOSE, LEATHER BANDS, &c. 




NO. 2139 w.—DELIVERY HOSE PIPES. 


Made of vulcanized rubber, combined with layers of strong canvas, 
for railway purposes, brewers, distillers, lire engines, watering gardens 
plumbers, Ac. 

One-ply is for convoying liquids whore but little pressure is used. 
Two-ply will bear n moderate degree of pressure. 

Three-ply for brewers, watering gardens, and general purposes. 
Pour and five-ply, for fire engines, firo mains, and sustaining great 
pressure.' 

Prick r»:s Poor. 


8Jso inturnni dinmotor i j 


l-piy,. 

It 

It 

2-p*y. 

in 

in 

s-piy . 

in 

in 

My . 

} 0 

i ii 

"•p'y . 

U 

1/3 

Size, internal diametor 

2* 

2t 

i-piy. 

1,11 

2/1 

2-ply ... . 

2/2 

. 2/3 

3-ply . 

2/6 

2/9 

4-ply . 



5-plv ... . 

J/fi 

4/ 


* 

1 

U 

11 

15 

2 in. 

/« 

/a 

1 /n 

1/4 

1/0 

1/8* 

10) 

i/i 

1/4 

1/6 

1/9 

2/ 

/a 

1/3* 

1/0 

1/9 


2,8 

i/t 

1/0 

2/3 

2/1 


2/7 

3/1 

1/9 

2/6 

2/9 

8/ - 

2} 

8 

31 

81 

3f 

4 in. 

2.'3. 

2/6 


2/9 

a / 

3,2 

2/6 

2/9 

8/2 

3/3 

3/7 

3/10 

3/ 

3/3 

3/8 

4/ 

4,4 

4/9 

3B 

4/1 

4/0 

4/9 

6/1 

5/7 

4/8 

6/1 

5'6 

6/a 

6/4 

7/ 


Made in \0O ft. lengths. When required to exceed 60 ft. in one 
length the price will be 5 per cent, extra. All hose tubing, Ac., cut in 
spocinl lengths charged 5 per cunt, extra. Made in red rubbor, 


bftme price' 


ROCHESTER ROW, WESTMINSTER, S.W. 
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“ B,” OR SPECIAL GARDEN HOSE. 
LIGHT, STRONG, AND SERVICEABLE. 

No. 2140 w. 

Prico por foot, in 60 ft. lengths— 

Size, internal diamntor f 1 

1- ply. 4}d. 

2 - ply 

3- ply . 


51d. 

7d. 

S|d. 


i 

7d. 

d. 


Whon ordoring, plenao giro number, otherwise delivery 'hoso will bo lent. 

SUCTION HOSE, 

WITH A SPIRAL WIRE INSIDE FOR PUMPS, ENGINES, Ac- 
No. 2141 w. 

Two-ply and llirae-ply, for ordinary pumps ami manuro cart*. Four-ply, five-ply, and 
sir-ply, for locomotives, firo engine*, diving and groat pressure. 


Sizo, internal diameter i i J 

2- plv Od. )0ld. Ud. 

3- ply . lOd. llld. 1/ 

4.plv . 1/ 1/3 1/4 

5- ply . l/G 1/8 1/9 

6- ply . 2/ 2/8 2/0 

Size, intornal diameter 21 2J 2i 

2-ply . 2/9 3/1 3/4 

8-ply . 8/ 3/5 3/9 

4- ply . 8/4 3/10 4/4 

5- ply . 3/11 4/4 4/11 

6- ply . 4/9 ' 6/4 5/8 


U tt X 

• 1/7 1/10 2/2 

1/10 2/1 2/4 

2/ 2/3 

— 2/7 


2/8 


8/4 


S St 

S/8 4/ 

4/3 4/7 

4/10 5/3 


b/11 6/4 


6/8 

7/3 

8/6 


EMBEDDED SUCTION HOSE. 

No. 2142 w. 

Tho spiral wire being embedded iu the rubbor, liquids cannot come in contact 
with tbo wiro in passing through tbo ho»e. Made nny longth up to 60 ft. 


Size, internal diameter 


My .• 

Sizo, intornal dinmotor 2f 

2- ply . 2/11 

3- ply . .3/3 

* ply . 3/0 

H -piy . */ 


i fix Foot. 

i 


1/ 

1/1 

1/0 

2/ 

21 

3/8 

4/2 

4/5 

■ 6 / 


1/11 2/2 1 

2/3 2/4 


SI 6/6 

8/6 7/ 

Fztra stout embedded hose, specially reecunmendod for brewers, 20 por <n 
additional on above price*. 


2 in. 
2,'7 
2/10 
8/3 
3/0 
4 in. 
61 
6/6 
V 

7/6 


ROCHESTER ROW, WESTMINSTER, S.W. 
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- BREWERS’ HOSE, 

SPECIALLY PREPARED FOR BEER AND ALE. 


2-plj 

3ply 

<-ply 

6-ply 

2- ply 

3- ply 

4- ply 
3-ply 


, intornul diameter 

... no 

::: ::: Jj. 

. 1/7 

Size, internal diamotor 


No. 2143 w. 

Prick tkb soot. 


i 

in 

1 

H 

A* . 

If 

2 

21 in. 

1/2 

1/6 

1/7* 

1/11 

2/3 

2/6 

1/2 

1/0 

1/0 

2/ 

2/2 

2/6 

2/9 

i/fl 

1/11 

2/3 

2/6 

2/8 

2/10 

3/2 

1/10 

.'.2/4 

2/9 

3/ 

»/* 

3/9 

4/1 

2* 

2* 

8 

8* 

»* 

3f 

-4 in. 

m 

2/10 

a/i 

3/7 

ojs 

4/1 

4/4 

•V 

9/4 

3/7 

4/1 

4/6 

4/10 

6/3 

3/8 

4 

4/5 

4/11 

6/1 

6/7 

6/1 

4/6 

4/10 

6/3 

B/10 

0/2 

0/0 

7/ 


No. 2144 w. 

^PLID DRAB RUBBER TUBING. 

for biowitra' band joints, and ithero great flexibility is required- 
Sold by .weight,' 6/ por lb. 

I t i i* n it a to. 

Prioe pur foot, about lid. 1/2 1/0 2/8 2/0 3/3 3/10 

N.B.—Solid Rubber Tubing will not answer for pressure. 

No. 2145*. 

SPHINCTER GRIP ARMOURED HOSE 

(“HERCULES" BRAND.) 


n.KXIRILITY or 



Quality. 

A. Special gardsD 
B Host, rod or groy . 
C. Itod-grey ... 

1). Cheapest quality 


INDIA RUBBER. 
TRADE MARK (RE0I8T?RED). 

Pater rra ioqx . 

* i t 1 li 

1/1 1/6 1/8 2/3 2/8 

/W 1/0* 1/3 1/10 2/0 

111 1/1* 1/5 2/ 2/9 

/7 /8 110 1/3 I/O 


8/1 

s/o- 

s/a 

ip 


No. 214G*. 

GLAZED (OR SNAKfc PATTERN) GAS TUBING. 

. 8iw, iutonud diameter | ^ * * | in. 

Mad* in CO ft longth..per foot 4d. 6d. fld. 8d. lOd. 

Braided with Worsted,and especially pre- 

parsd fo r gas lamps . „ 5tl. dd. 7d. 9d. lid. 

ROCHESTER ROW, WESTMINSTER, S.W. 
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VULCANIZED INDIA-RUBBER TUNING. 

Will not sustain prsauure, being made wit liout can vac. 

With or without Spiral Wire. ' Sold by Weight. 



Size, internal diameter * 
A quality ... par lb. 7/9 


Per lb. 

Average weight of 80 font 
Avorago price por foot 

Per lb. ... ... 

Average weight of tO feet 

Average price per foot 


No. 2147 w. 



ft i vV 4 

Vs 

lin. 

n/S 10/6. 9/9 8/9 

8/9 

8/3 

: T il li 

U 

2 in. 

•7/9 7/9 7/9 7/9 

7/9 

7/9 


No. 2148 w.—RED. 


* 

jjy 

12 / 

1 

11/3 

■ 10/0 

f 

9/6 


flu¬ 

ty 

12 

i a 

1 13 

2 8 

3 8 

4 8 

5 0 

/2 

/2} 

m 

/5 

/« 

ft 

/8 

1 

1 

8/6 

1* 

li 

If 

2 in 

8 /0. 

8/6 

8/6 

8/6 

8/6 

8/6 

3 0 

0 12 

15 0 

20 0 

24 0 

30 0 

33 0 

/l) 

1 /2. 

1/9 

2/5 

2/9 

3/6 

4/- 


No. 2149 IT.—DRAB. 


Per lb. 


6/ 


6/ . 6/ 


Avsrago weight of 80 feet 1 0 1 8 2 0 3 0 

Average price per foot /!} /2 /’2J- /3$ 

» 1 1 1* 

Per lb. 6/ 5/ 6/ A/ 

II). 111. II). >11. II). OI. 111. o>. 

Average weight of 60 feet I* 8 12 0 10 8 25 0 

Avcrtigo prico per foot /8J /II 1/6 1/JO 

Not*. — W hen tubing is required with spiral wire, m 
stated when ordered. Price Is the same with or without fl| 
beyond this aim the spiral wire (a charged In uddition. 1 
extra will bo charged. 


i 

6/6 

■t‘ o' 
ft 

1* 

5/ 


5/6 

lb. ox. 

5 0 

ft 

U 

•V 


1 in. 

V 

o' 

.ft 


38 0 

3/ 

mild bo no 
;o 1 inch, 


No. 2150 w. 


SEAMLESS TUBING, k 

I1TIIKK 

Pl.AIK OI 

l Fi.utkd. 

Sittt, internal diumuter 

X 

ft 

1 


1 1 

BLACK—Pfico per foot; 
without wire 

!« 

ft 

. ft 1 * 

/** 

ft\ it 

RED—Suporior quality) 
without wire. ... J 


1* 

m 

ft 

ft Jt 

WHITE ou RED, G— "• 





Extra Rtonfc, to bond | 
without kinking and i 

j/3 

m 

ft 

ft 

ft t\ 

without wiro ... , 






RED on WHITE, G-- 
On wiro . 

I* 

m 

ft 

ft\ 

■ ft\ / 


ROCHESTER ROW. WESTMINSTER, S.W. 


1 / 

' J/2 
1 / 
ft, 
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COPPER RIVETTED LEATHER DELIVERY 
HOSE. 

Btand a pressure of from 80 to 100 lbs. 
per square inch. 


1 { 1} 2 2J 2| 3 in. 

1/9 2 / 2/2 2/4 2/7 8 / .1/4 per foot. 



COPPER RIVETTED DELIVERY HOSE 
FOR STEAM FIRE ENGINES. 

To stnml a prossuro of from 120 to ISO lbs. 
per square inch. 

No. 2152 vr. 

2 2} 2J 2} 9 in. 

2I/O 2/9 3/ 3/3 3.(5 per foot. 

8) 4 41 B 0 in. 

3/9 4/5 5/2 5/10 7/3 per foot. 

Hand loops and straps included. 

Hosijs RminftD, 

Ships’ Delivery! and Suction Hoses repaired 
nhd tested at short notice. 


FLEXIBLE SUCTION HOSE, BOUND WITH COPPER 
WIRE OUTSIDE. 

NO. 21.'»Sw. 


Equal in strength to 3 oi 

• 4-ply Tndin-rubhor suction ho«o. 

H. d. 

l.j inch . 

.per foot, 2 2 

U. 

.. 2 5 

2 . 

. 2 9 

2 | ,, . 

. 3 1 

2 . 

. 3 5 

2 } . 

. 3 9 

3 . 

. \ 2 

%{ ’• - . 

. „ 5 0 


. 5 5 


. „ 5 10 

b 

. 7 6 

6 . 

. 10 0 

7 „ . 

. 12 « 

8 . 

. 15 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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LEATHER AND CANVAS HOSE. 

OOPPKlt RIVETTED SUCTION I COPPER RIVETTED SOC 
ROSE, WITH COPPER ! HOSE. 

SPIRAL WIRE INSIDE. Equal i„ ,tren R th to 4-ply 

Vory durable. ! A“hbar Suction Hone. 

No. 2154 iv. | NO. 2145 w. 

.. d. I r; $ 

11 inch... ... 4 II per foot, j Hindi. “ 


WOVEN OANVAS HOSE. 
No. 2ir,«n. 

Peril. P« 


j RUBBER LINED CANVAS HOSE- 


0 6 
0 7 


1} „ ... 0 0 81 „ 

Larger »I*oh up to 10 in. madn to order. 

Thin hoao cun bo BvttNeTIzr.l) at 3d. 
per ynrd extra. 


VII inch 

i .. i H .. 

\ : i u „ 

i» 

2J 


CANVAS 8UCTI0N HOSE. 

i).ply, and Waterproofed with Special Composition. 

No. 2158 w. 


CRANE PIPES. 

No. 2169 W. 


6/4 

13^ 


0 in. 

7/11 per foot. 
16 in. 

1 Of per foot. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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FLANGE OR DRAUGHT TUBING. 

Kuk Kxci.odi.no Dsauout* Dost thboucit Doork, Window*, Glass Cam* Ac. 

Ho. 2100 tr. 

i in., ^ in., or } iq. diameter, 3/0 per lb. 


Superior beat rod. 

Kod, dmb, or bloat, G quality (aeamleze) 
Drab (beet)' with single oanvuz ilango, 
tpooinlly durable bund mado ... 
Do. doubln or oiuglo taped, machine-made 
Cloth oovored, crimson, grourr. or elamt 
-Do. do. drab unman; very utrcurg 


2/p ' 


WOOD MOULDING DRAUGHT STOP. 

WITH RUBBER STRIP OR TUB-R 

Ho. 2101 w. 

T«ry nent end effective and easily fixed—in 7 feat lougtho— 

Hg. 1.—J. inch or 1 inch wide. 2d. per foot.' 

corerod groen or crimaon 
... >r< 4d, por foot. 


Hlg. 1.—} inch or 1 inch wide .. 

Fig 2/- With pliilu rubber or 
bnixo.. 



A B 


ABC DOOR SPRINGS. 

IN ROUND OORD. 

Ho. 21«8 n-. 

io A- 4 In, cord and 5f in. long ... ... <lt , ( 

- ® i. . ;;; 

. c i „ „ ei. 

■ Of,, „ 7 . ... . 


7/ .per dozen. 

»/ 

W 

16/ 

20 ■ 


EXCELSIOR DOOR SPRINGS. 

RED RUBBER—FLAT SHAPE— 

No. 21(18 IT. 

... 1 in. wide . . 

With acrew nnd hook complete. 


10/ per dozen. 
14/0 

00/ 

00/ 


IMPROVED RUBBER DOOR STOPS. 

ASSORTED WOOD CENTRES. 

No. 2164 Vr. 

Wood Keenan, Rcnem Sror and Scbkivk Court*tK. 

Ffg l 14 in. deep ... 2/3 per d^. I Fig. 3 1* in. deep ... 9/ per doz. 

•• 2 ** - 3/ „ | „ 4 ! „ „, ... 10/6 „ 

Either nir.o iu red rubber. 6d. per dozen cilrn. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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VULCANIZED SHEET INDIA RUBBER. 

From 4 to 30 yard. long, 46 in. to -IS in- wide, and .of any thlckneea from the 

.part of an inch .upward*. Prine dm lb. a. 4. 


BOth part of an jnoh.upwi 

Ho. 2165 ir. 

Fig. l.-Sed. Beat quality manufactured 
Fig. 2.—Red. (Ho- 12 )> aoeond quality 
Fig.3.—A. Grey ootour ... 

Fig. 4.-rA. Do. (No. 2)... 


1 


CHEAPER CLASS INDIA-RUBBER. 

Prioea on application. 


Price per lb. .. -• 
•Ath In. thiok and upwarda 7 8 
^thtoAtUin. ... - 7 » 

. under -Atli in. ..J ® 

{th io. thiok and upward... » ® 
'Ath in. thiok and upwarda 6 0 

!. underbill In. ... ~ * ? 

fth in. thick and upwarda * « 


VULCANIZED INDIA-RUBBER INSERTION SHEET. 

(U) Rubber combined with layer* of canvas. 

No. 2186 w 

Fm. 1.—Red, Beat quality manufactured 
Fig. 2.—Red. (No. 12), tocond quality... 

Fig. 3.—A. Grey ... 

Fig. 4.—G. White, second quality 
Fig. 8.— 8ra»o wire gauze InBertiott aheet 


.. to 1 *“• tMck 

^tb to 1 in. thick 
»V»th to 1 in. thiok 
".(-under Vath in. 

f jjth iu. thick 
- (*th to Ith in- 
... 1th in. thick 


*. A. 
7 9 
6 « 
7 O 
7 6 
3 * 
» 8 


VULCANIZED' RUBBER SOCKET RINGS. 

For making Jointa to Socket P.pea for Hot Water Warming Apparatus 
Average weighta per dozon. . 

For U in. pipes . ... 8 o«. I For 8 in. pipes ... - ,D ‘ 

For 2%. pfpoa ... _. 12 oz. | For 4 rn. pipes . 

Best quality 
Second quality 
Third quality 
Fourth quality 

No. 2187 Wk • ■ .. 

-In ordering apecial size, give outride diameter of apigot and inside 
of aoekot pipe. _ . 



6/6 per Ih. 
5/8 .. 

4/8 - 

8.8 .. 


VULCANIZED INDIA-RUBBER; WASHERS- 


No. 2108 w. 

A 

(fray. 

8 

Drst. 

D 

black 

Washers for Ilango joint* of 
»te*tn and water pip*«^ 

0/6 

4/6 

#/6 



BED FIBRE SHEET 

For hot water . *1* >«">: 























































FORCE CUPS. 

No. 2173 it. 

*’or Unit topping 8ink< and Water Ciotote. 


Small at 


e, with ahort handle 
o, with long handle 


|T - & w. FARMILOE, 


No. 2I70fr.- ROUND RUBBER CORD. 

For fit ) rin«n VrtfUtVflti Un^.L. r *. , 


Site .—Diamotor 

A -J a T'Y' 8 ® lld J»*V Oord, very 
r, * , 1 C| “>ado. Price, por lb. 
Up., do,, maohino mado, fienmlow... 

U V" S°. RD ' m^^~ouitio than 
A. Prioe, par lb. 


Hn. 

A-In. 

1 in. 

Jin. 

fr. 

| in. 

Jin. 

Jin. 

I in. 

H/9 

8/0 

1.0/9 

8/0 

10/3 

8/0 

9/ 

8/ 

8/0 

8/ 1 

8/6 

7/0 

8/8 

7/6 

6/ 

7/ 

7/9 

*/ 

8/ 

7/a 

6/9 

0/0 

6/3 

8/ 

6/9 | 

C/6 

6/8 

4/ | 8/6 

8 Id 

»/ 

8/ 

2/10 

2/s| 

2/7 

2/6 


IAK1J 1 i\DIA-RUBBER BROt 


T. & W. FARMILOE, 


7 m 


No. 2174-w.—INDIA RUBBER BELTING- 

(Cotton Canvas and India Uuhubh), rou Driving MacjiIkkav. 


2-ply.-Should only bo used for light work. 

8-ply.—Modinm strength, oqual lo «tont ainglo leather. 

4- ply.- Of groat ntrongth, suitable for hoavy work. 

5- ply. — For vory hoary work. 

8-ply. — Mado for oxtra strength, and equal to tho 8trnngoHt double lonthor. 


PRICE rail Foot, Squaki Edon. 

Kndlots Bolt« are charged 3 ft. oxtra. Stook. lengths of Kndlofit Bolts uro 
00 ft., 00 ft. and 70 ft. 


Width in Inches. 

2-Ply- 

3-Ply- 

4-Ply- | 5-Ply- j 6-Ply'- 

8-Ply- 

10-Ply- 

1-inch, 

1 J-iltoh 


it. d. 

0 3J 

0 4J 

0 8 

0 0 

*. d. 

0 43 

O Cl 

0 63 

0 71 

a. d. 

! d - 

». d. 

V.'~ 


5-inoh 

Sj-inch 

21-inoh 

2}-inoh 


o oi 

1 0 71 

O 7J 

0 81 

0 81 

0 !<t 

0 101 

0 111 






tt-inoli 

3 J-inch 

3i-inch 

8)-inch 


0 01 

0 101 

0 101 

0 113 

1 0 

) a 

1 3 

1 31 

1 43 

1 0 

1 71 





T[-inch 


l 03 
i U 

i :i> 

1 0 

I HI 

i n 





51-inch 


1 3 

1 4-2 

' r 7i 

1 91 

2 l'l 

2 4 

~ 2 ir 
2 9 

YToi' 

3 21 



fll-iuch 


1 0 

1 71 

1 111 
2-11 

' 2 61 

2 9 

'80 

3 3 

”3 51 

3 83 



i-inch 


i $ 

T hi 

Flu 

3 O' 

4 0" 



'll-inch 


1 2 6 

2 7J 

3 41 

4 0“ 

4 OJ 

c a 



9 inch 


i 2 81 

2 m 

3 91 

JL 6 



Uj-inoli 


“a 6 

3 8 

4 21 

6 0 

5 81 

7 21 


Tl-inoli 

T2-ineh 


| 2 0 

8 O 

8 71 

8 lOj 

4 21 

4 ""Ti 

6 oj 

5 61 

6 0“ 
0 *0 

0 ti 

o' 8 ' 

o- 1*3 

7 103 

' r a 

I) .'u. 

10 ;; 

11 31 

gdnch 


7 43 

*4-inch 


'TT 

4 0 

8 U 

6 10 

7 '0 
a" o' 

9 0 

10 0 

11 0 

7 Hi 

0 11 
10'81 
Ti 0 

10 0 
a 0 

12 21' 
14 0 

T&'-im-h 


■ 4 0 

0 81 

fcE- 


6 H 

. 0 4J 

7 6i 

S' 43 

9 3 

10 11 ' 
10 111 

11 91 

TT 43 i JL7 - 7* 

16 U | 10 6 

1 / 31 ! 21 21 

18 71 | - 28 01 

~20 li 24 101 

22*inoh 


r. 6i 

12 72 
18 91 

flinch 


0 'ti 

T 81~ 

8 4 

12 0 

®*inph 


0 O' 

13 0 

14 0 

16 0 

15 0 

2B-mch 


7 O 

0 0 

16 2 

fe>h 


7 tl 

0 81 
16“ 91 

12 73 

17 41 

21 71 

1 26 91 
43 9i 



12 O 

20 7r | 

24 0 

28 0 

35 0 


A full length or Roll of Bolting measures about.300 foot. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARM1LOE, 


LEATHER LINK BELTING. 


No. 2175 w. 



It. is easily pot over tho pnlloys. No laces or other fastening* roquirod. It- works 
nndloxx, tho joiuta being interlocked. It runs quite straight, and norer twists. It 
caii bo rovoraed ul pleasure, working equally well on oithor pido. 


‘ HELVETIA ” MACHINE BAND. 

Twioo Stretched and Sewn with Laces. 


No. 217# w.—StttotK. 


No. 2177 'w. -Lovblx. 


0 61 
0 e* 
1 0 
i n 

1 01 
1 10 

2 2 

a o 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


LEATHER MACHINE BANDS. 

No. 2178 w.—BEST DOUBLE STRAPS. 


Width. 

For foot. 

Width. 

For foot. 

Width. 

Par fooi. 

Width. 

Per foot. 

h. d. 

2 inch ... I 7 

X. d. 

51 inch ... 4 11 

x. d. 

11 Inch ... 11 0 

■s. d. 

22 inch ... 24 (f 

21 „ 

... 2 0 

0 

... 5 6 

HI 

... 12 1 

24 „ 

... M 0 

3 - 

. . 2 C 

61 „ 

... 5 1 

13 „ 

... 12 7 

20 „ 

... 28 0 

31 

.20 

7 „ 

... 0 8 

13 

... 13 0 

28 „ ... 30 O 

»1 e 

... 3 0 

71 „ 

... 7 3 

H „ 

... ID 0 

30 „ 

... 33 0 

31 „ 

...■ 3 3 

8 ,, 

... 7 11 

16 „ 

... 16 0 

33 

... 88 0 

4 

... 3 C 

81 „ 

... 8 8 

10 „ 

... 17 C 

34 „ 

... 87 0 

4* 

... 3 10 

0 

... 8 11 

17 .. 

... 18 0 

30 „ 

... 30 0 

41 „ 

... 4 -1 

0J „ 

... 0 0 

18 „ 

... 2Q 0 

38 .41 0 

•‘1 „ 

... 4 3 

10 „ 

... 10 0 

10 „ 

... 21 0 

40 ,. 

... 43 0 


... 4 7 

u>i 

... 10 10 

20 „ 

... 22 0 

42 „ 

.10 O 


■BUST SINGLE STRAPS. 


Width. 

Per foot. 

Width. 

Por foot. 

Width. 

Por foot. 


x. d. 


x. d. 


a. d. 

1 inch ... 

... 0 4 

3t ihoH ... 

... 1 8 

8 inch . 

.4 O 

li ... 

... 0 5 

4 „ 

... 1 10 

84 • 

. 4 4 

1* . 

... 0 01 

4 i . 

... 2 0 

0 „ . 

. 4 7 

13 ,, 

... 0 71 

41 . 

... 2 2 

»t » • 

. 4 11 

2 . 

. . 0 8J 

4i . 

... 2 4 

10 ,. . 

. 5 2 

2i . 

. . 0 10 


... 2 0 

101 ,, . 

. r> « 

2V „ . . 

... 1 0 

in ;; 

... 2 8 

11 I, • 

..6 0 

21 .. ... 

... 1 2 

0 . 

... 2 11 

111 „ . 

. 6 1 

3 „ ... 

... 1 31 

61 . 

... 3 2 

12 „ . 

. 6 0 

Si . 

... r 5 

7 „ ... 

... 3 6 

13 ., . 

.7 0 

31 ... 

... 1 «1 

71 . 

... 8.9 

14 „ . ... ... 7 6 


Rands arc cemented with tho best cement end’ rivottod. They aro sewn with 
hmnp, luce or wire, at, tho option of the 'purchaser. Baiids can iil*o 1>o supplied 
cemented only | also cemented npd rivetted only, '* AnVoricau style, oil at above prices." 
All bands aewn with hemp unless otherwise ordered. 

Sisotr. Baku* Kkquiar.D Tii work with grain sip* to tiik PtotIktskoui.o 

DC HO XCKCIVIKI). 


No. 2180 w. 
TANNED LEATHER 
SOLID ROUND BANDS. 
In 30 yard lengths nnd 
’ upwards. 


1 „ 

A „ 

i „ 

* 

1 „ 

i .. 


0 41 
0 7 


N<>. 2181 w. 

BEST OUT BANDS. 
In 34 and 50 yard lengths 


if : 

1 :: : 

A i> 


1 


Cut lengths from 6d. and 
lOd, per yard ertra. 


No. 2182 w. 
HOOKS AND EtfEs! 


ROCHESTER, ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 


BEST ENGLISH WOVEN COTTON DUCK 
BELTING. 

MANUFACTURED FROM FINEST EGYPTfAN COTTON. 

No. 2183 w. 

The spooiul advantage of thin bolting is its cheapness, ovon strength ami 
thickness, dings well, and rims true on pulleys, impervious to moisturu. 


Inches. 

It 

2 

2 | 

1 

: 8 j 3 i 

4 5 

i 6 

7 

I 8 

j” 

; io 

' 12 1 

18 i 

| 4-ply, per ft. 

• 0 -ply 

8 -jdy „ 

,41 

/0 

j /7| j 

/» ioi 
1 / . 1/2 

! 1 / L 

1 1/41 1,8 

1/0 

, “ o; 

2/4 

2/11 

1 2'8 

1 3/4 

1 - 

!* 1 

3,11 

“ 

3 4 
: 4/2 

147! 

5/ | 

77a j 


No. 2184 w.—ENDLESS BELTS (of same material • as above). 

Fur Portaim.k Enoinks, Tiirksiiinu Machines. Ac. 


4-PLY. 

FOR VERY LKIIIT WORK. 

ft. in. £ s. d. 

TO x 4| ... cn. 3 13 0 

65 x 41 ... ,, 3 1(1 0 

TO x 0 . 4 10 

06 x 5 . 4 8 0 

70 x 5 . 4 14 0 


6-PLY. 

FOR ORMNARY WORK. 

ft. in. £ s. d. 

CO x 4} ... on. 4 15 0 

66 x 41 0 3 0 

60 x 0 5 7 6 

06 x 5 6 J5 0 

70 x 5 0 2 6 



■ ft. in. £ s. J. 

' CO x 4J .. oa. 6 0 0 

i 65 x 41 .. „ 6 10 0 

: 60*5 . 0 15 0 

j 66 x 5 ... „ 7 6 0 

I 70 x 5 ... „ 7 10 0 


Tlio joints in these oiullosa belts are made with a view of giving extra strength 
oombiiiod with a level belt. 


'■HELVETIA” LACKS. 

No. 2185 w. 

Sowing. Lashing. 


WHITE OX HI UK 
LASHING LACKS. 
No. 2187 tv. 


" ft 


“HELVETIA" LATHE 
HAND TWIST. 

No. 2180 tv. 


WHITE OX HI UK 
SEWING LACKS. 

No. 2188 tv. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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GREENE’S PATENT BELT FASTENERS, 

Being so well known by tho users of steam power, it is unnecessary here 
to offer any description or explanation as to thoir effectiveness, Ac. 



No. 00, the largest sizo is suitable for four or fivo-ply rubber belts, 
or heavy double leather belts; No. 5 for light bolts; intermodiutc sizes 
in proportion. 

No. 5, per hundred. 1/9 I No. 2, per hundred. 3/ 

„ 4 , „• ... ... 2 / „ 1 . 4 / 

„ 8. 2/6 j „ 0, „ . 5/ 

No. 00, per hundred, 6/ 

Cutter for Rubber Bolts, 6/ oa. Ditto, Leather Bolts, 4/ ea. 
Awls, lOd. ca. 


HARRIS’S PATENT STRAP FASTENERS. 

Instructions for Use.—-L ay tho tooth uppermost on 
Moniothing solid, and put one end of the strap on one of 
the sots of tcotli, nnd force or hammer it firmly on to 
thorn ; then place the other end of the strap on the oppo¬ 
site set of teeth, and forco it down firmly in thp same 
manner: this done, the strap is ready for uso. Core 
must be taken not to strike ov?r both sets of teeth at the 
Hnmo time, otherwise tho onrvo would bo destroyed ; and 
the curve is that which gives tho requisite angle to the 
teeth to provent them from working loose. In cost; of 
xo -lyi „• broad straps, say 6-in , ubc two 3-in. fasteners. 
rVTi; 2 2* 2i 2J 3 31 3} 4-in width of strip. 

17 /7 /9 /9 1/ 1/2 1/3 1/6 1/8 1/9 1/10 2/dozen. 

In quantities of 1 gross and upwards. 

6/ 6/ 8/ 8/ 10/ 11/ 12/ 13/ 14/ 15/ 16/ 18/ gross. 

N il -To sepurnto tho strap from the fastener, run n knife between the 
toeth from utid to end. 



ROCHESTER ROW. WESTMINSTER, S.W. 
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T. & W. FARMILOE, 


GUTTA-PERCHA ARTICLES FOR ACID. 

No. 2192 w.—BOTTLES. 

1° i n 1/2 I/* i/o i/9 i/a 2/i 2/a oTuh 

.]/, OMA i? “ ^ » S! « W ounoet. 

9/7 2/10 8/. 3/ a/a 4/2 S/2 6/8 6/10 each. 

No. 2198 w.—CARBOYS. 

1 i 2 a i, i 

9 /'- ) 10/0 18/3 • 81/ 41/S, 51/’ 0 

8 # io la is • ’.o 

a °/ 00/ 112/9 127/ 146/9 196/ 


7 gallon*. 

> 72/ each. 

2S gallon.. 
243/6 mu:b. 


No. 2194 w.—FUNNELS. 


Top Diameter lu iuelioj 22 


No. 2195 w.—JUGS. 

0/8' 1 Quart ... 


WEDGE-SHAPED GAS BAGS FOR 
DISSOLVING VIEWS & LIME LIGHT EFFECTS. 


No. 2196 w. 


Cukck Tvriiiii 
(improved make). 

Buck Twnt 

Shoot-ltubbor, Lined. 

Tbik Dbab Oikukic 
( much lighter material). 

In. 

Width 


Price 

Lngtli, 

Width 

Woilgc 

Price 

Lcgtl, 

Width 

Wwlg, 

Pries 

Fitch 




l. 

d. 




s. 

d. 




«. d. 

2* 

20 

18 

34 

0 

24 

20 

19 

84 

0 

24 

20 

IB 

23 0 

*7 

22 

18 

40 

0 

27 

22 

18 

40 

0 

27 

22 

18 

28 6 

30. 

20- 

20 

43 

0 

30 

20 

20 

43 

0 

do 

20 

20 

28 0 

SO 

24 

20 

48 

0 

30 

2 i 

20 

■IS 

0 

no 

24 

20 

31 0 

SO 

20 

20 

60 

0 

30 

.26 

20 

50 

0 

80 

26 

£0 

32 0 

34 

26 

20 

62 

0 

3V 

20 

20 

62 

6 

34 

20 

20 

36 0 

34 

SO 

20 

60 

0 

.84 

30 

20 

60 

0 

84 

30 

20 

37 0 

SO 

24 

20 

61 

0 

30 

24 

20 

51 

6 

36 

24 

20 

34 0 

30 

30 

20 

69 

0 

30 

30 

20 

60 

0 

30 

30 

20 

37 0 

36 

30 

23 

01 

6 

86 

80 

22 

61 

6 

30 

30 

22 

40 0 

30 

30 

24 

oc 

0 

30 

SO 

#f. 

86 

0 

30 

30 

24 

41 0 

88 

2fi 

20 

6G 

0 

38 

26 

'20 

65 

0 

38 

20 

20 

35 0 

40 

32 

20 

07 

0 

40 

32 

20 

67 

0 

40 

32 

20' 

•13 .0 

40 

30 

24 

79 

0 

40 

30 

24 

70 

0 

40 

38 

24 

61 0 

44 

SO 

20 

09 

0 

44 

30 

20 

00 

0 


30 

20 

44 0 

44 

34 

20 

70 

0 

44 

34 

20 

76 

0 

44 

84 

20 

48 6 

44 

30 

24 

84 

0 


36 

24 

84 

0 

44 

30 

.24 

54 0 

43 

36 

80 

100 

0 

48 

30 

30 

100 

0 

48 

30 

30 

OS 0 

60 

80 

30 

115 

0 

60 

36 

36 

1)6 

0 

60 

80 

Ott' 

74 0 


Inoluding Ono Stop-Cook in eaoh Bug .. 


ROCHESTER ROW,. WESTMINSTER, S.W. 


T. <fc W. FARM1LOE, 


759 


ASBESTOS POODS, 

No. 2197 v?.—ASBESTOS AND INDIA RUBBER WOVEN 8HEETING. 

•iO io. wide, any thicknosa or length, to order . ... 2/0 per lb. 

No. 2188 w.-A8flEST08 BORE PACKING. 

With or without India-rubber oore, j in. diameter and upwards . 2/0 per lb. 

6 AND INDIA RUBBER WOVEN TAPE, 
it into ilu 

No. 2200 w. — ASBESTOS MILLBOARD 

BELL’S ASBESTOS. 

No. 2201 tr. — ASBESTOS AND INDIA RUBBER WOVEN SHEETING. 

This sheeting is made in rolls about 40 inches wido, from inoh thick upwards. 
It snooossfuily rosista beat and moisturo, and is serviceable for ail kindn of eteum 
joints. It is very suporior to the best rubbers in both effioionoy and durability. 

Big. 1 . 6/6 por lb. | Pig. 2 . 3/3 par lb. 


No. 2199 w 

1 in. to Jit in. wide, easily bent into shape for raaphole doors Ac., 

without waste :.2/6 per lb. 

... lOd. „ 


No. 2202 w. — BINGS 
Pig. 1.9/ per lb. 


Fig.l • 


No. 2202 w.—TAPE. 


No. 2201 w.—ASBESTOS MILLBOARD. 

Pig. 1.—Bell’s speoiol quality, marked XXX. 

„ 8.— „ ordinary „ ... . 

„ 8.—■ ,, oommou j,- ... ... ... ... ••• 

No. 2205 W.—ASBESTOS MILLBOARD RI£GS. 
Cot to any given size. 

Width of flauga 
under 3 1st. 

Fig. 1 quality 8/6 per lb. 

. 6/6 „ 

. m 


... 8/ por Jh. 

... 1/8 „ 

... 8d. „ 


7/3 per lb. 

Va „ 

2/ 


BELL’S ASBESTOS PACKINGS, 

No. 2200 IT.—” DAGGER PACKING, square or round, 0/0 por lb. 

No. 2207 W. -METALLIC "DAGGER" JOKING, mlldo frow oloth « on) P M ® d of 
Asbestos yarn having a oore of metallic wire. It is reoommended 
where piston rods are found to be very much worn. 

Square or round . . 7/9 per lb. 

No. 2208 w.— PLAITED YARN PACKING for High PrWuro Stationary Engines. 
Figs. 1 2 8 

6/S . 4/3 2/0 per lb. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 


ENGINE PACKINGS, &c. 

SELF-LUBRICATED ENGINE PACKING, 

Muilo of lubrioatod cotton with olmdio India-rubber coro in 20 ft. longtbn and 
j in. diuraotor and npnardu. 

Octsniic Vnrw. Section showing ReonuB Cork. 




No. 2211 W.— .Spun yarn. 

No. 2212 \\- Tarred yarn 

No. 2218 \v.—lionn drained llimmun hemp 

NO. 2214 W'.-Tow. (n rolU 

No. 221&W.—Tow, loom*.. 


UIGU-l’llKSSUEE VULCANIZED' ROPE PACKING. 

NO. 2210 W. 

By far the most durablo packing mndu. 

Saves its cost nanny timos ovor in durability. 

In 60 ft. lengths from J In. diiuuoter and upwnrdft. 
3/6 per lb. 


64/ per orvt. 
30/ „ 

1/ per lb. 


1 o V. - I-I. •. IT K! ■ :-v;ii 


i-r> ■>.!> 


Black label. TYhilo labol. 


Croon labol. | Blue label. 


18 


17 „ 
II* „ 
“! - 


0/3 

7/4 

8/6 

0/7 


11/7 

11/ 

11/10 

14/ 

15/8 

17/ 


o/n 

11/8 

13/0 

.16/3 

17/ 

18/10 

20/0 


8/6 
10/2 
12/6 
14/8 
16/11 
J D/3 
21/5 
23/8 
20/ 


8/1 

10/2 

13/0 

16/8 

1H/3 

22/3 

20/8 

80/0 

84/(1 

88/6 

-12/6 

46/6 


No. 2217 w.—AUSTIN’8 PATENT FLAX SASH LINKS. 

Pig. 1.—Fla*. 

Nos. 1 2 8,4 6 6 7 8 0 10 11 12 14 16 

■I/O 6/ 6/6 8/ 10/ 12/ 14/ 10/ 18/ 20/ 22/ 24/ 28/ 32/grorn. 

Fig. 2 — Su peril no flux. 

— 10' 12/0,16/ 17/0 20/ 22/ 0 25 27/0 30/ 32/ 36/0 40/ 45.' „ 

ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


761. 


OIL DRESSED, WATER DRESSED, AND 
WATERPROOFED LEATHER BUTTS, &c. 



No. 2218 -ff.—Waterproofed and anti-corrosive cup 
bntta, drcBBod, stout or light, for all 
classes of pump buckets per lb. 3/6 to £0 4 0 

No. 2215 ) 17 .— Hydraulic butts, waterproofed lioavy, 

30-lbs. to 45-lbs., for houvy mining 

work. P or,b - 039 


No. 2220 TV.—Waterproofed thin leather, for 
washers and water-tight joints of all 
kinds. ” 

No. 2221 W,—Wushor split hides . 

No. 2222 w.— Eeuthor for mineral water machines, 
drcHsod very puro, to avokHmpurting 
any tnBto or colour to the minoral 
waters... ... ••• ••• ••• » 

NO. 2223 it.— Oil droSBed butts, extra stout ... „ 

t ‘ ,, medium. » 

)( „ light . i» 

No. 2221 w.—Stout water dressed butts, oak bark 

tanned... ' ... ••• ••• " 

No. 2225 W.— White back skins for spirit taps ... ,, 

No. 222G tv.-(“S tout bufr leathor . 

No. 2227 w.—Persian goat skins ... . per do/.. 


0 2 G 
0 3 9 


0 -i 0 

0 3 9 
0 3 6 
0 3 3 

p 3 3 
0 6 0 
0 6 0 
1 10 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ELECTRIC BELL 


TREMBLING BELLS 


No. 2228 tr. 


Bm Quality. 

Heavy teak books with moulded edges; 
cases French polished* brass screws, hooks 
and eyes ; frames of best soft iron, annealed, 
polished and onomellod; carrying gong pillar; 
temporod steel springs with platinum poinls; 
strong contact pillar with platinum pointed 
sorew, and iron sot-screw, coils wound with 
best No. 28 B.W.G. silk-covered wiro. All 
brass Borows and terminals highly finished and 
/acquired. Fitted together in very best style. 

according to Govern- 


With cast nick oiled boll 

metal gongs . 

With niokollod steel gongs 


No. 2229 w. 

Medium Quality. 

or walnut back and oaso, polished, 
east iron fraino, carrying gong pillnrs, two box¬ 
wood bobbins wound with No. 26's silk-covered 
wire ; contact pillar with iron sot-screw, mounted 
on iron framo with baok nnt; tempered steel 
springs with platinum points ; terminals and 
all brass parts well lacqnored on front of board. 
Gongs of very host cast hell metal, niokel- 
platcd. 

Figs. .. 12 8 4 5 6 7 

Size of gong 2} 8, DJ 4 4$ 5 6 i n . 


5/ 0/ 7/6 

4/9 5/6 7/ 


Best 
gongs, niokollod 
Ste-.I -wo gongs .. 


10/ 12/ 15/ 18/ 21/ 24/ea. 
11/6 14/ 17/6 21/ 26/ 30/ „ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ELECTRIC BELL FITTINGS. 

TREMBLING BELLS. 

Ordinary Quality. . 

No. 2230 w. 

Walnut back and case, iron frame currying gong 
pillar, two bobbins wound with No. 26's silk-covered 
wire, brass stamped contact plates with Terminals 
connocted direct to frame and contact breaker, 
rubbing contact, steel springs, Bilvor pointed, fitted 
cither with stool or boll metal gongs. 




Site of Gon^, and 
Description. 

With Niokollod 
Stool GongH. 

With Boll Metal 

27 

21 in. wood base 
with covor ea. 

3/D 

4/ 

28 

8 do. do. „ 

4/ 

4/3 

29 

3$ do. do. „ 

5/ 

8/9 

30 

4 do. do. „ 

6/ 

7/ 



IRON BELLS. 

On cast iron base, with iron covor for exposed positions. 

No. 2231 tv. 


Tiff- 

Sim of Gong nnd 
. Doicription. 

With Belt Motnl 
Gong*. 

With Niokollod 
Stool Gong*. 

34 

2§ in. without 
cover ...eft 

3/6 

3/3 

35 

2£ in with cov., 

3 „ 

4/6 

4/3 

86 

5/6 

6/3 

37 

4 „ 

8/ • , 

7/6 


CIRCULAR BELLS. 

The gong ooYors the movement, very compact and noat. 

No. 2232 tv. 



Fig. 

Sue nf Gong. 

Mounted a 

n Winni Bnnca. 

40 

8 in. ca. 

JC0 

5 0 

41 

+ ,, 

• 0 

9 (I 

42 

6 „ ., 

1 

1 0 
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CONTINUOUS ACTION BELLS. 

On completion of the cirmiifc a locu.1 
buttery is brought into action, cuusing 
the bell to continue ringing until stopped 
by pulling the cord attuchod to a small 
lover on the bell. Used in connection 
with burglar and liro alarms, Ac., Ac. 


ELECTRIC BELL FI T T I N .G S. 

SINGLE STROKE BEuA 


Boat quality, 
with adjuatablo aprl 
movomnnt. to tai 
my Battery I'owo 


75 

76 

77 

78 

! — 

, 3 in.oh 

• J ; 

j 6' „ ■ ... 

0 12 0 

0 16 6 

1 4 0 

T 12 0 


Uooond Quality, madu tiiullar 

to Trumbling 

Klg. 

Kaoh. | 

Ber dot. 

79 

£0 7 6 

£4,4 0 

80 

0 10 .0 j 

5 10 0 ! 


F‘K.| 8 0 ‘£< 

Boat Quality. 

| Kaoh. 

Ordinary Qlfy. I 
. Kaoh. 

•d5'jTin7h. 

! £0 15 0 

£0 12 0 j 

66 ! 4 „ 

! 0 18 0 

0 15 0 I 

67 1 5 „ j 

1 7 0 1 

„ 1 

68 j 6 „ j 

1 16 0 ! 

- 1 


in. jr 0 , 2285 u. 

BELLS WITH INDICATOR DROPS. 

II inning it Mnmll disc drops..allowing to any one nbtonl al 
1 " 1 1 n ruiiK- The disc is mplncml by polling the 


1 ■ Fl «* 

( 

j Kaoh. | 

1 SE 


| Kwh. 

I 1 vs 

1 l<ai * i 

1 With flio. t!i iiff 

.. :, i „ | 

£0 12 0 
: 0 1C 0 j 

[®J 

' With 4 in. (long | 

X'l l o 

1 10 0 


ROCHESTER ROW, WESTMINSTER. S.W. 
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COMPLETE ELECTRIC BELL SETS. 


Consisting of combinations of Bolls, Batlerios, Wires, Pushes, Ac., 
arranged or mounted so that they can bo easily fixed by anyone entirely 
unacquainted with the fixing of elcetrio bolls. 

Used as por bio eleotric bolls for invalids, .travellers, Ac. 

N.B.—All . jis sold with printed instructions.' 



PORTABLE BELL SETS. 

No. 2238>V.—The “Crown” set. 23 in. boll, No. 3 
Loebuieltd cell, mounted in polished mahogany ease,. 12 
yards braided doiiblo wire, wood push, and sf aphis. The 
whole in compact box with drawing and .instructions, ea. 

With dry cell ... ... ... » 

No. 2237w.—The “Companion” sot. Closed box, con- 
tabling No. 2 Lecliinehe sealed coll, Sin. boll, 12 yards 
braided wRe, ponr push and staples . on. 

With dry coll . ... ' . 

No. 2238IV. - The “ Guinea” set. Handsome walnut box, 
containing No. 2 sealed Loelnncho cell, Sin. bell, 12 
yards double silk wire and pear push ... ... on. 

With $ry col) . „ 

NO. 2230 W. —The “Prince’s” set.. Ornamental box, con¬ 
taining No. 2 Boalod Loolanche cell, bandsomo mount- 
ing, best quality boll, silk wiro and pear posh ca. 

With dry coll . „ 

NO. 2240IV.-—The “Queen’s” set. Ornamental walnut box, 
containing two No. 2 Loolanche cells, hamlsomoly 
mounted, host quality bell, silk cord, and ornamental 
pear push. oa - 

With two dry oollfi . „ 


£0 12 0 
0 13 0 


0 15 9 
0 17 3 


l 1 0 
l 2 6 


1 10 0 
1 11 6 


2 2 0 
2 5 0 


No. 2241 w.—Tho “ Travelling ” set. 3 in. bell, with No. 2 
Leclauchi scaled coll or dry coll, silk cord and push, all 
enclosed in walnut case, with lock and key ... ca. 1 15 0 


ROCHESTER ROW, WESTMINSTER, S.W. 





































766 


T. & W. FARM ILOE, 


ELECTRIC BELL FITTINGS. 

CHIME BELLS (IN SETS OF DISTINGUISHING TONES). 

Those are nets for use iu email houses in the place of an indicator. 
The bells are mounted in sots of 2, 3, or 4. <fcc., each of an entirely 
different tono, enabling the servant to recognise by sound the part of 
the honso from which the bell has been mng. 



.No. 3242w. 


Fig. 

Ordinary quality. 

j Ench. 

Fig. 

Medium quality. 

Koch, 

82a 

Sets of 3 bellB. 

ii «. d, 

0 12 C 

81 

Sets of 2 bolls. 

£ h. d. 

0 12 0 

83a 

4 „ 

0 16 6 

82 

„ 3 ,. 

0 16 0 

84a 

„ 6 „ 

1 0 0 

83 

„ 4 

l 1 0 

85a 

„ 6 „ 

14 0 

84 

„ 6 „ 

1 5 0 

— ; 


— 

85 

.. 6 

1 10 0 

— i 

- I 

~ 

86 

8 „ 

2 0 0 


Bp.it (quality, with varying church or sheep gongs. 


j Fig. 

! 

Fig. 



i 87 

1 £ «. d. 

.Setsof 2 bells, i 0 16 0 

90 

Sots of 5 bolls. 

“ir>r“dT 

1 17 6 

I 88 

!L „ 12 6 

91. 

,, R 

2 5 i) 

80 

„ 4 ,. 1 10 0 

' 92 

., 8 „ 

2 16 0 


Fig. 98, perfect octavo of 8 bells, £4 10s. 


No. 2243 w.—GONGS' FOR ELECTRIC .BliLtS. 

2} 3 31 1 5 (J . in. 

Best cast boll uicfal, nickellcd 6/9 8/ 18; 16/. 32/6 45/ nor doz. 

Steel gongs „ 4/& 5/ 5/CI 7/G 15/ 18/ „ 


ROCHESTER ROW, WESTMINSTER, S.W. 




Fif. 

Site*. 

At per No. 

n». 

8.x i. 

At par No. 

'A 

>0 

3 numbers. 

8— 4 

5-12 

18—20 

21 upwards 

i. d. 

7 0 

5 9 

G 0 

4 6 

4 3 

200a 

2 nurobois 

3- 4 

5-12 

13-20 „ 

21 upwards 

10 o' 

9 0 

8 3 

8 0 

7 6 


Lettering in gold on gin**, Cd. per drop. Fittor’s ntmo on writ ton indicator. Free. 

WITH SELF-REPLACING PENDULUM. 


Ordinary qinlity, pollth**d walnut chxok, 
gliuiv frontn. 

Spool. 1 quality, wRhanamollod »1»0 acreon - 


RIim. 

At per No. 


Slaoa. 

Atpar Ito. 

201 

2 — 4 numbers 
6-12 

13-20 

21 upwards 

s. d. 

■1 f. 

4 3 

4 0 

3 9 

j 201a 

i : J 

2 numbers 

8- 4 „ 

5-12 

13-20 „ 

21 upwards 

a. il. 

10 O 

9 0 

8 8 

8 0 

7 G 


N.B.—printed cords to fit indicators, with name* of 20 of tho principal rooms in 
bouses, supplied/rs« with indicatur. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ELECTRIC BELL FITTINGS. 

INDICATORS WITH MECHANICAL REPLACEMENT. 
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Fig. 

Sixes. 

At per No. 

Fig-. 

Sine*. 

At por No. 

202 

2 numbors 

*. a. 

11 0 

202a 

2 numbers ... 

s. d. 

12 0 


3— 4 „ 

8 0 


8— 4 „ 

10 0 


6—12 „ 

7 C 


6—12 

0 6 


13-20 „ 

V 0 


13-20 

21 upward* .. j 

0 0 

o 

j 21 upwards 

0 0 


8 6 


BELL BOAED li'OR INDICATORS. 


Oan Vo fitted to any indicator. 
With 3 iu. oiroalar boll attuobed. 
For Indicators of— 


BELL BOARD FOR INDICATORS, WITH TWO BELLS. 

I x 3 in. and 1 x 4 in. oiraulur boll. 
For indicators of — 

X to -1 No. ... £0 10 0 on. 

5 to 8 . 0 18 0 „ 

0 to IS. 0- ID 0 

Lettering ill gill letters on gland, 
OU. por Vole 'extra. 

No extra olmrgo for fitter's naoio on 
NO. 2248 W. loti, roil Indicator*. 


ROCHESTER ROW. WESTMINSTER, S.W. 


1.ANCAS1IIKS I'XNIinUlM 

Movkmcnt. 

No. 2250 w. 


i, Tvrs (N't,. 2260 tv.) —The improvement in this pattern movement 

„- a Uouble onro iriagnet in tliia typo a pendulum swinge to and fro for several 
nuice ; it then returns to its normal position, time earing the servant the trouble 
01 ^Placing thn droi>. 


ROCHESTER ROW, WESTMINSTER, S.W. 


ELECTRIC BELL FITTINGS. 

INDICATORS, WITH ELECTRICAL REPLACEMENT. 


Mgu.'MKfi'Ai. Tvr>: (No. 2219 »V.)—The illnatraliou shows tlio construction >.f 
■I'i* standard typo of movement; tboy me ce/taiii in their notion, require nu 
adjustment, liat .i no pernianunl magnets, und require very small baitery power. 

For hole Is, clubs, in., we III those indicator* when desired wiiii controlling 
contact*, in order to indicate in the ofiico tho call* made, and thus enabling 
-omplet,. control over the attendant* in charge. 


Klxctrica l KirtieugsaT MoVr.nB.NT. 

Vo. 2251 w. 

Each «.. 3/ 

for do K. 33/ 

Ki.iterate*it Tver (Ko. 2261 w.)-W« rooommend this 
system for me only in such plnco* where it is necessary to. . 
replace the movement* from a great distance. 


Spouial quality, with Enamelled Zlno 
Seroou ia teak cases. 


’Ordinary quality, polished walnut 
oaiics, glass fronts. 
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ELECTRIC BELL FITTINGS. 

LECLANCHfi batteries. 



No. 2253 w. 

NKW FORM WITH AGGLOMERATE 
BLOCKS. 


India Rubber Rings 


CoNSTitt'CTlOH. --Negative Element: Carbon surronnded by poroxidc of Manganese 
and Coke, onclosod in a porous pot (old form) or agglomornte Carbon nnd peroxide 
Blocks (new form). Positive Element: Zino. Exciting Plaid : Su] Ammoniao about 
3 ozh. to ono pint of water. 

U*k.—F ill the outer jsr about two-thirds foil with Sal Ammoniao Solution and 
leave for a few hours. 

No. 2252 n. 

ORDINARY FORM WITH 
POROUS POT. 


Descrip¬ 

tive 

Com- 

ploto. 

Sealed 

Carbon#. 

Zincs. 

Agglo- 

niock*. 

Ki«. I 

K/9 


/r, 

m 

Pair. 

1/-H 

.. * : 

■J/0 

8/1 

!<■> 

•8 

1/21 

.. a 

2/a 

— 

2/fi 

/* 

;2j 

! 1/0i 1 


•did. oa. 
did. 

lid. per (>' 


ROCHESTER ROW. WESTMINSTER, S-W. 


Descriptive Size. 

Com¬ 

plete. 

Sealed 

Pig. 1 (3 pint nine) 

2/6 

3/3 

1 „ 2 (gnart „ ) 

2/. 

2/4 

I ,, 3 (pint ) 

1/6 

1/10 


ELECTRIC BELL FITTINGS. 



LECLANCHJ? BATTERIES IN PAINTED WOOD 
BOXES. 


| Pig. j Form. 

Size. 

2 Cell. 

8 Coll. 

| 4 Cell. 

0 Cell, i 

6 Cell. 

10 OelU 

j 1-10 i Porous Pot 

1 1211 1 „ 

! 1212 ; •” ;; 

■ 12 i t Agglomerate 

L& I :: 

.1 

2 

3 

1 

0 

: 3 

8/6 
• 6/6 
A/6 
10/ 

8/ 

-12/3 

9/ 

7/6 

14/6 

11/3 
9/9 

10. 
ii/a ■ 

9/ 

19/ 

14'G 

12/ 

22/6 

16/ 

. 12/6 
27/ 
20/6 
17/ 

'28/6 

21/ 

16/ 

34/6 

27/ 

22/ 

36/ | 

; 20/ j 

43/6 1 
.33/6 i 
** i 


THE “CARPOilOUS” LECLANCHE BATTERY. 



A combined Porous Pot in made of an 
inner perforated porous; and an outer 
carbon, cylinder. This “ Corporoue " pot 
contains the depolarizing peroxide of man¬ 
ganese mixture, and serves us.uu insulator 
for the zinc rod, vyhieh is pieced in the 
centre. 


Si/.... 

Complete. 



Zinc. 

Fig- 1 

4/ 

2/11 

/» 

/4 

„ 2 

2/9 

1/11 

/«i 


„ -3 

2/ 

1 

l/L 


j'-i 


Not*.—T he No. 3 ».«* of Uiis battery is tenant to a 
No. 2 oniinary form. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ELECTRIC B F. L L F iTTING S. 
“E.C.C." DRY BATTERY. 
t'Binim.K.Y Patent.) 



No. 2250 w. 

This improved form of dry buWory having been thoroughly tested 
in comparison with all others, is presented to the o cctr.critnjdo. and 
tr- nil uMcrfl of opon circuit h&'ttcrietf, as tbc “very beat. yet p ° * 

Thin battery i" ttw only ono which in capable of Mucceflafnl y 
competing with the oxistiug form of Lori an one battery. 

Being in all respects a dry battery, without liquids, it is not. bnojeOt 
to Wiy 0 f iho practical dillioultios mot with in the obe of wot batteries, 
arul is ftboolutolv dean. 

Its oonneotioiiH are so arranged that no (.-looping whatever arc 
nt. an v time developed. Hence we are proton ting it to the public a* * 
tirit-elasa dry battery for telegraphs. telephones, eleetnc belli., modica 
electric appliances, and all open circuit work. 


| FIkT” 


; 0 ' 'H X 2 i in. 

l> it 

1 1 :«y in. diam.i 

i * 1 

[ 2 2.: 



I-n,e | 

W. .~ 

---- 

Hvlxbt over all.] 

| rrtoo. 

T/i 

| :t 2 in. diam. 

51 in. 

2/6 

*. i 

3/3 

j -1. . 1.1 x 1.) in. 

I 4i " 

] 2/ ■ 


ROCHESTER RCW. WESTMINSTER, S.W. 
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ELECTRIC BELL FITTING S. 

INSULATED WIRES. 

The sizes tisod for electric hell line wires are Nos. 22, 20,18 or 16 B W.G. 


No. 2257 w. 

For electric boll and telephone work (indoors). 


f n w « Copper Wire, tinned, covered with pet-n: j 

j iaoulettcn, braided, and perafflned. j 

(lie 

rertlOynrdn. | 

1 22 Plain colours. £2 IG 0 

1 20 | „ „ | 3 15 0 

18 J ., ,. J- t< JO 0 

JEO 4 n i 

0 6 3 

0 8 0 l 


Fancy colours same prices. 


PARAFFINED COTTON COVERED LINE .WIRES. 
(fn a variety of colours. For fane in dry places only. ; 

No. 2268 w. 



:fi 


n 


INDIA RUBBER COVERED LINE WIRES. 
Recommended for wiring honsos (except at sea side). 

No. 2250 Yf. 



JiiMilation ol Copper Wire. 

Por Mile 

J l’ur I in yardi, | 

an 
>8 
i •« 

] ( Tinned Copper Wire covered withy j. 
j ■ pure indie rubber, then double j 
| Mention enverttd and paraffinoil ) j 

i'3 3 0 

4 0 1) 

7 JO 0 
1? 0 0 

j £0 5 0 

i o e o 1 

| 0 10 0 j 

, 0 17 « 1 


ROCHESTER ROW, WESTMINSTER, S.W 
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ELECTRIC BELL FITTINGS. 
DOUBLE LINE WIRES. 


No. 255601V. 

IuMilntion of Copper Wire. 

Per Mite. 

Per HO y<5*- 



£ *. d. 

£ ». a. 

2.wires of 22 I3.W.G. 

J Both cotton covered f 

6 0 0 

0 S 6 

.2 „ 20 

) and paraffined ... (. 

( One itidia rubber and 

7 15 0 

0 10 6 

2 22 ., 

\ one cotton covered, ! 

6 10 0 

0 0 0 

2 m 

j then cotton covered f 
(, and paraffined ... ) 

! 9 0 0 

1 

0.12 0 

2 22 „ 

( Both iudia rubber 

J covered, then double > 

j 8 10 0 

6 11 6 

2 ., 20 

(' cotton and p~araffinod ) 
r Both double cotton "5 
) covered, then braided !• 
( in fancy colours ... ) 

12 0 0 

0 16 0 

2 22 

| 9 0 0 

0 12 0 


WIRES FOR OUTDOOR USE. 

Vulcanized iudia rubber covered. Insulated pure and vulca.nir.cJ 
iudia rubber tape, iudia rubber coated tape, I ho whole vulcanized 
together, then braided cotton and covered with preservative compound 

No '22151iv. 




Weight pr.Miie 

Per Milo. 

Per 110 yards. 



22 

67 

«;0 

i " 

1-2 

0 

0 

15 

9 



20 

96 

| 14 15 

0 

1 

2 

6 



18 

1! 

12 

| 18 0 

0 

1 

5 

0 












'i 

0 mi a. perclitt covered wire, 

22 

20 | 

18 

16 B.W.O-. 


No. 2282 w. 


IVr 

no*d» 

Per 

Mils. 

Vttr 

UOydi 

Per 

Mite. 

Vk- 

110yd» 

■SS. I 

_j 

irtr* 

Plain 



6 0 

10/8 

a ci 

13/6 

e a. 
18 0 

21/0 

27/0 : 

38'0 

Doable cotton, cor. ■ 

fc vorri 

8 15 

i2/n 

13 0 

18/0 

21 0 

27/0 

— 

| " 

Braided and parsffim <1 
Tfcped mid tarrod . 

- 


15 0 

1 20/0 

I ~ 

23 0 

2S 10 

30/0 

38/0 

40 0 

55/0 


Made with a thicker coating of gutta-percha at extra prices. 
Lead covered wire for underground, prices on application. 
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ELECTRIC BELL S W ITCHE S. 

Switches are used either to break tbo current or to give it a different 
direction. 




Nos. 2264 w. Si 2265 w. 


; p*. 

( 

Description. 

l.acdnered. 

Plated. 

lineh. 

Dor.cn. 

Kuch j Dozen. 

940 

One-way ... . 

1/6 

16/ 

1/9 j 18/ 

941 

Two . 

2/ 

21 / : 

2/8 I 24/ 

942 

Three „ ^ . . 

2/6 

27/ j 

2/9 | 80/ 


NO. 2261 w.— Oimujuky qi:AU'n,.o» square wood banc. 



Description. 

Lacquered. 

l'latvd. 

!-!! 

Kaoh. 

[ Dozen. 

Knob. 

Dozen. 

!~94-r 

One-wu.i ... 

1/9 

1 18/ 

2/ 

21/ 

944 

Two .. 

2/3 

| 24/ 

2/6 

27/ 

j 94.1 

Three „ . 

29 

! 30/ 

3/ 

33/ 

1 94« 

•Four ... . 

3/3 

1 :56/ . 

3/6 

39/ 


! Vi H | Description. 

Lacquered. 

Plated. 

iSseb. 

Dozon. 1 

Kacli. 

Dozen. 

1 i One-way. . 

2/ 

21/ i 

2/6 

27/ 

948 Two. 

2/6 

27/ 

8/ 

33/ j 

■ °4«) i Three „ . 

3/ 

33/ j 

. p/6 

39/ ! 

! 9 50 I F 0 u r .! 

! 3/6 

39/ J 

4/ 

1 


ROCHESTER ROW. WESTMINSTER, S.W. 
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ELECTRIC BELL FITTINGS. 

SWITCHES. 


No. 2308 MV -Besi Quai.my 

5TWm» are manufactured of best hard woods, sue. 1 , jis ekiiiy. cocmiS 
walnut, oak, y.ini'otti. roHo and satin woods, fitted with beat platinum- 
pointed springs and ivory plungers. Supplied 'in ail patterns. 
Diameter 2 21 ' 8 o£ I- in. 

1/8 i is 1 /C 2 / :>./ oa. 

18/C 1 3/6 17, 21/ 23/ do*. 

In ordering pljlaso state patteril, viz., K, II, K, L or Si. 

ROCHESTER ROW. WESTMINSTER, S;W. 


T. & W. FARMILOE, 


No. 22(19 vv. 

I>i*m. Finish- 


I Bronzed 
\ Bnglii- 


I'op.j to unscrew, ivory plungers and 

“Btinpirr." “Stakmy 


backs. Highly finished. 

"M KTitiiPOi t: 


No. 2275 w. No. 2276 w. 


ROCHESTER ROW, WESTMINSTER, S.W. 


>270 w. 


No. 2271 w. 


Brig'll' , 

| Bronzed, 

Bronx . d 

' Rolioved. 


No. 227:1 w. 

■n •> 

2/9 4/i 

“ Toons." 
















778 


T. & W. FARMILOE, 


ELECTRIC BELL FITTINGS. 

CHINA PUSHES. 



PLAIN CHINA, with Wood Backs. 

No. 2281 W.— -White, cream or black, 2| or 3 in. ... 

.. 2282 W. -Coloured lines, 

. 2288 w.— Gold „ ,, ” . 

The above lines on white, cream or black ground. 
KEKDKD CHINA, wit* Wood Backs. 

No. 228* w.—Whit*, black or cream, 2} in. 

., 2286 »r. - Do. gold lines, 2J in.... . . . 





IMITATION MARBLE, with Wood Backs. 

No 2286 vr Brown, yellow or grey, 3 in. . 

The above with obnnito backs, 6d. each extra. 


TABLE PUSHES. 

Weighted for nso with Flexible Cords in Ofhoon. Dinimr Rooms, Ac. 


No. 2287 n 


THE DESK PUSH. 

No 2290 ty. 

Silver.plated Hand on Hj'tlift 
ebony slab, 

13/6 ca. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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ELECTRIC BELL FITTINGS. 


PEAR, PUSHES, ROSETTES, PRESSELS, do. 

■ Ornamented. 




No. 3891 "• 


- In | 


No. 2391 vr. 

ordinary woods, j Bone roounls, 


pattern ... ...j 

springs 

1/ 

1 n.btist woods,ebony. 

1 vory mounts, ! 


C0CU6, it'., large 

silver pointed 


sire, plain pattern 

springs 

1/3 

No. 2292 w. 

Do.. do., orna- 


1/9 

mented pattern 

Do. 

Polished brass. 


5/6 

reeded or plain ... 

Do. 




Combination 
I'USH ■& PULL. 


No. 2293 w. 


WALL ROSETTES. 
To match Pent 1 Pushes. 


No. 

All wooIs, bone centre*, 2 in. 

,, ivory „ 2j| „ 

• „ 3 „ 

Polished brass, reeded or 
plain, ivory ventres, 2$ in. 3/ 


PONT PUSH. 


^*t woods. ivory 
founts, 3/ oa. 


No. 2294 w. 

Assorted 
woods, 2/6 «•* 


ROCHESTER ROW, WESTMINSTER. S.W. 
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E LECTRIC B E L L F I T T 
BEDROOM PULLS, 
use with ordinary Pul! Cords. 


E L E C 1' R ! C B E L E E I T T I N C, S. 

BARREL PUSHES. 

,eso pusbos arc specially recommended for doors oxposcl 
.moss. the contacts being inside a brass barrel- and not .. 


Diameter 


No. 2297 w. 
Lover, Pull, in wood 
-I in- - 3/ea. 


No. 2298vr. 


Diamotc! 


No. 2299 w. : Straight, Pull, in metal case, 

Queen Anno pattern . 2$ 
.i Ditto; difro ... ... 4 

No. 2300 W. -Ditto, in wood ruse. .. 2! 

No. 2901 tv. -Ditto ditto with 
cord and tassel ... 

No. 2302 tv.-- Ditto, in matul case, com-• 

plctc with cord and tassel 2f 


I’.-SIOJS, Bright, Bronzed or Hs.lf-Hronwi, 
Ebonite Bucks. 


Diameter 


No. $299 yv. 

, S T A PLES. 

Best, coppered steel Staples, with pointed ends, Round or Squahk at 


Per do/.. 

No. 2307 w. 

List Push, with ei'her" Press 
“'Visitors:’’ &c. Ebonite back 


luiijitT Biuss Push. " »’>«ss 
on .plunger. Ebonite bucks 


Coppered 
Tinned ... 


No. 2308 w. 


No. 2304 iv 
No. 2305 w 


O utta- perchu tissue ... per square yard 2/d 

•i jointing sltoet, ^ in thick, 


ROCHESTER ROW, WESTMINSTER, 


ROCHESTER ROW, WESTMINSTER, S.W, 
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JC BELL F 

barrel pushes. 


I'ANCY 

PUSHES. 


OBLONCf FORM, 
"Bri^Jit. Brorr.od, or 1mlf li 


OBLONG 1'RESS, 
Bhonlto Rack*. 


COTTAGE PITS: 
Bright Pnlidh«d. 


■GOTHIC" PUSH. 


"MIDGET” PUSH- 
Suitable for Harrow Door*. 


No. 2«I5w. 

1 in. by Sin. ... < 


ROCHESTER ROW, WESTMINSTER, S.W. 


Diaiu. 1 

li 

2 


Kn. | 

2/9 

m 

3/9 


foiftBQ. 

1 

n 

3 

* I 

3 j 4 in.] 

f Ka. 

3/ 

4/3 

C'6 

7/3 | 

8/0 12/j 
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ELECTRIC BELL FITTINGS. 

FRONT DOOR PULLS. 


THE •‘VILLA" PULL. 



No. 2317 it. 


Plain, Bronzod, or Lettered 
“ Visitors,” ” Servants," “Night.” 

A in. ea. 5/9; 66/ doz. 

4* ,.■ 6/6 ; 76/ „ 

5. „ 7/6; 87/ „ 


THE 11 LION " PULLi 



No. 2318 w. 


4£ in.i t*n. % 

6 „. „ 10/6 

Oi ..12/ 



2 by 6 in. 9/ ea. 2 by 6 in, ... 9/ ea. 3/ ca. 

This contact No. 2321 w. has been designed to convert any 
crank bell pull into an electric boll pull. 


ROCHESTER ROW. WESTMINSTER, S.W. 
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ELECTRIC BE EL 

DOOR TRIGGERS 


*'H on ope 


No 2324 w 

K*oli. Do*. 
g the door only 2/6 27/ 
3/6 39/ 


z-way,rings on openirtgotiihutl ingdoor 2/ 21 


BURGLAR ALARMS. 


no. maw. 


No. 2327w. 

hrass barrel, with 
tempered spring, plati¬ 
num contacts and 
counter door plate, 
2/6 each. 


above contacts arc usually fitted in con tied ion with our cot 
s ringing boi 1 b, a* described on page 764, und htosUv require 
connection, in oi'dcr to break the circuit when the bell* ai 
not required to ring. 


FLOOR CONTACTS. 


No. 2328 tv. Kll , 

Will, removable plunger, for 
li ving under mein, carpets, 
in d tiling rooms. Ac. ... 3 , 


No. 2329 iv. 

In. ditto, with spring 


N . 2328 tv. 


NO. 2329 w. 


ROCHESTER ROW. WESTMINSTER. S.W. 
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N{|. 2330 W. represents ft simple “circuit,” in which ono bell, push, 
and batieiy tht . carbon pole of battery to the P'^'fvoin 

the push to the boll, and from the bell direct to the atnc ” mg 
No 2331 W reorettenta.manner of enabling the Baute boll tqhciupg 

'TSStt.,».»- r" •srSK 

junction as shown in r.bo diagram and then earned trout each [ 

th " No.“m w•«»-•»" «»* 

TUSf’ST’Ll*. I»l» »f.'>»“">• 1»P»»W»1 tatt* 

line, is carried to each push. A wire is earned from eacl t « 

respective number on tho indicator A short, wire t ,• 

indicator to bell. A wire is also earned front third terminal t m ttid.i a to., 
marked /,, and also from the bell to the r.oc pole ol batten. 

(Cow(tn»<‘d mi licit yatfi .) _ ____ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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DIAGRAMS & METHOD OF FIXING ELECTRIC 
BELLS AND INPICATORS-^VW. 

ooncll!r n \nri p0n r Or / h V V mh ** :L A{sUnt ™m,thecorres. 

Whcntl,r««SLT lnd,CHior V s brou ff ht into viow and the bell is rung, 
lower edire of indir^f **'' **,» *1 Kbo tenches an ebony button on 
another Si th ° numbcr is '«•«»»» bad* ready for 

indicator and mechanical replacement m 
almoet ident.cal, with this excopt.on~that.to throw tho numbers back 
of.indiefttov is pulled, and the two wire.,’ 
tiom battery to / and C on indicator aro not required. 

Jt will l.o obvious in all these diagrams that tho system is 
exceedingly sunplo, may bo successfully fitted by any poison and 
tho I,M ’ g08t 3cftlo > 113 ft «y numbir of pushes 
° r V‘ g -? n thoHftme be " battery. Also, if, instead of 
ini P km k WC P'l 1 : d001 '. thief or fire alarms, tho diagrams 

5 tfaStl b<? r rr -^' 10 bC , ri “ ging whenever tho door is opened, as, 
in tho ofchor case, it rings when the push is prossod by tho hand 

It slmuM ^ h Vn ’? GVOry T y the bost battci 7 for bloctric bolls. 
It. shouJd not bo filled more than two-thirds the height, and with 

ye!rs 1Cm 01 a htt ° 8ft ummoniuc and water, will remain in action for 

*> ^ tbe pushes, unscrew the oovor, bring the wires through the 
attacb on ° 10 oach 9 P™R, then fix to wall, and put bn tho 
oovor and ivory buttons. 

.. „ Tb ® bcl ! “« roI 7 requires to be hung up; but if wished, can bo 
|^§~?d by ^‘ ng cov ? r and moving small contact screw, until tho 
vibrations are freo And rapid. 

The best wire will be found the cheapest in the end. We recom¬ 
mit the C ° Vftrcd ' U ctin bo liad iu Wious colonrs to 

tihned^pW th ° m ° 8t saifcabl0 P lace - and by ordinary 

Thief alarms aro readily fitted* into door frame by moans of a 
chisel or centre-bit. 

Complete directions for pendulum indicators sent with each. 

We are always happy to answer any queries or givo further details. 

DIRECTION!? FOR BATTERIES. . 

v ? b ,f P ro P 0r quantity of crushod sal ammoniac for oach size is— 
No. I, 2 oz.; No. 2, 3 oz.; No. 3, 4 oz. 

Put. tho sal ammoniao in the outer cell and nearly fill with water. 

1 hc battery will be ready for action in about twelve hours. If required 
to work immediately, make a solution of sal ammoniub and pout into 
tho inner coll. 1 

A little water and a small quantity of sal ammoniac can be added 
when required. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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LIGHTNING. CONDUCTORS AND FITTINGS. 


Copper Tape. 


Copper Ropk 


No. 2333 


No. 2334 w. 


No 2835 w. No. 2336w. No. 2337 w. 

ingle Point 6/ oa. Multiple Point 9/ <*a. Mult,pic Ponu oa. 
No. 2388 w.—C opper Tudkb, for Elevation Rods. 

Scrowcd at both ends. 


3 ft. 

4/ 

6/ 


4 ft 
6 / 
7/6 
8/6 
12 / 


8 ft. 

7/ 

9/ 

10 / 

H/G 
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LIGHTNING CONDUCTORS AND FITTINGS. 

SADDLES FDR KLEVAl’IOW ROD. 




No. 2.342 W. 



No. 2.348 w. 


Cot) 1 * 1 , 1 X 08 . 

-Vo. 3842 W. 

3 and ? in. I i 
Foi'Tape 1/6 2 

No. 2848 w. 

For Rope ... ^ 1/6 


1} and C. in, 

6/6 en, 




\<>. 3344 w. 


8/6 



6 


7/ per flox. 



No. 234.) w. 


For Th pc 


$ . i 

.3/6 3/6 


1. 1» 2 in 

•V 6/ 7/ per <lnz. 


No. im w. . 
No. 284 < w. ... 


Earth rum. 

h >u. thick, about . 7/6 por square fool. 


N*u.s. 


2| in., 1/6 per do/. 


ROCHESTER ROW. WESTMINSTER, S.W. 
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UCHTNIN g conductors. 

WSTRirCTlOSS FOB.WXINO. 



. TT?S- 


Tl„ nnin* of the cnmlurtor should extend at least 4 foot above 

JtX /p i J tl.o Tho o„p„. ri .e o.^ 

i'V buried in dump soil, embedded m ea-UBhod caibo.yt 

in a drain or pool about 10 ft. distant from foundauon. W 
recommend the use of a cupper eavtl.plate, buried m wot earth, 
surrounded by cinders and coke. 

«* Jr.*“-fT* * 

proieeted by short points connected to the nearest ro • 

'f insulators is not recommended. , complete ro. 

.... . „ ntinclied toa vauo, finial, or heavy rioge wilh points 

l hr conductor may be attaclieu u>a lflll iw,pitiit{ 

‘•'oiswotk, provided the connection be ported. _- -- 

ROCHESTER ROW. WESTMINSTER, S.W. 


4 
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ELECTRIC GAS LIGHTERS. 

CLARKE’S PATENT DYNAMO. 

A. WONDKRm XmPROVKMBiVT ON A Lit PoilMKR Qas LlOIJTEKS. 



No. {J5i48w. 


No Battery. Safely from Fire. Will light nothing but gas. 
Ordinary generators ... 1« 24 3 0 36 in overall 

14 -/S 16/3 18/ 19/9 ea. 

Bont Spiros, 8/6 extra 

vrt cm strongly recommend for its efficiency and cJurability P ' 

No. 25*49 w,—DOUBLE GENERATORS 

*v.4» «* m. % 

No. 2350 w. DOUBLE GENERATORS, WITH WOOD SPIRES. 
4,5 6 ft. over all. 

30 / 6 42/3 43/ ea. 

Iron Bracket for suspend ing lighter, 6d. each. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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BELL FITTINGS. 
SIDE DRIVING CRANKS. 



2 „ 

No. 2352 w. 3 •« 



No- 2354 w. 
ROCHESTER 



LEADER 

CRANKS. 



Light. 

Mridium. 

Strong. 

1 -fly 

... 6/ 

7/6 

9/ doz. 

2 

... 7/6 

10/6 

12 / ,, 

3 „ 

... 10/6 

14/ 

16/ „ 


PILLAR 

CRANKS. 



Light. 

M odium. 

Strong. 

l-fly 

... 6/ 

8/6 

9/6 doz. 

2 ., 

8/6 

11/6 

12/6 „ 

3 „ 

... 11/6 

15/ 

16/6 „ 


ROW. WESTMINSTER. S.W. 
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No. 

No. 235!) w. - Drive 


">/6 do*. 


ROCHESTER ROW, WESTMINSTER, S.W. 


LEADER CRANKS (Iron Plates). 

No. 2355 w 

1 2 3 4-Hy. 

2/6 4/4 (5/ 7/6 per do r. 

No. 2366 k. 

MORTICE CRANKS. 


Fig. 

l 

Fut. 

X 

3 

920 

V 

0/6 


921 

8/ 

10/6 

_ 

922 

10/. 

13/ 

17/ 

923 

IS/ 

n 

20/6 


n ordering ploan« say if flat or tnrned ends 

' and chain cranks. 

Pi.ATJS. 


T. & w. FARMILOE, 


B K L L F I T T 1 N C S. 



PURCHASE CRANK: 


BELL CARRIAGES. 


S .W52 

10' 

T PLATE. 


Medium. 
•W07 T 


ROCHESTER ROW, WESTMINSTER, S.W. 
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bell fittings. 

bell carriages. 



ROCHESTER , ROW, WESTMINSTER, S,W. 


FARMILOE, 


795 


T. & W. , 



Polished or Bronted 


Vitiilorft,’ 


1 Office," “ SorvuntR, 


So. 2870vr. 
'"976 


No. 2 *71V. 1&/Q dor.. 


QCADKANT 
H13I.L 1’ U LLS. 
No. 2374 w. 
977 

22/ poi dot. 


Pig. 1675. Pig. 1679. 

Plain. Ca»t pattern. 
34/ 39/ dot. 


ROC HESTER ROW, WESTMINSTER, S.W. 
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ROCHESTER ROW. WESTMINSTER. S.W. 
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mouthpieces 

COMMON 


H ISTLES. 

SHAPE. 

hckkw. 



2894 W.- Superior quality, fitted with extra strong 
chain and brass bauds, being perfect safeguard against 
of whistle. 

Malk »k Fkmaik.' 

Oral. Houurt. 
Cocut... ' 20 1 16/ do*. 

Kbooy ••• 21/3 17,3 ,, 

With Indicator*, extra. 1/1 do*. 


ROCHESTER ROW, WESTMINSTER, S.W 


! 


T. & W. FARMILOE, 799 




H PIECES AND WHISTLES. 

COMMON OVAL SHAPE. 


Kbony 



OVAL MOUTHPIEOE ani> WHISTLK. I 
'With rose to toroxi on to walls, 
partitions, Ac. 


W. 

Coco*. 

Kbony ... . 

With Indicators #« shown, 

1(6 (tor.. 


23/0 dor.. 
20 / „ 
pxtia, 



Oral, Circus 
„ Kbony 
ttound, Coous 
„ Kbony 


ROCHESTER ROW, WESTMINSTER, S.W. 
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2899 *r.--l VOKY MOUTHPIECES AND WHISTLES. 

Hound. Oval. 

I hi. melu 73/ 96/ per dor. 

80/3 98M ., 


-PRASS MOUTHPIECES AND WHISTLES. 

Round, Ov.i. 

•12/ -<6/ nor do/ 


•ZJN0 MOUTHPIECES AND WHISTLES, 
wii.ii blow ou> wliletlo av Ho. 231)8 w. .. 22A) pel 


with oval cocub or obouy mouthpiece nod whittle, brastsrtinunt 
nnd ln-nided tube. 

IS 21 30 3t! iu. 

39/d_ _ -w/ 437 _65/ per dot 


N I 2 E D INDIA 1 U B B H R 
LEXJBLE TUBING. 

No. 2404 w. 

dimnnicr } j ; -j j 1 i n . 

hi- Id. ftjd. lo.i, I 1/3 per ft 
with till . pi'ln) uOuoitli ng to colour and quality of ailk. 

" •ZINC SPEAKING TUBE (SOCKETED;. 
i i I Min 

Id_3d, -i.I. per ft. run 


or ebony mouthpiece and whistle, brnie mounts 
nnd wall plate. 

24 30 3li Inches 

SS/3 (13/9 69/3 p* rrior. 


T. & W. FARMILOE, 
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s 

io. ‘2406 i 


FITTINGS FOR SPEAKING TUBES. 

Monoc for attanhiug Jin. brnided tube to ] in. iron pipe 5,3 per dor.. 
.. i )». i in. „ 0/0 



MOUNT. 

Mount for attaching J in. braided tubo to | in. iron 

iock« . 

Ditto, for attaching } in. braided tnbo to J in. iroo 
rocket .... . 


MOUNT. 

Mount for attaching male acrow mouthpiece, 
screwed for 4 in iron, for attaching to } in. 

oouipo. pipe ... . . . 

Ditto for attaching to jj in. compo. pipe 
Ditto, for attaching to ! in. compo. pipo 


6.9 per doz. 


7 / 


4/3 per doz. 
5/9 .„ 

6/C „ 


El,BOW. 

Elbow, with back plalo to fir to wall, aorewed for 

4 hi. Iron .7/ por doz. 

Ditto, for $ in iron .. ... ... 7/9 „ 



No. 3410 w. 


WALL PLATE. 

Wall plate for fixing mouthpiece to wall, A.o , or for 
attaching braided tubo to pipo in wall, for ) in. 
iron, male or female arrow 

Ditto, for | in. iron ... . 


7/3 per doz. 
S/3 „ 


No. 2111 W. WALL PLATE. 

Wall piate, suitable for firing mouthpiece to wall* or 
partition!, aernwod for either 4 in. or 4 in. iron 
P‘P° .9,; per doz 



No. 2412w. 


HOLDERS. 

No. 2412 w.—Holder for speaking tube terminal* ... 
No. 24J3*v. — Ditto, ditto reod* in the shape of a 
billiard e.m holder. 


6/ per do*. 
5 / n 



No. 2414 w. • 


CAST ZINC BENDS. 

i i 1 in. 

7'Q 9/ 9/ per do*. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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LONDON” BEER ENGINE. 


No. 2415 w. 

With frame to fix underrpnntcr. Pewter front - nnd sink front codes, 
jtlaiu handles ami tapping itoclu to eiieh motion. 

. 0 I 5 mdtioit ... <•«. £l2 15 A 

'00 .. . 15 10 0 

I 0 I 8 20 15 # 

EXTRAS. 

p . . ... 3/ por pnll. 

... 3/ „ 

Ebony „ . 2/ 

, „ and rings ... . 3/0 „ 

in ordei-ir.g send fioigh.t of counter under lop and thickness 


2 motion 


FIOCHESTER ROW, WESTMINSTER, S.W. 
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“ALEXANDRA” •BE'E.R ENGINE. 



BEST LON DON M A K E. 


No. 2410 w. 


To poll ,l,„„gh oo»,.tor lop. "ith Owl »Uver ol 

and olmny handles, tapping cook to each motion and w 
For Mfthnjrn'v Oooout. 


2 mot 

3 

4 

5 

6 


£8 13 0 
12 5 0 
15 13 0 
19 8 0 
23 0 0 
26 12 6 
30 0 0 
33 16 0 
3? 5 0 


For Pcvfltsr Counter 

£9 0 0 
12 16 6 
16 8 6 
20 5 0 
24 2 0 
27 18 0 
31. 7 6 
34 16 6 
38 13 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No. 2417 w. 

Boor Engine, with brass spouts or front cooks, brass mounts, white or 
colpured handles, tapping cock to each motion, and wrench. 


Two-motion 
Three „ 
Pour „ 
Five ,, 
Six ,, 


Maliogtwv. 
... ea. £6 10 0 

... „ 8 6 0 

... „ 10 10 0 

... „ 13 Q 0 

... „ 15 15 0 

EXTRAS. 


Nickel-plated pulla and taps 
Guide rods ... 

Fancy handles 

Ebony „ . 

)>' » ancl rings „. 


5/ 

2/6 

3/ 

2 / . 
3/6 


£7 10 0 
10 5 0 
12 10 0 
15 10 0 
18 15 0 


per pull. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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A L E X A X D R A P A T T E R N . 



No. 2418 w. 

a-^ifss uZZu ,i 

plated bauds and ring,, polished pewter plate and lined sink, tappu.g 

cock to each motion, and wrench. Mfc - • 

... • /.a £9 17 t) 

Two-motion . . a. * 


Three 
Pour 
Five ,, 
Six 

Eight „ 

Nine 

Ten 


TtA** mill. 10/0 


ROCHESTER ROW, WESTMINSTER. S.W 
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BEER ENGINES. 



No. 2419 w. 


Be or Engine, O.G. front and cud*, with 

bran* front cocks or 

spouts, tanning cook 

onoh motion, and vrronoh. 

Mahogany. 

Two. motion . on. £5 11 0 


I'owtor. 

JKfl I 0 

Three „ : . 

7 12 0 


8 10 0 

Pour . 

OHO 


10 18 0 

Fi»e . 

13 2 (t 


13 12 0 

Six .. 

„ H 11 0 


Ifl 8 0 

KXTRAS. 

Niokel-plntod pulls mid tapn . 

4/ 

per motion. 

Gu Ido rod* . 


2 IB 

Fanoy handles. 

... ... from 

3/ 


Kbony ,, . 


2/ 


„ nnd rings 


3/6 


ROCHESTER ROW, 

WESTMINSTER, 

, s.w. 
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R07 



KXTHAS. 

Hume «ngim : tlio front cock* will retjuiro 
match U.r spouts, ca. Uii 
cy handles extra. 


ROCHESTER ROW, WESTMINSTER, £■>*'• 


front cock# or spouts, tapping cook 
ami wroneh. 

Mahogany 
ca. £6 4 0 
„ 0 0 0 
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BEST LONDON-MADE CIRCULAR 
BEER ENGINE. 



Circulur beer engine, with brns* spouts or front cocks, brass mounts, wbito handle's, 
tapping cook to uftcii motion and wrench, 


Mshoffjny. 
£10 10 0 

12 18 (! 


s-7 111 
30 '13 
S3 13 


£11 4 

10 10 
13 12 
18 10 
21 15 

24 15 


Pot stand an shown, extra 


ROGHESTF- r- HOW, WESTMINSTER, S.W. 
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No. 2422 w. 

0.8 mMA lop, wilW tro.,1 cock, «r,pl.«is. «ppi»S 10 c “ h 

motion and wrcncli. 


Two-motion 
Throe 
To nr 
Five 
Six 
Eight 


Mahoguny. 

£5 15 0 

6 0 0 

10 0 0 

12 10 


EXTRAS. 

... jeo 

... from 0 


f> per motion 

0 


rtOCHESTER ROW, WESTMINSTER, 
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beer engines. 

BEST LONDON MAKE. 



0.(1. moulded lop all round, with front cocks or spouts, tapping cock to 
cadi motion, ami wrench. 


I wo-mo 

Three 

Four 

Five 

Six- 

Eight 


Wo botany. 

£6 3 0 

13 0 


10 16 
13 8 

16 3 

21 10 


Fewter. 

£7 1 6 

9 14 a 

11 17 3 

14 1G G 

17 5 9 

23 13 


ere me fiont cocks and spouts in the samo ongine, the front cooks 
will require flange, to make thorn match the spouts 
Extra, 1 h. 6d. each. 


ROCHESTER ROW, WESTMINSTER, 
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With moulded top, fitted with front cocks, spouts, qu 
lapping cock to each motion, and wroucii 



Bt>r London Mak*. 

Oboinim 

t Make. 

MnboganyJ 

r, wtot 

Ma!ioK»ny. 

Fewlttr. 

Two-motion 

Three .. 

Four 

Five . 

Six 

Eight. 

£5 14 G i 
7 17 3 1 
9 14 3 
12 3 0 
14 11 « 
19 7 0 

£6 5 9 

8 13 0 
| 10 12 0 

1 13 4 <'> 

1 13 17 o 

I 21 16 

£6 0 0 

7 0 0 

3 n o 
10 10 0 
13 0 o 

£5 10 0 

7 It 0 

9 12 0 

12 0 0 

H 7 0 


ROCHESTER ROW, WESTMINSTER, S.W. 
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BEER ENGINES. 


No. 

Sweep Engine, mahogany cape, front cocks or spouts, 
each motion, and wrench 

L wo-motion 
Three „ 

Four 


Six 

Fancy ImndloB 
Guido i-ods 



from 3, pi 


. 2d 


ROCHESTER ROW, WESTMINSTER, S.W. 
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SIS 



BEER ENGINES. 

REST LONDON MAKE. 


Sweep Engine, 


Two-motion 
Three 
Four „ 
Five „ 
Six 

Eight ,, 


mahogany 

»mi wien'.i 


'ROCHESTER ROW. WESTMINSTER. S.W. 
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614 



No. 


O.G. (rent m •*. with front conk, or .pout,, Upping cock to cnoh 
motion, and wrench. 


Two-motion 
Tli too ,, 

Four- 
Five „ 

Six 

Right ,, 


>.Ubog*nj\ 

£f> 15 0 

8 0 0 

10 0 0 

12 10 0 

15 0 0 

20 0 0 


11 0 
13 15 
16 10 
22 0 


0 

0 

0 

0 

0 

0 


Nickel-plated fittings 
Plain ebony handles ... 
Ebony handles and rings 
Fancy „ ... 

Guide rods 


EXTRAS. 

.per motion £0 4 0 

. .. 0 2 0 

• ,. 0 3 6 

from „ o 3. 0 

. 0 2 6 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


815 


SINGLE BEER ENGINE. 



No. 2428 w. 


BEST LONDON MAKE. 

Single beer ongine, with bras* 
mount and spout or front cock, 
cream china handle, tapping cock, 
amt wrench. Round moulded 
block. 

Mahogany. 0(1 • 5 0 

Pewter ... , » » '* 

White marble •• 4 7 6 

St. Ann’s marble ... 4 18 6 

With German silver electro-plated 
mounts and spCmts and ebony 
handles, extra £1 r > 0 


ROCHESTER ROW, WESTMINSTER, S.W. 

























T. & W. FARMILOE, 

SINGLE BEER FULL. 
l-'Oi? FITTING IN COUNTER. 



I.ondon pull with ubonjr 
hnudlei nml end ring*, 
and tapping <x>ck, 


.» handled from 3/ an. eitrn 

ROCHESTER ROW, WESTMINSTER, S.W. 


• T. & W. FARMILOE, 



THE 


‘"ACME” beer pull. 

(REGISTERED). 


No. 8431 w. 


brans .. 

^•ckel-platcd front* 

Wit,,, wijite Mutftl mounts and taps 

! Glasa Cylinders ... . 

V v,;it A bl 0 for Oil 


£i 2 0 w 

2 r, o 

2 10 o 

extra 0 7 6 

0 2 6 


ROCHESTER ROW. WESTMINSTER. S.W. 
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T - & W. FARMILOE. 


pillar engines. 


brass 

With sling motion, brum I 
front cook or Hpoul. 



Urns* ... ,,, 43/ ril 

Whlto tJ.elnl ... 


With 

■luruirnnt motion, 
brunii cock or spout. 



No. 24*3 w. 

Hrnss.43/ on. 

White metht ... 67/ |t 


With vibrating standard, 
bras* front code or spout. 



Brain. 40 / 

White metal ... 66 



BEER ENGINE BARREL, 

WITH UNION' OOMPLKTK. 

No. 2436 W . 


1-piut ... 
3 to ijuart 
l pint 


£0 18 0 
1 3 C 
1 8 0 


WRKNCH, 

For boer man hi nor. 


ROCHESTER ROW, WESTMINSTER. S.W. 




ROCHESTER ROW, WESTMINSTER, S.\ 


No. 2437 tv.— SINK. — Lined with best . . .. 

j nt 11 d • nds 9 in. wide by :ij In. deep (I nside 


--" : - - 

1 . ■ V I 

Length of sink. | 

l'rieo of sink only. 

For 1.motion engine 
i „ 2 .. | 

.. » . 

1 r. » ”• ■" 

,. 0 .. .. 

.. 7 . 

.. b .. 

1 .. 0 „ 1 . 

,.10 . 

0 in. invido. 

10 .. 

18 „ 

22 „ 

28 .. 

3* .. 

40 „ 

46 „ 

62 „ 

68 .. 

£ H. d. 

14 3 1 

17 3 1 

1 13 0 

1 18 8 

2 4 3 1 

2 10 0 1 

2 16 1) 

a x « 

370 

3 16 0 


T. & W. FARMILOE, 


No. 



























T. & W. FARMILOE, 


T. & W. FARMILOE, 


BEST PEWTER WASHING-UP DRAINERS 

BASIN AND Dll A IKE K FLUTED, WITH WASUEIt AND PLUG. 


BASIN COCK S. 

With 1)083 to screw under conulc 


Screw (1o< 


bottom 


BE EH ENGINE SPOUT. 


“HER ENGINE FRONT COCK. 


WASH-UP BASIN AND DRAINER WITH STOP TAP. 


No. 2440 W. 

"< without boiH 
’ wiih boa* ■ ■ 
nu »n silver, electro-plated 


Bruin, without boas 


STM,HON COOK, 
With bracket. 


bar tapping cook. 

bout anion sorew bottom. 


HAMMERED PEWTER WASHING 

With washer And plug, with union. 

No. ‘>143 w. 

Bk llllmg 10 ill. diameter ... 


BASIN 


Outaido moil 


EXTRA. 

Washer and grate, with tap . 


I German »ilvi 


.- T r, 3 7,3 i 

^oublo ended spanners for above, a 




ROCHESTER ROW. WESTMINSTER. S.W. 


ROCHESTER ROW, WESTMINSTER, S.W. 






















T. & W. FARMILOE. 


T. & W. FARMILOE, 



No. 

Pol'.sited brass ... ca. 5/9 

Nuike,-plated . 8/3 

Polished German ) 
silver .. ) » : V<i ... 

German silver,plated „ 11/6 ... 

With fly nut c 


) boss same 


ROCHESTER ROW, WESTMINSTER, S.W 


No* 2450 W.—As above, with German silver bar taps. 

Mahogany. 

tups 



... c . 

2 11 

0 

" 2 

14 

0 



3 3 

9' . 

3 

7 

6 



8 16 

6 

4 

1 

0 



5 2 

0 

5 

8 

0 


ROCHESTER ROW, WESTMINSTER, 


C K S. 


No. 2450 tv. 

Plated union tap, and 
i stop tap and boss 
Tapping cock (only) 


ca. 

Tin pipe extra. 


eh tap. 

Mithnanny. 

each - £1 4 9 

„ 1 13 0 

2 13 

2 9 « 

3 6 0 


9/ 

Polished German Bilver 10/3 
German silver-plated ... 12/3 


















T.-&W. FARMILOE, 


824 



Nn. 2157 w. 


bar spirit cocks. 

PATENT SPRING HEAD. 

Sin^lo tup, brana . r ofc 

Nicicol.plated tap ... ... ... ,y 

Patent white rtictal. " 1 

With fly nnt and union, namo price. ' , 

Fl1TKI> IN' MaJIOUANY FiiONTS. 

Biaaa, C,G. Nickel-plnlud, 7/3. Patent white metal, S/ ' 
per tup. 

Kitted in- Puwtsk Fronts, 

Hrubt., 7/. Nickol-plaloil, 7 0. Patent wliito metal, 8.G 






ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


825 


TAPPING COCKS. 


TiuwtHT, witii Union and Short Shank and Hoi.ks, kor Beer. 




Best, with union 
„ without union 
Seconds, with union 


With Union and Long Shank and Fink Ho.lk«, eok Ai.k. 



Downright Tapping Cock. 



No. 2465 W. 

i!" 

Best, with union... M 

„ without union ... 4/0 

Seconds, with onion ... 4/ 


« in. 

V 3 eft. 

6/3 


ROCHESTER ROW. WESTMINSTER. S.W. 
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T. & W. FARMILOE, 


827 


T. & W. FARMILOE,. 



apping cocks. 

“Safety •• ball tapping cook. 

Ibis cook. 



10/6 «>• 


Straight.. Downright. 

4/0 5/ 


No. 2466 >v. 

2 -way. I Plug. 2- wav, 2 Plugs. 
7/0 12/6 en 


No. 2407 t*. 

DOUBLE ONE KEY TAPPIX® 
COCK, 

WITH UXION. 

For Beer . .</» m. 

Long Shank for Ah <;/!<„ ) 

No. 2408 w. 

TWO KKV 



ROCHESTER 


No. 2469 nv 

REGISTERED TAPPING COOK. 

WITH C.VIO.V. 

t ”>• "• - • S/B«. 



No. 2470 h . 

. apPING CAP, 
1/3 oneh. 


ROW, WESTMINSTER, S.W, 


I 




TINGS. 

DOUBLE CEILING UNION, 
Macbino Pipe. 


For 


CELLAR 

UNION, 

Pipe. 


No. 2471 w. 

. ... 2/9 ea. 

^onds ... ... 2/0 „ 


Best ... 
Seconds 


No.2472 v 




Rreeching union, 

^°r drawing througb two 
pulls from o 1 1 


w. 

s® 8 *) with Unions ... 9/ c 
^* c °nd8 ... 4/6 , 


UNION JOINT, 

■^or B(. er Machine Ripe. 


ALE REGULATOR. 

For drawing old and new ale 
through ono pull. 



No.2474 w. 


Bckt, with Unions 31/6 en. 
Seconds •< 1^/6 » 


TAPPING COCK STRAINER. 



No. 2476 w. 


Per do*. 


ROCHESTER ROW, WESTMINSTER, S.W. 


3/ 
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T. <fc W. FARMILOE, 


CELLAR FI T 7' I N G S. 


ALE OR BEER EXTRACTOR. 



represents the Ale or Beer Extractors fiB** 1 
mvrch, tl.ns showing .hat <h c tapping ,>f ,|,o casks is avoid**- 
liu-extractor is placed in the bunghulo of cask, the extractor tubing 
is (lieu attacked by a union; and the contents of the ensk can be dra*" 
oft clear to the lust. 

The extractor tubing is made of pure tin pipe, in' lengths of 
6 niches, and joined together by specially prepared pure rubber joints- 
Jlosis far superior to tbe ordinary lead pipe, which should never be 
used for extracting beer. 

this extractor tubing can be used- with tapping cocks, but "< 
recommend the use of the extractor, otherwise the bottom of cask b»* 
<" be idled, thus disturbing the contents. 


ror prices, sec next page. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 

C E L LAR V rrTIN.Q'S. 
ale or beer extractor. 



No. 

No. 

No. 


2477 w 

2478 w 
2470 w. 


.- Extractor, for barrels . 

.—Ditto, for hogsheads anil puncheons,. 


No. 2482 tv. 
each 


£0 11 
0 13 


DIO exv.rm.tui, »u» ••v'k ' , 

cbeons, for drawing from ono cask to 
supply two palls. cac 1 

2480 W.—Ditto, for barrels . 

2481 w. —Union, with bent or straight pipe ... 

2482 w.—Patent piping, with puro rubber joints, per ft. 

Pure rubber joints only, 3/3 and 3/9 per dost, 
Extra long joints, 5/9 per diw. 

ROCHESTER ROW, WESTMINSTER, S.W. 





















T. & W. FARMILOE, 


T. <fc W. FARMILOE, 


COCK S. 

I GRATED LOCK BEER COCK. 


MaroneandgilC'' 1 ft, 1 66/ do*’ 

Oroen and gilt 40/0 SO/6 

Blue „ „ 36/ 46/ „ 

Pink „ „ 45/ 60; „ 


GRATED LOCK BEER COCK, 

Cork lined barrel.. 


1 Hated lock beer cock. 

Round way. 


Bkbk Knoink H4N»lik in ivory, ebony,’Ac., of ovory description, made to order* 


I-’KVV'T.HR BO,V, 
With three Union*. 


No. 2487 W. 

This is very useful whore the oiwt '* 
somo dintuuce from engine. The p>P® 
from cask is arranged so that the bo* f 
flows into the bos, and the engine* c*/ 1 
bo moro easily worked. • The l>ox l * 
usually made to supply two poll* ** 
shown. 


To flx in suotion pipe whon the beer 
is drawn from a distance. 


ROCHESTER ROW, WESTMINSTER, S.W. 


ROCHESTER ROW, WESTMINSTER, S.W- 

























m T. & W. FARMILOE, T & w . FARMILOE, 833 


B L H R COCKS. 

LONG SHANK ALE COCK. LOCK RKKft COCK (Sts 



With 
With fust 


No- 24% w. 

doz. j Size... 3 -l f> 

.. '! Doz. 19/6 21/ 22/6 [ 

NIGHT BEK It COCKS. 


Burnished Bodv. Strapped Bonr. 


bottling cocks. 


LOCK BOTTLING COCK. 
With save all. 



Lwirt'. BiuaII. 

32/9 20/3 do*. 

NIGHT BOTTLING COCK, 
With «a*o *)L 



LOCK BOTTLING COCK. 

«H 3 


No. 2600 w. 

Larfft. Smivll. 

31 (fl 38/0 dor.. 

NIGHT BOTTLING COOK. 





No. 2497 w. 
Large. j Size 3 4 

26/3 doz j Dor.. 18/ 19/6 

Turned Barrxt,. 


ROCHESTER ROW, WESTMINSTER, S.W. 


LnrRu. 8 ii.rU. 

33; 80 1 do*. 

ROCHESTER ROW. 


No. 2496 w. 
Small Mid. 

20/3 23/8 


46/0 

40/6 


WESTMINSTER. S.W. 


Tollow metal (polished) 
Gun metal (rough) ... 


Largo. 8n.all. 

Aj ongrafiog I», ; * W do1 

BottUuff 17/3 NW 












T. & W. FARM1LOE, 


T. ’& W. FARMILOE, 


RACKING COCK, SCREW BOTTOM. 


0 0 F P E R S Y P HON, wit h 


[o. '2510 vr. 


BRAS S 


V E N T S. 


COPPER 


',7.1c, as ongriiyiug 


No 2507 


No. 2504 vr. 


VuIvm 


Saif-noting 


bunt nozzle- 


AV : th long noso 


Zl. ,-^lA BRASS SPiRH 

iiiSiiiMaPy Bc „ 

. 

ROCHESTER ROW WESTMINSTER* 


No. 2508 rr. 


So. 2500 w. 


iii/o dot. 


.Solf-actjng 


ROCHESTER ROW, WESTMINSTER, S.W. 









Lsndcc made, Beat Quality. Common Quality quoted for specially. 


T. & W. FARMJLOE, 


PEWTER 


CAMP-SHAPR POT. 



No. 2614 W. 

4-Pint. Pint. Quart. 

28/6 37/6 &!>/() do*. 



No. 251 Gw. 

1-Pint. Pint. Quart. 

«■/ 63/ 1)9 / dot. 


BEST PABLO OK POT. 



No. 251&W. 

1-Pint. Pint. Quart. 

27/ 37/6 65.6 do*. 

EXTJUJ—Spouted 


tankards. 


BEST PARLOUlt POT. 



No. 2515 *. 

i-Pint. Pint. Quart. 

38/6 87/0 65/6 dot. 

R<vor*o ahape, name price*. 


UNIVERSITY-SHAPE POT. 



No. 2517 w. 

i-Piut. Pint. Quart. 

27/ 87/6 65/0 do*. 

>71111 Platn-glaae bottom* ■- 

10/15/ 18/ oxtre. 


"BEST PARLOUR POT. 



No. 2619 w. 


i-Pint. Pint. Quart. 

27/ 37/3 55/6 dot. 

2/ par dot. 


6/ par do*. Stamping 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARM1LOE, 


837 


PEWTER TANKARDS. 



No. 2521 w. 

Pint. Quart. 

22/# 3-1/0 pur do*. 

0/ por <lo*. extra. 


i-pint. 

14/3 


Spouted ... 



BEER MEASURES. 

No. 2524 w. 

I-pint. Pint. Quart. 

Gonmotal. 0/ 11/0. 14/# ca. 

35 1 per Bet. 

Do. electro-plated... 63/0 „ 

Beat bard metal (pew- J-pint. Pint. Quart, 
ter), with braon rim 4/8 6/9 7/6 on. 

17/8 per not. 

Stamping, 2/ por do*, oxtra. 


PORTER CUP. 


per doe. 


Half-pint 


No. 262S vr. 

. 18/ per do*. 


ROCHESTER ROW, WESTMINSTER, S.W. 































farmiloe, 


T. & W. FARMILOE, 


GERMAN 


TANKARD: 


S PI R f T MEASURES. 


J.IJUI. i-Oltl. OIU. 

.No. 2531W.—Peartor ...perdue. 15/ 15/ 19/6 157/ 

IfiwirT Do..with braanrmia„ 27/ • 31/6 36’ 40/6 

Gun met ft I . ca. 3/9 5/ 7/ 10/3 

German silver elec¬ 
tro-plated... ea. 5/9 8, 11, 15/9 

No. 2532 vr.- Pewter per doe. 10/6 12/0 17/ 21/ 

i.miir. Gnn metal ... ea. 3/ 4/3 5/ 7,3 

.£0 2 


^es. L525 IV A 252(5 w, Om-m/tu nilror, 
JOuot ro-phtoil 
Ditto III 
Ditto on 

COPPER MEASURE. 

Ordinary Pattern. 


COPPER MEASUJv 

With botfclij 


inif tap and 


Stamping 


1 -Uill. 1 Gill- i Gill. 

Patent white metal 1/9 2/3 3/3 

11/ the »<-f Btanipod. 

SiWor-pIntcd K'/fl v 


No. 2fi29w. 

»ii. a a*)/ i Oku. 


PEW TEE WATER JUG. 


4 Plot*. 
15/9 ea. 


ROCHESTER ROW. WESTMINSTER, S.W. 


ROCHESTER ROW, .WESTMINSTER. S.W. 















MO T. & W. FARMILOE, 


FU N N E L S. 



COPPER BEER FUNNELS. 


No. 2586 vc. 

With Bfcnviner, tiunuri inside, 
£1/6 ea. 

Ditto ditto, 1$ pintw, 13/6 on. 


BRASS SPIRIT FUNNELS. 
With Strainers. 


3/6 3/9 4/6 6/8 6/ 
6 / 6/6 7/6 



1 pint, U/ 2 pints, 12/3 ea. 
Strainers? 1/3 extra. 


PEWTER FUNNEL 
STANDS. 


I pint, 4/6 ee. 


COPPER BOTTLTNG 
I 1 'UN N ELS. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE. 






FU 

pkwtbr 


N 


NE 


LS. 


So. 2539 W. 


TIN FIAT FILLING CANS, 
you sriaiTi*. 


Ko. 2H1 w. 


BKF.R FILLING o* CAURYlNG CANS- 
Stamping nn.mo and addreaa 


No. 2542 w.. 


I 


10/0 eo. 8/ 8/9 8/ 

23/3 .. ' 


taper warming pots. 

No. 2548 W. 


Tin. 

Copper. 

1/ 

4/ 6 

1/8 

8/0 

1/0 

7/6 




























J- & W. FARMILOE, 


THE “VICTOR.” 
(patent. I 

The (juiekcM iwid easiest 
; work- 
get out of 
order with fair aeuge. 

Nickol-plutrd, £|, 15 (j , Ul 


No. 2515 w . 

ROCHESTER ROW, WESTMINSTER. S,W. 


CORK DRAWERS 


! expeditious eoric 
Acme " possesses 
advantages over 
hitherto used 
end will be- 
in nnv.ttstnb- 
sftvjtitf oi time 
trouble is of primary import- 
Jttt notion if. jietfvction. 
'■xtructing the cork inrlanrlv, 
by the simple process of pulliug 
down the hiipdlc, the coi k being 
automatically diMbnrged by the 
return motion „( ,}«. ) C ver. 

With ornmp or iilnt*- to screw 
to ootimer. 

... wi.-Cl !</ 0 

XicLcl-plutcd. 2 0 0 

Vutont silver 
(white me tit! 

*.11 tl-rough) 2 5 6 


the - acme: 


T. & W. FARMILOE, 


m 


P a T E N T CORK DR A W E R- 

THK “ ECIdPSK.”' 

No. 2516 w. 

Tho tuition of thn machine is n» 
follows: —The corked bottle is vcesBod 
un against tho boll month, which points 
dowuwcrd*, tu. neon in tho vdrt»vw«. 

A backward half-tons of tho handle from 
iuft to right pushes, and at tho flame 
umo rotates, tho conooolcd corkscrow. 
no that it ontora the centre of tint corl. 

It forward hall-tom of Un- handle from 
right to left draws tho oork goutly out 
of tho botllo. 

Tho oork being drawo, continue On- 
forward movement of/.o handlo another 
oaMUir-tnru, which oauROR thocorkscrew 
to rotate in a reverse direction, a nil 
disengages '.he cork, leaving tho ma- 
chino ready for another h'-tUo. Iho 

nnparatr.s works with marvellouH.-i.pwli!) 

and care, the time nepofliinry to draw n 
oork from moat bottlcR being about two 
seconds only. 

..«»•<* 8 0 

Niokftl-pUtod . »* * 10 0 

ro tent, silver white all tli rough „ :i 8 0 




No. 2547 w. 


NICKEL-PL At ED 

LEMON SQUEEZER. 


With self-ad justing 

onimp .civ. *1 7 6 

With stand to placo 
on counter for 
glass underneath en. 1 15 0 


ROCHESTER ROW, WESTMINSTER, S.W. 

















< 3. lllnck, with gilt hoop*, iottomi 
hi gold, oral or-round 
. 4. —While, ditto ditto 
, fi.—Maroon, with lloworod hoop* ’ 
loitered in gold, oval or round' , 
, 6.—Whlto, with pilt barula, ditto .. 

, 7.- Wliite, with coloured bn,da, do 
8.— Do., do. letters, do. , 


* 1 H 2 3 -tcrnlln. 

i- 11/3 13 / 20/3 . 22/6 33/0 30/0 

12/0 10/3 21/0 23/0 35/ 41/ 

21/ 81/0 39/ 46/ 66/ 08/9 

18/ 28/0 30/ 42/ ■ 61/ 08/ 

18/ 22/0 26/6 28/0 36/ 42/ 

9/9 15/9 17/3 10/6 Sl/0 89/ 

7/0 0/ 10/6 12/0 10/6 26/6 

8/ 7/0 9/ 11/3 18/ 24/ 


SIONEWARE SPIRIT BARRELS. 

HOUND Olt-OVAI,, l to 12 Gallon*. 

No. 2649 w. 

1 to (i Kills. 7 to 12 gills 


Plain . 

., with white labels... 

Figured wllh white rtgurua 
Whit e figured . bWk lettorod 

glass spirit barrels 

LETTEHBD IN fiODD. 

I Onll,, 12/fl each. . Vo.MiO*. 


2/0 

3/0 

»/l) 

6/0 


2 Galls, 17/0 each 


1 t»’all„ 29/ each. 

,, CHINA 

White, 10/0 dor 


CUT-GLASS URNS. 

No. 2561 w. 

. 2 Gills.. 37/ each. 


DRIP-CUPS 

No. 25.12 w 


White and Gold, 10/ do*. 


ROCHESTER ROW. WESTMINSTER, S.W. 


T. & W. FARMILOE, 


CHINA SPIRIT BARRELS. 

OR OVAL. AnV Word can ak Pajntkp c 


T. & W. FARMILOE, 


845 


SELTZOGENES 
yott' TO* J , Il*PAnA* 10N OK 

SODA WATER, SELTZER WATER, POTASH WATER, 
LEMONADE. AND ALL KINDS OF .HHATED DRINK.. 



No. 2553 w. 


Every possible improvement hasUbeeJi 
blunted in the manufacturing of those bclt/.o 
wanes, which are the simplest in constructio , 

In these machines the oiratod ' 

'£ ‘ Ji be drawn off at pleasure, whilst 
Jbe rwMinte retain. il» efferreeeinR P™- 
perti. »fte lee, drop The E l .«J 

warranted froo from lead o Y 

ftt nil liable to -ntannnate the ^ ^ 

{or tilling, and instructions foi nst. 


3-pint. 5-pint. 9-pint size. 
i 17/9 27/ each. 

IS" 07 ! 13/6 19/6 81/ „ 


NEW PATENT 
No. 2554 w. 

Wire covered ... 

Cane „ • ••• 


-MAJOLICA" SELTZOGENES. 

Porcelain lined. 8-uint ei*o. 

3-pint. ’ 30/6 each ■ 

if ::: % ■■■ w •• 


SELTZOGJ5NB POWDERS. 


Soda water powdora 
Selttor ,, 

Potftah ,, u 

Lithia „ >, 


3 pints.- 6 pinta. 8 ^ boxCfl 

l’i ::: «V u ■■ •• 

lJ/Q - **/ " 


Each bo* contains 12 charges. 


-ROCHESTER ROW. WESTMINSTER. S.W. 






























'!"• A‘ W. FARMILOE, 


S46 


J< I N G B A R S T O V E, 



No, 255in>. 


«,f , Jui, I ™ M, '“ U “ f ytr V n « 0l 't ) r , ' r . «.'<'<.•)>] incido. The body nn<l bMH *ro 

V “ nd * U,eKnl '* with sp*» for 

Ihro^r" rmiV ° rh ‘ ^ “« ’" on « t " *"* nlckel-plutod 

Ki, r . i bolrto nbo.it 8 pnllo.iH..jeo is 0 

3 " * " ' • . - •• J2 16 0 

" * " . 1« 0 0 


AXTRAR. 

•' 'i laanairti pen, «« «bown ... 

" ::ti kIbw holiicit, . 


£0 15 0 
1 TO 0 


ROCHESTER ROW, WESTMINSTER, S.W. 


84-7 



T. & W. FARMILOE, 

bar stove. 


syphon bar stovi 


THE “FAVORITE-” 


8!w7 *• 

Height to top of vail 

Width 

Depth 

£7 7 <> *!<*■• 


Height, from foot to iw' ■ 

Width 
Depth 

uf i.) i *> 0 tin* i 

:, fitted with strong 

—rrr 

l“p* 


„fe»!'1» r ' "' lb hr ' eht 

, r wt bin*- 

r.T^^'SS^^INSTEB. S.W. 


The side columns' of So. *> 56 * are 

copper rtO«u.r at 
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: ' >N C( )FFEE 

WITH SAKTHBNWAKB JARS. 



Ono tup for coil'd 

Bright ooppor, withjir ... < 
NIcKd-pUtod, t J j 

IlrlRl'tcoppw, withouUinlug 4 
Niolcel-plntod, with lining... 7 

No. 255f) w. — BI.OOK TIN 


“ 7 P " iUo for Wfttcr. 

«11 >| i » 

»' »j -- »“ iS; ... 

’'f 1- l;iw . with s : u 0( , tt „d Kartbouw, 



COOKER. 

No. 26 C 0 w. 

Sn-onpr. well.flnldhod oblong bras* 
•Roaogo ooolcor, whito oinunol 
Pun, ga« burner and union, eon), 
plate. 

S‘*o Of pan— 

1J x8 iu> - oa. £1 4 p 

l«x 0. , o „ 

14x10 , 
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MULLERS AND TEA AND COFFEE URNS. 



HE,ST (LONDON-MADE) OVAL 
MULLER. 

With Thiikk Tars, 

, £0 0 0 

Ilraaa . < ’ u ' 

Coppor bronr-od, with 

plated mountings... „ 0 

»ioke\.ptol«a ... „ ^ ° 

Extra. 

If with B8.u*ugo warmer, e». £0 1.5 0 

Br.cosna. Ovai. Mon.* 0 - 
Brae*, with Bftorftgo warmer. 

3 Gulin. 4 0j.ll*. 

1 tap ...o». M 18 9 U 9 ® 

2 taps 4 1* « & 5 ° 

Stupe ...„ 516 « » 6 °; 


BEST LONDON-MADE TEA 
AND COSTER URN. 

With EartukvwaR* .!*»»• 

i-gnll. jar*. 
Bright coppor on £5 6 0 
Ooppor bro,.rod, - 0 , 

withplntod tap* .. Sot’ 

Nickel-pUtort „ 19 ^ 6 

1 gall. jar*. 
Bright ooppor <■•». £0 0 0 
Copper bro.aed, 

with plated tape „ 1A 1» 0 

Niolcol-plotod I 51 10 0 

It gall. jar*. 
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MULLERS. 
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F J L T E R S. 


Pure 


should hr sparkling, ioMehess. quite clear, ar.n 
ayreeaJble to the popite. 


MAIGNXN-S PATENT " FIM'RE JlAPtUE.” 

il’ijy. 1 is !( f-fc.l.lojl of tllC " FI I.TIHS K*.P1I'*S» 
lcuown ns “ I3i.jon " and " Cottogo.” 

R i R Oio renerroir for the filtered water ; x ih 
, he filter ease proper; m Is Lha filtering fr»mo 
Heer.red in the -nse with a pi# 'asbestos 
wn slier, k is i tic nsbeKto/. rlotl. arched to 
the frame with ftSbestoH coids ; e '« a Lyw of 
potnhnd filtering medium- M AWKIts * Vyvi ' 1 

Putrid l’ akuo-Cai.ck ! - deposited ..*• 

tieaily by being mired with l ha first water 
poured into 1 he filter: C is granular Carho- 

ColciB put in loosely to fill all tho available 
Hpnce >„,tween the layer of yowdtnd Carbo. 
Calcia and the screen B. The water being 
» put into the filter, pa**e» brat through the 
..^ular Cnrbo-Calcia, thou through the,layer 
' jiOKderrd CarbO-Cak.R ‘and lastly ih.oi.gh the aAeslo.-, clou, issning 
itito the hollow filtering fraie «• in a most ««ate of dma.on, 

The water baa thim had triple filtration, and aa the Carlo- talcs 
(Prepared' by a patent pocfis) ia the most powerful purifying medium 
111. v.. n , the wn.e: that issues fun. .he filter is «.W and p«e, uperfeet 
Uvuugc, and n preveutivo against disease. 

Tho filter < an be easily laien to pieces for cleansing. 

for prices n» pillowing yogis. 
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2u.-- Wlth 1U ’ B ‘“ t0r0<1 Koml-paintod handicapo £2 10 o 

_ FigH ' 2 °' 8d nnd lD ma y b ® hud With ft ballcook attached, ° 

_ ftparalepart, of theffu d. price* on application. 

COTTAGE., PlAin Oiimv..,.- o™,.7 


Total 

contents. 

Filtering 

capacity 
per hour. 

OaUpna. 

1 

OoUud.1. 

2 

I 7 2 

8 

It 2 

0 

a „ 4 

0 

3 ,, a 

IS 

1 „ 8 


price 9*. cxlrn. 

DOMESTIC “FILTKE BAPIDE.” 

Thia Filter hua boon specially designed to 
raeot tho requirements of all ohuisos. 

It in vory ohoap, offootivo, extremely .implo 
la construction, and can bo flaaily clcanud. 


T OUI 
K rontnUi 

Filtering 
capacity per 

r r] 

Oalla. 

1 1 

j ‘uTi 

12/0 1 

2 1 

1 „ 2 

21/ j 

3 I 

It „ 3 

2 7/0 I 1 

8 1 

2 „ 4 

42/ J 

0 

8 „ « 

00/ j 

1 *2 j 

4 „ 8 | 

72/0 
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MAIGNEN'S PATENT TAP FILTRE “ RAPIDE. 
Per Ttog to Supply Pip- 

The Tap “Filtro” hwalarge filtering 
. surface in a email space and >? 

? for schools, barracks, hospitals, 
j where a continuous supply of P'tre 
1 is required without the trouble oHUUng 
the filter by baud. It gives a continuous 
supply of pure filtered water and 
eastfytaken to pieoos and cleansed^ 





I-A |.| t? FILTRE RAPIDE.” 

1 ABL M, on ,h» TnU. OV Sidobourd, in Officm or 
Bedrooms. 



No. 25701 

v. 

——-1 

Ik* 

Content*. 

Price of Filter 

conipluto. | 

ClmrgOB of C 
powdered. 

Oroinilnr, j 

1 

1 pint 

4/6 

Id. 

5d. 1 

2 

2 „ 

6/6 

lid. 

7d. I 

3 

3 „ 

1 __ __ 

j 7/6 

2d. 

9d. J 

_ r-rrr 


—- 

r- 1 /- t? t •=; 


No. 2571 yt- ... () [ or carrying 

Travelling baskets for the 


Baskets for Cottage or Bijou D Fig. 1 
3 


Price. 

8/ 

V? 

3/ 


’’ ” ’’.Udnn to KObetween the filter case 

These prices inolude^i^ ^-ru,^^ ^ ^ _- 
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KD HOUSEHOLD FILTER. 

'J'las filter is fclio fame in construe (Ion os pb 0 v«». i 
and is fitted in addition with H mnveablo lining or 
inner vessel, allowing access to -every part of the 
interior, which may thus bo kept perfectly sweet 
and clean. 


No. 2672 w. 


f 1 O H S E H 0 L D FILTER. 

These filters arc now accessible in all parte. and can 
no cleansed by the user. 

Ttus filter is fitted with a moveable plate, so that 
when necessary the carbon may be taken out. 
thoroughly washed in clean water and replaced. 

n 77 rl,(,n is prepared, and is a most 

power ul medium, completely removing from water 
ory traoo of lead, all organic matter, and Urn 
...u-obes and bacteria so frequently th n cause of 
■O motic. diseases. 

*"* ?? U !>.rpl.ea .vith on, ,, 

e-ttra charges of carbon; 


ISxtragranular carbon ) 
for recharging same j 


Siso 000 

00 

0 

1 2 


•(iallons t 

Eft. ... 10/6 

2 

20/ 

■1 fi 

as/- 30/ 

3f>/ 40/ 

Extra granular oarl-oi 

n— 



Eft. ... 2/ 

2/6 

3/ 

3/6 4/e 

5/6 6/6 
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THE 


CARBON 


BLOCK FILTER. 


Fitted with improved earthenware screw. . 

, . r i, ... s their groat simplicity. J ■!» 

The. special feature of t n. Ho l •»«••• .^ llt advantages over 

compressed carbon block can claim . . e in construction, quick and 
other systems of filtration. It is very 

effloiout as a filter, and very convenient. ^ ^ ^ 

The carbon .block is exposed !<• , U1V times before its 

Cleansed ami replaced. Tins ..my he ; n() vv one may be 

efficiency as a Pi Iter is m " \ • v ,.,. S „,.,U cost. 

’" W ;“; d W i. »H" *«—»" 

Tkto Sf-Mr'"—.. 

foe very impure water. 01 . m0 re extra charges of carbon. 

Buch filter sbonld be supplied with om or ^ ^ ^ 

3iw . 000 00 0 1 * * J 91 IS 1« 04 

Onllwn .. t 1 




Price, So So7 4 w. 10/8 16/ 

Kxtracerboa bfooks 2/6 */ 

(rrmu'v.r c»rbun (or 
recIm-giriK }fi 


ROCHESTER 


•j<>/ 24; 30/ #6/ 40 ' W " “ 

5/6 8/6 7/8 916 9 ,«- l > ** ■£ * 

w 8/ i-T-T—::- 

ROW, WESTMINSTER. s - w - 
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the perfect filter. 


N T 0. 2570 w. 

89 ' 

11 lnn ? abl ° lini «P- All that 
thin fill or wivh iUx • ^ toNo.JZS^w may ho ropoatod in rogard to 

even to'th’o puro wJti^ramW^ m,° n ^ ° Very p,irt ’* “^aible, 
Covt]y 


Ail ptots arc interchangeable, and 

necessity of pure hawing a new lilr.or. 


sfr bi “ t w ■» «m-*4 w;u. 

the drawing Ko 2577t ' t0 ° m ft filU,r - a « shown in 

aol” 

B<voh Alter should be supplied with one or more extra carbon blocks 

SUo . 

Gallons. 

Price, No. 2576 w. 

“ ':«r 

„ No. 2577 w. 

8IU 

Extra carbon blocks 
Granular carbon, 
packets ... 


ROCHESTER ROW. WESTMINSTER. £.W. 
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ORNAMENTAL FILTERS. 

No. 

With moveable lining, aa No. 2576 w ; 

Ivory coloured ironstone china, decoiated- 

Size... 00 0 1 

Price ... oa. 25/ 30/ »/ 

Holding ... gals. 2 




Marbled, with Grecian figures 

Holding 2' gallons. 


Plain ironstone jdiina 

Holding 2 gallons. 


Marbled pattern, witli key border. 
Holding 2 gallons. 


I*, 25/ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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the syphon cistern filter. 


-No. 8682 tv. 


This filter is adapted for tbo ordinary h«nn<. i , „ 

°y *'})' final i Bed id amber. It consists of « imn."! W 

containing a filtering modium n f , , . on ^ Moiiewaro case. 


I No. 2682 w. 

i OilMlilc Monnuromont. • 

minimal-fUMnrt: sUrrlel 
pflr hour. , 

1 

1 


1 Hdi-la. 

I>l»m<nor. i 

Si d 

1 

! 11 l.-inhoe ., 
13 „ ,.. 

16 

1«» .. 

8} inches , 

H>4 „ ... 

»» .. ... 

101 ,. ... 

Oal)un«. i | 

30 i inch 1 

00 ! i 

)2o : 

240 1 ' 

! 

so; 1 

40/ I 
00/ 1 
00i :■ 

JO/ 

12/0 

10, 

36/ 


" COMPRESSED-CARBON " BLOCKS? 



Diameter 2 
Depth a 
<1 


3 

1/3 


No. 2583 tv 
3i 1 
. #* * 
I 26 + 


H 
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SUCTION sl.i.Wt.Vi. lC.TEH IV ACTION. 



No. 2584 w. 

- 80~ . 

This filter is designed specially to supply « ..ll^Icw ^'nohos 
equally well m. shallow and deep cisterns requiring 01l L v a [ . 

iiiad of it- It consists of carbon blocks threaded on p>peH of punt 
^ tinpasses through the carbon and u.to the 

PT-es, as shown in sketch. , 

For eltiiniiiK the filter should be discon«.-<.• ted -Mte'i on of » 

and each carbon black Hushed or scrap'd, to free it fiom } P 

^hich :ua v have accnmulnted on the surface. , . n 

•.. .-,..1 and is admirably 

. Nh. filler can bo more Buuple ir. consti * ' J. 

adapted j\>r ship tanks and house cisterns 

- - ■ i , , Sj ' *2 \% o 

approximate 8»w - .1 

•• « «• * 

,,u- 4ft.K . k 

For larger sizes two or any number of P-g 8 - 

together. Prices in proportion. 
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IMPROVED SYPHON CISTERN FILTER. 



Ibo engraving reprosonte a filter now vory generally usod 
for various purposes by manufacturers and others requiring a 
constant supply of pnro water. 

Ft consists of a highly galvanised circular ease, strongly bolted 
together and perfectly water-tight, except at its lower surface, which 
is provided with perforations. Within this galvanized iron case arc a 
scries of carbon cylinders (A; united with a central main canal by 
block-tin couplings, forming a communication with the main supply 
pipe. Tho carbon cylinders (A) are firmly embedded in compact 
ltiyors of a second modification of carbon highly pulverized, the whole 
forming a solid and compact mass. 

Water entering by the perforated base passes through tho carbon 
in which the cylinders aro embedded, and which forms a primary 
filLer, thence through the substance of the cylinders themselves. 
These lattor are solid highly carbonized masses, having a most 
powerful action upon tho water, effectually opposing organic matt**' 
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IMPROVED SYPHON CISTERN FILTER— continued. 
or removing any poisonous salts which may be present. Pollutod 
haters, whethor derived from spring, river, pond, or canal, are not 
merely rendered innocuous, but bright, sparkling, and attractive, 
fcvailabU for any purpose of manufacture, or for household nse. The 
’^alcr 'beiog led through tho various channels to the main supply pipe 
»n& y bo delivered to any part of a factory or house in a perfectly 
r riiablo condition. 

Those filters are convenient and portable and may be fixed by any 
Hutlitied plnmbor, a considerable advantage where tho distance is too 
pfeat for porsoiml inspection. 

The quantity of water whioh one of these filters will purify per 
<% is approximately given below, but varies somewhat with the 
n <Vturo of tho impuribios which the wator may contain. 

FOR CLEANSING, tho base of this filter may bo unbolted, 
l ho carbon romoved and thoroughly washed, and the carbon blocks 
m *y be takon from their supports, well scraped and cleansed with cloan 
**tor— CM . 6 being taken to restore them to their prbpor position, and 
the whole is again firmly fixed in its original condition. 


Prices op the Improved Stphok Cistkrk Filter. 



Outbids 

Msa»u*sm*st. 

Approximate 
quantity Uttered 

8iio of 
Servioo 
l’ipo. 

l’aicx. 

Sparo 

Ohargos. 


I)inra8tnr.| 

Height. 

in 12 hours. 




11 i ins. 

11} ins. 

Gallons. 

350 

}in. 

£ s. d. 

0 10 0 

£ N. (1. 

1 8 0 


15 „ 

12 „ 

000 

} „ 

8 8 0 

2 17 0 

.. 3 

18 „ 

14 „ 

900 

1 >. 

10 10 0 

4 0 0 

-1 

1 22 „ 

17 „ 

1,200 

H „ 

15 15 0 

5 5 0 

5 

r • 

18 „ 

1,600 

2 „ 
L 

25 10 0 

8 18 0 
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THE “ACME" COCK FILTER, WITH THE 
“ACME" union: 



Figs. 1 and £ are for housoliolda, hotels, hospitals. ,t.c 

hii. . 3 is for inanufncturoni, brevors, minoral-wakot* mn.aufactinvi 
««. f 'K - Fig- 

No. 9586 w.—Brass.13 O' 15 .V o ceb. 

„ Njokui-platod .. Hr (i 17 0 70 0 

Fig. 3 filters about 250 gallons pur boar. 

DfUEdTIONS FOR. USJi. 

Alwayn tnrn off the water supply u tlu* tap before placing the 
filter handle jp position either for htteriug purposes or for obtaining 
the water supply without B1 tuition 

1. —Itim obtaining FmeiiJco Wateh. The handle must bo placed 
ip ft horizontal position. 

2. — For OOTAIK 1 K 6 'i nr Watkk 8t?m.r witum/i F: ltuatiuk. -The 
handle of the filter must bo placed in j. perpendicular position 

3 -To vutakhk thk FiLTHK.-Turn the filter Imrdl.) quite over, and 
lot the water ran through for half-a-minute, and t'.o filtering ol the 
wutor goes on us before. 

4,.—Rkixiytiwo the Fii.tkki.no Mbdicm.—W henever th.fi requires 
doing, please send the tiller and 1/ in stamps, and a filter ruutiy fur 
use will bo forwarded by the Agent or firm from whom th- tilcor 
was proourod. 

o.- -Tine •'Acmr" Unj. m. — T his ie .madj of bard steel, and v.il! oat 
a sound thread in any softer metal In screwing it on the tap, you 

when screwed as tight us possible it will he found a perfect!v sound 
joint. 
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HOT WATER PIPES AND CONNECTIONS. 

Hot Watsb Pibb. 



>o. 2588 w. 

In 8 ft. 6 in. to 7 ft. lengths ... per yard 
„ 2 „ 2 ft. 6 in. and 3 ft. lengths 
,, 6 ,, nnd 9 ft. lengths 


1/7 

1/9 


2/2 2/8 ?j 




Hot Watkk Tbovou Pick. 

mMSBmza 


Troughs, 4 i 


No 2589 w. 

, wido, 9 ft. lengths per yard 


(ff ft. lengths of 3 ir.. and 4 in. ai 
Klbows. 


3 4 in. 

7/2 8/9 

8/li 9 4* 

11/3 13/9 

7id. por yard extra.) 


2 

4/8 

IV 



No 2.VJ0 w.—Elbows ... 1'8 2/11 8/« 8/0 

2591 \v.~ Longer outside olbows, 2/1C 4/5 e/8 11,5 

2592 vr — 7/3 !•»/ "7 

.. 2593 .. • -10/ PV2 ~ 

Spociftl quotations given for large quantities. 

ROCHESTER ROW, WESTMINSTER. S.W. 
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.16/11 „ 
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HOT WATER PIPE CONNECTIONS. 

nenuciNO Eliiuwn. Uoniu; Sockkt Kuiow. 
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HOT WATER PIPE CONNECTIONS. 

UOUDLC Kr,BOW*. R*t>OCtHO. 

Insldo and Putaido 




So. No. 

2808 w. 2808 n. 

2 


4 in. 

So. 2C08 n. —Inaide doable elbow* . 

So. 2608VT.—OuUldo „ 

4/0 

4/9 

7/6 

7/6 

10' eu 

10/ „ 

®0. 2810 w.—Outnld# rortnoing olbov»*,(8 to 2iu„ 
4 to 2 in.. 4 to 3 in.) ... ••• 

- 

7/3 

»/5„ 

So. 2811 n.— Inaide reducing olbowa /3 to 2 in., 
4 to 2 in ,4 to 3 in ) ... 


7/3 

M/5 „ 

S rn'*«, Inaide and Otitsido. 

Oct loo 

nal fir.NO. 




So. 2«12 w> -OnUSdo S pipo 
*0. 2M3 tv. —I n»ido R pipo» 
So. 28H w — Octagonal bend* 


3/9 

2/10 


7/8 

<v 

4/5 


7/8 

5/8 


Flan** Sock*x Ej.bow. 


tu u 


1/8 2 III 8/9 

long or abort f ’' 4 

Spool*) quotation* given for targe qnanUll**. 


281 Oir.—Spigot'elbow* ... 
2810 w.—Flanged aooket elbow*, 
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HOT WATER PIPE CONNECTIONS. 

Rr.DuuiKQ Pil'K. Roduoing pipes (iiookol for 4 in. pipe with .1 in. epigol ^ 


No. 24141 u. 

KunytiNii Sii'rtK. 


;; j; </« **• 

} 3/3,. 

9/6 „ 

Snoot. 


|P*IIPkwj| 


No. 2642 ,v. -Rodttcing nippio 3 to 2, 4 to 2, 4 li 

N«. SB42 >v - 0*p.i for spigot on cl . 

No. 2844 w. — Blank spigots, to go inside socket 
Coi.t.ar, long or iihort. 


1/8 

/8 



§3553 




H A T P I V E $. 

Stnnw, looking overside. | Kbliow, I ooking backward 


-Spocinl quotations given tor largo quantities, 

ROCHESTER ROW, WESTMINSTER, S.W. 
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VALVES FOR HOT WATER PIPES. 

H-Pti'K orics. with 2 Va«.vm 


869 



No. 2652iv. 

No. 2GV2 WV—Throttlo valves, socket ends ... < 

No. 2a,'iH W — „ ,, »piK»t Hurt socket 

No. 2115-4 iv.- H-pipe*. open or close, fitted 
with 2 vhIvos 

No. 2655 W.~-Ditto, fitted with 3 »»>*«" 



12/ 14(6 10/3 31/3 W'V 

\:>l 14/6 16/3 31/8 ui . 11 

31/3 40/8 48/3 — 

-- 62/6 — 



No. 2059 it. ; No. 2660 it. 

No. 2058 m. | • .. | 2 3 in 

4 , 2,, “ 

No. 2058 W., with socket end spigot, sumo prices. 


6d. 


Sd. < 


No. 2661 W. pipo stands or rosci, single or double 

JOINTING PIPES. . 

, /...ilkad in with white yarn. 
. Rod and white load in equ», qnant.t.es onxed, an « prepared, oll.-r- 

on excellent packing Ivon cemcntshouldba ve^CaraTU y 
J'"’ ,l ‘nay 1“ liniu burnt the soc srtn lhol . p f beiu(r nasily takou span 
* tl.e joint is porfootly »oaml, aud haa the advuiisni, 

’.‘fluid occasion require. 

India-rubber rings from 3,0 to 6/6 por lb., according to quslrty. _ 

ROCHESTER ROW, WESTMINSTER, S.W. 
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CAULKING T O O L S. 

BEST OAST STEEL COLD AND CHITTING CHISELS. 

No. £802 tv. 

Pig. I- 

Tig. 2. 


Price. 

2/8 per 5b. 






Diamond Point 



Fig. 8. 


CAULKING TOOLS (Figs. 5 end 6). 

For 2 3 4 in. joint*. 

Bent, etool ... 2/4 8/ 3/8 oa. 

Iron ... 1/4 1/8 2/ 


FLANGE PIPE FOR STEAM. 



No. 2688 tv. 

6 VKKT f.XNOTMN. 
inside diametbr If 

2 

34 in. 

Per yard 

. i/4 

1/11 

2/0 

Inside dfawolor 24 

9 TEXT T.EN'UTHH. 

3 34 4 44 

0 6 

7 8 in 

Per yard ... 2/4 

3/3 3/6 3/8 4/1. 

6/3 6/10 

8/0 10/ 


PACING PIPE FLANGES. 

14 to 2 24 to 44 

6 to 8 in. 

Por flange 

. 8d. 

1/2 

1/8 

No. 2084 rr. 

.-CONNECTIONS FOR 

FLANGE PIPES. 


14 to 2 

24 to 0 

7 and 8 in. 


Per owt. 16/ 14/ 

PACING CONNECTION FLANGES. 

1* to 2 21 to 4| 

Per flange . 1/4 2/4 
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WROUGHT IRON BOILERS. 

PLAIN SADDLE. 


t. WATKR-WAtf• 

No. 2880 w. 



8/6 10/ ou. 

11/7 


> Plug*, 14 in., 8/1 i 2 in., 3 10. 

. »»ddlo Bailors Hupplied with waterway check-bridge; terminal oml will, oral flno 
^ «««1 : terminal and with oval iluo in aide ; oval waterway bridge in flro arch , 
kt6r *ay midloathor* and crow waterway lube*. 

Pricoe and particulars npon application. 

Description or Furnace Fittings. 

. ^“rniKjo front, with hiogod doors (B pattern) up to mo 14; nliding front 
^P»Uern) 15 and above (see page 880); three aoot boxoa; damper and frame; 
. e _ Pi^te ; grate barn and bearer. __ 

ROCHESTER ROW, WESTMINSTER, S.W. 












































T. & W. FARMILOE, 


WROUGHT IRON BOI L E R S. 

WROUGHT WELDED SADDLE BOILER, WITH WATERS 
BACK AND RETURN FLUE. 

An Economic,vi. Boiubk. Simpj.b in Construction. 


v WROUGHT IRON BOILERS. 
DOUBLE FLUED TERMINAL END SADDLE BOILER, 

With two return fiuos over fire-box, and waterway front and back. 



No. 2«<>7 w. 

Prices do not include Sockets. 


line ol boiler. 
Inside Arch. 




h i 


24*12x12 
2+ x 14 x 14 
30 x 14 x M 
30 x 10 x 16 
33 x Hx 14 
33 * 10 x 10 
80 x 14 x 14 
30 x 16 x in 
•12 x J4 x 14 
42 x 10 * 10 
42 x 18 x 18 
46 x 10 x 10 
48 x hS x 18 
48 x 21 x 21 
48 x 24 x 21 
54 • 21 x 18 
54x21* 21 
54 > 21 x 21 


1000 

1100 

1800 

1360 

1400 

1600 

1700 

1800 

1800 

2000 


2300 

2000 

3000 


Price of 
Holler. 

I la. Plate. 


17 15 
17 10 
11) 10 


T. & w. FARMILOE, 



No. 2fft8w- 

thl, boi , er i, vary powerful and economical. Suitable tor long "W "'* 
Croan water bridgo through Bre-box, if required, oxtra, tu. 


18 15 
21 f) 

21 10 
23 16 ' 
26 15 i 
21) 0 i 
20 10 l 

30 10 ( 
32 0 I 


42 10 0 60 0 0 


3 14 
3 10 
3 18 


KXTRA JFOU SOCKETS. 


ROCHESTER ROW, WESTMINSTER, S.W. 


24x10x16 
30 h 10 < 10 

86x)6* 16 


10 


43 * 18 x 18 
48x21x21 
64x21x21 
00 x 24 x 21 l 
60 x 24 * 24 


p=T[ 

1 Moan are. 

actual I 

IloatinK Power.) 
t la. PI,x>. j 

A »orfU>r" t0 | 

Price of 

I In. Plate 
ifffiler. 

I 22x35 

22 x 85 
22x35 
24x37 
j 24 x 37 
, 21x37 
| 27x40 
i 27 .-'W 

1 30 x 40 

30 x 48 

Ft. 1 

450 | 

676 i 

700 

775 

025 

1.075 

1,250 
1,400 
1,700 
, 1,800 

"7T7! 

15 0 0 1 
1 18 0 0 
l 21 10 0 1 

1 24 0 0 ; 
• 29 0 0 

| 35 0 0 
' 38 0 0 

IS 0 o 

10 0 0 

50 0 0 

17 16 0 | 

18 0 0 ' 

25 0 0 : 

26 0 0 

1 33 10 0 

■10 0 o 

! io 0 , 

i 48 0 0 i 

52 10 0 

57 10 0 | 


EXTRA FOR SOOKKTS. 

3iw Sookeu .. ::: «'/* 

Tings ... 1 tin., 3/1 j 2 in.,' 3/10 each. 

OVAL OttOSS WATERWAY BU1DOK. 

10x10 in. 18 * 18 in. 21x21 in. 24x21 in. arch. 
33/rt 41/0 W/ 


a -* in. 

8/6 10/ caoh. 


68/0 ciwh oxtra. 



register boiler. 


Width in front of fire. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W, FARMILOE, 



HT IRON BOILERS. 

Rivbttrd. Saddle Boiler. 

and cover (4 in. waterway). 


3lio of Holler. 
1 n.l.lo Ar.\h. 


Appro/iwMn 

IfMIllg I 
! pownr. ! 


• frloe o 
Boiler: 
5-lDlu. 


24 a l'[ « U 
30x14x14 
30 x 10 x 10 


22 x 18 • 

22 x 18 : 

2-t .< 20 I 


4 in. I>ipp. 

460 It. 
676 „ 
860 „ 


30 x 10 x 10 

42 x |0 x 10 

42 x 18 x 18 
48 x 10 x Hi 
48 x 18 x 18 
*8x21 *21 
6* x 21 x 21 
60x21 x 21 

80x24x2! 
60 x 24 x 24 


24 x 20 
26 x 22 

24 x 20 

26 x 22 

20x25 

'29x26 

20 x 25 
32 x 26 
32x28 


800 

000 

1,026 


1,17s 

1,300 


1,676 „ ; 
1,760 „ : 
1,800 „ 


Prfne of 
Boiler, 
ilo. 


d. £ a. d. 

6 7 0 0 

6 8 10 u 

0 0 12 0 

6 116 0 
0 13 0 0 

0 14 7 6 

0 14 12 6 

0 16 5 0 

0 18 0 0 

6 20 0 0 

0 22 0 0 

0 23 0 0 

0 24 10 0 


extra for sockets. 

Plain socket*... . V/* s/fi*' ?n/'‘ 

. io, 11/7 

P ,u Ti. 1J in., 3/1 tin. ; 2 in., 3/10 an. 
Furnac e fit ting same as f or \o. 2665w., pa*e 871. 


WROUGHT WELDED RANGE BOILERS. 


Al'ado rV or \ platow, as required 



KLL BOILERS. 

No. «it>< 1 w. — Closed or open tops 

with an^le iron, 6£d. per lb. 

No. 2672 W.—Double Ell boilers I 
t>jd. per lb. 


ROCHESTER ROW, WESTMINSTER, S.W 
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870 


CAST-IRON BOILERS. 

SADDLE. 





Si/o.i OuUlde. 

Heeling' 1-jwer 

%o«lceu. * 

wilt Three Bockotn. 

Ua. Width, Heigh 
20 x 18 x 14 

24 x 20 x 161 

30 x 22 x 18 

36 x 25 x 191 

42 x 26 x 191 

48 x 26 x 80 

54 x 30 x 23 

60 x 30 x 23 

00 x 30 x ?8 


< 160 ll R 

260 ., 

360 „ 

COO „ 

700 „ 

800 „ 

900 „ 

1060 „ 

1200 

SS ,i! ij 

e *. <1. 

2 14 0 

3 14 3 

0 2 0 

7 0 0 

9 8 6 

10 19 6 

17 8 a 

20 5 0 

l 1 in. Sockets. 


, ....ru rnitflu who - - 

Tho 30 In. to in. have a.11 4 in. Noolurtv. 

SADDLE, WITF. WATERWAY END. 



--- 

Hiu» OuLltle. 

Apfinmlmeui 

Heeling Power. 

With Three Bock.il». 

(xi|„ Width. Height. 

TO x, 18 x 14 In. 

«i « so x m , 

Si! x 22 x 13 „ 

|ii;« l»t .. 

K 25 x 191 .. 

4A i irti x 20 „ 

64 x 30 * 23 

«> x so x 23 „ 

66 x 3D x 23 

4 In. Pipe. 

260 ft. 

31X1 „ 

600 ., 

800 .. 

000 „ 

1160 ., 

1200 .. 

1400 ,. 

153 11 0 

4 16 9 

6 16 0 

9 0 0 

U 6 0 

14 1 6 

j 17 8 a 

19 13 a 
j 23 10 0 

and 4 in. socket*. 
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T. & W. FARMILOE, 


> WROUGHT IRON BOILERS. 

WROUGHT WELDED INDEPENDENT SADDLE Roil. KB 



Piuck, including 2 in. plain and elbow sockets, stand, <tc„ as show, 
on drawing. 


j F'g- 

Ouleide meaniire 
of 

Boilor onl/, 

| .Approximate 
Hoatinp Power, 

2 in Pipe. 

1 Price of Boiler 

oomplote. 

b~ 

w. n . 

| «• 

£ 

X. 

---[ 

d. j 

i 

18x 14x10 

400 

6 

10 

0 

2 

24x I4x 16 

• 600 

8 

10 

. 

! 3 

24x18x22 

1 900 1 

11 

0 

0 1 

4 

30x18x22 

1150 ; 

! « 

5 

0 

i 

24x24x21 j 

1150 | 

13 

5 

0 

6 

30x24x24 | 

1500 

15. 

0 

0 

' 7 1 

1 

36 x 24 x 24 , 

1800 

17 

10 

0 

8 

42 x 24 x 24 

2000 

19 

10 

0 

<, 1 
:_i 

/ 48 x 24 x 24 1 

2200 ; 

21 

10 

0 


-With 4 in. pipes the approximate heating power will be half the 
above feetage. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


W R 0 U G HT WELDED 
CONICAL “PLANET” BOILER. 



Suitable Tor amateur work, (treefhoueo*, ollicei-, 
harnoBH roomn, work room*, Ac. 


THE HALIFAX BOILER. 

All wrrinofht iron, welded ’•‘tUtand elT. cteof fro... 


No. 207G tv. 



.10* 14* 1* 

a* - 16 * is 

30 * 16 * 

SO * 16 * 

42 * 16 * 16 


~ POCH ESTE ip’ ROW, WE STM l N ST E R, 
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T. & W. FARMILOE, 



SILVER MEDAL HORSE SHOE BOILER. 


0. P. -KINNBi/L .1 CO.’S 
PATENT. 


PlTTICD VITK PatUNT AUTOHATrC 

Daauohy Hk&ulatob. 


Outside dimoctionn. 


Ti e . Weight. Width. 

1 27* in. x 14 In. 

U 2<5 .. x is 

3 25 x is „ 

3a 26 „ x 17 

3 26 ,, x 21* 


Hunting power in 4>Ja pipe ... 


The above 
the proper Amount 
any Attention, 


V *.J / O jc-i 0 O £4 15 0 £6 12 6 « 
mat ofifc?,? v lt ®' 1 " ith p,,t0 ' lt M»on»t*o rcgnUor, will alwaya adrt 
a r to keep up an eron rate ot oombustlon, aud dons not reqaf 


A Smoke Shaft. 

H Combined Pending Scoop and 
Smoko Box. 

C Automatic Drought Regulator. 
U Bottom Door closing Ashes 
Pit. 

. 0 Kevolving Bottom Orate. 



expansion box. 

Fixed at torraiaalion of Apparatus. 

No 267!) ir. 

Fig l 18 x <) x (1 in/ €a . 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARM1LOE, 


a?9 


“GLOW-WORM' BOILER STOVE 



No. 2680 w. 


GLOW-WORM 


With wrought iron boiler, fire-brick hearth 
i lining, aud corrngated sheet iron case. 
Suitable for entrance hells, cilice., *o. 

-1 

-L,,,. Hnai.1.. ^ 1 


» 10 0 
4 4 0 | 

6 8 o I 


•a.' ;u. it In. I*ipe-j it. 

: -5 X 13 | 00 ft. I 8* 

: 30 X 12 j 86 „ | 3k 

30 x 14 | 110 j * 

i nr, x 14 i 140 „ | n 


Inolndiug flow end return rockets, ashee ray 

'’toUWI in. plates, pnou n,.un application. 


« SLOW COMBUSTION SJOVIv 



With corrugated sheet iron case ,nd Ore-briok hearth. 
"d 1 *' 1 " 1 *''- In »i»e at It cost Of only 

Burns H to 20 i.onrs. according to " lir , » 

,1 ,„2.i. per day for ooko. 

Price ItioJndlng *•!?•* _ 


0,000 

| 80 k 1* ! 10.000 

j a 


No. 2681. v 

rSch^TER ROW, 


WESTMINSTER. S.W. 
























T. & W. FARMILOE, 


FURNACE FRONTS. 

FOR SADDLE BOILERS. 


A Pattkrh.—Fko m, with Doubi.e Strum Doors 



No. $683*. 


! 5Ute£f 

Bottom Oponloe. 
(Aah«« Door.) j 

j Price. 

HI*!!, wide. 

3 X 10J 

__ 91 « 101 

Hl*h. Wide. 

0 x 10* 

0 x 10* 

« a. d. ■ 

14 0 j 

1 >6 | 


ROCHESTER ROW, WESTMINSTER, S/ 







T. & W. FARMILOE, 


WROUGHT WELDED BATH BOILERS. 

PLAIN BATH BOIIiER. ! ARCHED BATH BOILER. 


No. 2684 w. 

10 In. top, 12 in. bottom, 6 in. deop- 
10 12 14 10 18 20 in. wide. 

27/ 28/ 29/ 80/0 32/0 35/on. 

12 in. lop, 14 in', bottom, 7 in. doep. 

10 12 14 10 18 20 in. wide. , 

29 I 30/ 31/ 82/ 34/ 30/on. j 

Manholes oxtnv an below. 


10 in. top, 12 in. bottom, 0 in. (loop. 

10 l;j u jo 18 20 in. wide. 

31/ 32/ 33/0 35/6 38/-. 41/on. , 

12 iu. top, 14 in. bottom, 7 in. deep. 

10 12 1* 10 18 20 in. wide 

33/ 85/6 38/ 40/ 42/ 44/oa. 

llanholos oxtrn ns bolow. 


0 in. top, 8 in. bottom, 8 in dnop. 

10 12 14 10 18 20 in. wide. 

20/0 27/6 28/0 30/ 32/. 34/ 


7 in. top, 10 in. bottom, 10 in. deep. ] 


10 ]2 14 16 IS 20 


29/ 30/ 31/6 38/0 35/6 on. 

7 In. top, 11 in. bottom, 12 in. deep. 

10 12 14 16 18 20 in. wido. 

29/0 30/0 81/C 32/6 85/ 37/ eft. 


No. 

8 in. top, 10 in. bottom, 8 in. 
in 14 10 18 20 

31/ 32/ 33/0 86/0 38/ 41/ 

7 in. top, 11 in. bottom, U in 
im 14 10 18 on 

W 3 


35/? 38/ 40/ 42/ 44/ e 
0 in. top, 12in. bottom. 12 ii 
10 12 14 10 18 2( 

35/ 37/0 40/ 42/ 44/ 46/ c 


MANHOLES. 

4 in. round manhole nod cover, 4/6 j ovftl, 6/9 o ^ra. 


•ft plntos • 
18 in high 


». 2688 w 


BOOT BOILER WITH ROUND OR BEVELLED TOM. 

10 13 1* 10 iu. wido. 

63/ 68/ 68/ 08/cn. 

56/ 01/0 07/ 72/0 „ 

24 „ M • ... 59/ 06/ 71/ W * 

With arch flue 16/ ea. extra. 

* «d ~~ »■ .!.-« »*"• 




’_^....ICTPD S.\ 


































N HATH BOILERS. 
for open range. 

Fitted with $ in. Unions. 

8 0 10 12 in. 


FOR OPEN RANGE. 


FOR LEAMINGTON OR CLOSE RANGE. 

.Fitted with ] in. Unions. 


T. <& W. FARMILOE, 


14 16 18 in 

15/ 17/ 20/6 oa. 

1 in. unions 1/ each oxtm. 


Fitted with J in. Unions. 

12 11 16 I8jn. 

14/ 15/ 17/ 20/6 ca. 

1 in. unious 1/ each extra. 


for iron, ,bnt without unions, 
be fitted in any position, 
see page 506. 


ROCHESTER ROW, WESTMINSTER, S.W. 




?(o. SCUKn- Ao., tho hair 

A nh.iap and convenient method o( 

wWto, round ^^can be 
1 »>■*“ "> 

,n4 " ”• "*■ t «....»«-* j 1 * 

K Price, per square fopl- 


32 


T. & W. FARMILOE, 


FELTS. 


So. »m w.- NON-CONDUCTING DRT HAIR BOILER FELT. 

__.k* i.itnf. r.rtvoHnii w*tor P'P* 


No. ^C92 

- X'.^KSS “t t“ -- s?r 

^rr2:" 3,b,w «-*—,*? -r a 

, .1. Ditto 


„ 2. Ditto.. . 

3. Kor water oialerns, pipe*. 

i. For fltontn boilora and plpo* - „ f| „ 

.. 6. Fur largo bollorn. Ac. ** .* «, *M>nh«oLR oivob. 


PATENT HAIR FAB RTC• 


■So, 2«1Kw. , , 

r » ill in thin way can bo niulod upon 

Is manufactured with ft margin of cm . iuWo < or plumber* who have 

aeU mde. enclosing the pipe. This mo . r *){•»•>» are in onoh positions that it 

;iou: diPiouiiy in applying non-conductor*, when i»«p 


ROCHESTER ROW. WESTMINSTER. S.W. 





















T. & W. FARJVULOE, 


A 


SILICATE COTTON (or 

m,nwal fibre made from iron sin*, and 


SLAGWOOL). 

perfectly incombustible 


r No. 26 % iv. 

™ Of „ Bonnrt j4t 

l'or covoring steam boilers, pipes, &c. 

In bags about 1 owt. Bags extra. 

Prion •• 

.15/ per owt. 


non-conducting silicate cloth. 

I?eing uilicftte cotton woven on doth backing. 



SILICATE COTTON SLABS, 

*•«•» SILICATE COTTON. 

No. 2697 w. 

Made up in slabs between gartvaniied w;iro netting. 

For use where the loose material cannot bo conveniently applied. 

8d. 10d. 1/ *1 ® iD ' thick - 

l /° 1/5 per sq. ft. 

Size of slabs according to requirements 
Copper bindi« K *ir», par lb. Copper „uil. „ lb. 


ROCHESTER ROW, WESTMINSTER, S.w. 
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PATENT REMOVABLE PIPE COVERINGS. 


Made of the best quality of woollen sheathing, in sufficient layers 
10 form an average thickness of l in., in 3 f t. lengths, any size. 

CLASS A _ For all work where hair felt is used, such as low 

pressure steam,' hot water pipes, and the prevention of frost in pipes. Ac. 


CLASS B.—Superior quality. 

CLASS C—A cheap fireproof covering for super-heated surfaces, 

*nado of two layers of silicate cotton, between double layers of asbestos 
N heatbino" Average thickness, 1 in. _. 


PEll LINEAL FOOT. 


DLmutor of L 
Pipes. 

1 

A 

B 

B1 

B 2 ! 

L4 

C 1 

r 

3 in. ...i 

/5 } 

in 

m 

m 

/lot j 

1/1} 

1}. 1 

IH 

P\ ; 

in 

/ 10 } 

/Hi • 

12} 

li „ ... 

/« 

/8 ! 

no 

/II 

1/0} I 

.1/3 

It „ 

/6i 

m | 

/10f 

1/ 

l/i} j 

1/4} 

li. 1 

! /<*} 

/ 9 | 

/llj 

1/0} 

1 / 2 } ; 

1/5} 

2}. 

i in 

/io = 

1/ 

l/i} 

1/3 j 

1/6} 

2S „ 

i m 

f\0\ 

1 1/0} 

| 1/2} 

1/4 

1/7} 

H . 

1 /8 

/II 

1/1} 

1 1/3 

1/4} ! 

: 1/84 

2i „ 

i 

j ni\ 

; 1/2} 

1 1/4 

1/6 

1 1/9} 


\ 1 9 

1 

| m 

m 

j 1/4J 

1/7 

j 1/10} 


Wire clips for above, 3/ per gr°“»- 

ROCHESTER ROW, WESTMINSTER. S.W. 
























T :.3 W ' farmiloe. 


felts. 

»a MMw.-PATHn- ASPBAI , r|c Iioon[fG m _ T 

U.. iUiJftSrtS?''' “ ° r ''“ l j » —■»». ,„a 

l-ioof, i„ ,■«„ or'c^otfe T* ku i” B l" ,rf "' tl . v ''- 'for- 

>t« way into the house b -crooking, ■.fops damp from m iking 

St “?»”*?,«» «,«"> r.. 

I_V ’ ^ 1,1 Wldo - or Id- per square ft. 

H«_ S7«>w.-^LATJ!K : S on kakking felt. 

inch (Lick) ami more'i^tthtr bUt C* b - )l,t £ „f an 

under slatos. 1 *° fch,s rft!Won ><■ >« easier worked 

^Sffsia^u^ tart* *> .•. 

h : ' ’ l id> P or 8, J n “»-e ft. 

No. 2701 iv —INODOROUS FELT. 

**.* ~ "«t^5 ^;vr it 

Nv. 2702 >v.—SHIP SHEATHING- FELT. 

Brow-n, Hd. per sheer,, 32 by 20 in. 


No. CTOS w.-miRooft asphalts ok foundation felt. 

. *£££ " '*■" »« nowk 

Ijo- J**R Squark Foot. 

Following sizes kopt in stock :— 

JJ in. by 32 in, 23 in. by 32 in. 

It " ” ' 27 ,. „ 

Is :: : “ » » 

_ bread ths to order at proportionate prices. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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galvaniz ed hot water tan ks, 

HKCTAStUtI.AU. 



Liiillona.'Length. Width. H.-pih. 

| About.; ft. in. ft. in. ft. in. 

■ ; 

3xl 6 

‘2B 2 0x1 

5 x 1 r> 

30 2 Oxl 

6x1 7 

40 j 2 3x1 

Sx 1 H 

50 2 5x1 

10x1 10 

60 2 Gx'l 

11X2 0 

80 2 10x2 

3x2 0 

100 3 2x2 

8x2 3 | 



No. 2704 W. 


__ 


Gallons] 
l about.. 

-—-■ 


No. 12 Gauge.j 

J/Stb Plate 

3/16tl. Plata. 

No If. Gauge 

No. U Gauge | 

10 Gouge. 

' ~2cT"| 

£16 9 

____ 

£\ 8 6* 

£Tl3 6 j 

£1 17 » 

£2 8 9 

, 25 1 

19 9 

1 11 »• 

1 18 0 | 

2 2 3 

2 16 6 

j 30 1 

L 12 6 

1 15 0* 1 

2 1 « j 

2 6 9 

3 2 6 

1 J 

1 16 0 

l 18 6* 

2 C 9 j 

2 12 3 

3 10 9 

| N 


2 4 0* 

2 18 9 ! 

3 10 

4 2 9 

60 

j 13 0 9 

2 5 9 

2 15 3 

! 3 8 <>* 

4 9 0 

j 80 


— 

3 5 6 

! 3 13 9* 

5 5 0 

j 100 

| I 

_ 

3 18 3 

1 4 4- 8* 

5 19 9 



..com before 

; galvanizing. 



The above arc me g-K- — ; t short notice. 

Tanks of ail s'iw-s and strangu ih *“ R die nullity required 

Estimates given beforehand h re 8 l 1 # aiwn'm supplied. The 

in not stated cm the order, those mM ^ked with India- 

r «-* - ,b ” 

* # ~- 4 “ «r , *. 

Sots- To oM»i» tkc crelccu of B f‘“|“ k ^'a“p”l,“”hc , '™»nU 
length bv tho breadth, and .he product by ^ 
multiplied by 6f will give the approx imate *___ 

ROCHESTEiTrOW. WESTMINSTER. S.W. 



























T. & W. FARMILOE, 


GALVANIZED 


ROUND HOT WATER CYLINDERS. 



No. 2705 ir. 



All oylinder* are touted by utoam preMuro before leaving the workn, and the 
amount of «uch premuie j« marked or. each cylinder. No rcepormibilitv ia taken 
after the oyhndora leave tho work*. 


If quality not edited ou order, 14 gauge alwaye iuppllcd. Tho above ore the 
gauge* before galvauixing. 

Brae* unions for above, extra, } in., 8/6 j 1 In., ♦/« each. 

If boltod top, 16 in., 3/; 18 to 2p in,, 7/ nach extra. 

If bolted maubolo at side, 4/ each extra. 

India-rubber for bolted top or manholo, 2/9 each oxlra. 

, ,,,T 0 * 5 ' n C0 " , ‘ ) ‘ Ub of “ circular ciaturn multiply tho diameter by itiolf and 

deduct one-flfth from tho product; then multiply the remainder by tho depth and 
tho totni by »*, a* for rcotangular oletorn. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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CO^KR ROUND HOT WATER CYLINDERS. 

VAHOUAttO- AUTl-COtLAPSIBLU. 

(EKdisiffttio AND Patented.) 

introducing to the 
«>• '>" ld ‘ n * “ a ° ‘ 

- anti-collapBiblc copper hot. 

cylinders, v,ldcli ere ».d. of P*™ »"“ l 
tinned bright ins.de. 

.ylinders ere sirenglbened in .be interior by »<""« 
in ceil., » >bo«o ,o,. tl.e ending b.re».tK 
arc tinned and nolderod Inst. Thi.errn.ge- 

men. proven* "W i ”“ 

.valor. Tbe following nee the di.nene.one e.nd 


No. 2706 W. tinned Bkkiht Inside. 



tv..,., cylinder bears ’ *‘short nttioe. 

guarantee as to qu& «■ >» without notioe. 

Price- «P» 

Ordinary copper oyunuu _^- 























































T. & W. FARMILOE, 


GALVANIZED WROUGHT IRON OPEN 
R K Ct A N (IU L A R CI ST E R N S. 



■Length. Width. Depth, 


II 11 

! .1 •- 2 0 


• i 13 

No. )» 
(tango. 

-Vo. M 

OiijiKfl. 

[7~Z~ ,i 

•L’ H, t| 

It h. ,1. 

1 0 III o« 

o iri (I 

1 1 8 

; o 15 o* 

0 18 0 

l 3 0 

1 (1 18 0* 

J 1.0 

l 0 0 

1 J 1 0* 

1 4 0 

■ 1 8ft 

1 l 0* 

l 8 t) 

, 1 H 0 

J 7 0 

1 12 0* I 10 0 

1 11 0 

1 16 !)• 

1 19 9 

1 18 0 

1 17 0* 

2 1 l) 

1 18 0 

2 2 0* 

•J H <) 


2 7 0* 

2 18 0 


2 12 3* 

2 19 6 


2 18 ft* 

3 0 II 


3 1 0* 

3 11 0 


3 10 0 

4 3 0* 


•18 0 

■1 19 0* 

— 

— 

n 7 o 



5 13 9 









— 


~ -i 

L 


oiiuito’. P th COffl 


1 11 II 
1 16 0 
1 10 0 

2 0 1) 
2 10 0 
2 15 0 
2 18 0 


7 12 0 

8 5 0* 
0 12 0* 


10 ■! 0* I 22 2 0 


T. & VV. FARMILOE, ^ 

Galvanized iron circular cisterns. 

FOR WATER. 


... th » gauge* before galvanizing. 

thn 0t V y T “"’T™"*, 111 ' °j thor I , ' u ' ntod “r gnlvani/.od, made to order 
nn '.xa li . ? ivcn kef ^ohand if domrcd. W 1,0,1 tbo quality required >* 

. ‘‘i 11 „ th< : or . d<;r - »*?»“ wkad * mil alwaya bo «,,„t. All ciatorn* »?o tested 
afc tqo workg, and when delivered to oamort our rojiponiubility oeairei. 

ROCHESTER ROW, WESTMINSTER, S.W. 



| (lulls. J 

inoheu. j 

^nchcs 

Opeu. 

booen 

rover* 

hr! 

CO 1 

80 
! 40 

1 60 

1 00 
; eo 

1 100 
i- 

rsn 

t m 

i 31 

1 2H 
; 25 

J 28 

22 

1 24 

1 30 

33 

I 5 

1 42 

, 11/9 

14/3 

18/8 

22/P 

38/9 

29/0 

3410 

„.1‘L-. 

2/ 

2/8 

2/9 

3/S 

4/ 

4/0 

5/9 

1 


. bib oooka fur above, inolndlug tVingo and 

Ditto ‘ ““® 

ditto ditto 


4/(1 «t 
0/ „ 
10/0 , 


GALVANIZED SUPPLY cisterns. 



j Long. 

Wi de. | 

Doop. | 

With 

Wit-how t 
cover*. 

1 Inch... 

16 

j 18 

i 10 

L“_ 

Inches. ! 
0 ! 
6 

10 

12 

i *ir ! 
13 

1 13 

; 

| 7/3 

8/3 
! 9/0 

1 10/9 

' 18/ 

5,3 

. 0'6 

7/0 

1.0/ 

11/3 


wrought Nr®;; cattle troughs. 



So. show. 



» It. | 4 ft. 

" 3 ft. 

Oft. ! 7 ft. | 

B ft. 

kon*. ! 

--—i 

* »■ d. j £ s. d. 

1 7 9 t l 14 0 

1 H 0 ! 2 2 0 

S - 7 0 | 2 18 0 

£ □. d. 

2 0 0 

2 9 9 
i 3 9 6 

£ B. d. ! £ *. d. 

9 6 9 j * 18 J ! 

S 17 9 13 5 b 

.10 0: 4 U <> 

£ it. <b| 

2 19 6 
| 3 13 0 
| 0 2 0 

16 gauge. 

U ,. 

10 ., ipl'to 

On four wheels 13,ft extra. With handle and vrhepl* «/«_ - 


ROCHESTER ROW, WESTMINSTER, S.W. 




































































T. & W. FARMILOE, 



IRON SUPPLY CISTERNS, WITH 


OR 


WITH 


CAST IRON SUPPLY CISTERNS 
COVER 



I.oiitfOt. 

Width. 

Depth. 


Onlva- 

'*■ 



1 uebea. 



1 

VA 

fll 

0 

4.7 

8/3 oh 

2 

1ft 

«4 

0 

4/(0 

0/4 

3 

174 


04 ... 

6/fi 

106 „ 

4 

12 

6 

12 

6 1 

8/4 „ 

t> 

15 

71 

12 

«’ 

10/0 

H 

18 

74 

12 

6/0 

12/ .. 

0a 

16 

«4 

13 

6/6 

12' 

7 

10* 

104 

21 

14/ • 

i j 

8 

24 

18 

20 

20/ 

i s 

1) 

21 


24 

20/0 

! I 


18 

18 

24 

26/ 


10 

21 


24 

28/ 

Lg 

n 

24 

24 

24 

32/ J 

1 25 


FJflf. 1 to tU without covers lOp. uanU leas. 


ROCHESTER ROW, WESTMINSTER, S.W. 




GALVANIZED IRON OIL TANKS. 



you 

, on,. j 

j Open. 

Fixed Covers 
anil j 

Brass llnngn. 


d. 

a. d. 1 



11 3 



14 O’ 

, n 

3 1 

1 16 6 

i 14 

3 

19 3 

i 18. 

9 

i 25 3 

1 23 

9 

; 30 0 

j 27 

9 

] 34 6 

. 31 

6 

37 6 

: I 37 

6 

« ° 

1 j 43 

6 

1 52 6 


Gain 16 » »0 40 SO » » >“ 

Eft. 1/0 2/3 2/9 3/ 3/9 4,3 5,3 6/ 

Bias* Bu< Cock, ikclcdiko Fwkq* aneFixi^. ^ 

4/3 Jin. ... 6 / •" 

Always Bent with tixedcoverj if nob »p«6.M« PgL 


EXTRA STRONC 


"galvanized riveted 


T. & W. FARMILOE. 


f 

1 Opon Top. I, 

With 

Look*) Cover. I 


Si p. d- 

' 0 17 0 j 

0 19 6 

it 1 0 t 

1 4 6 

17 0 

L 10 6 

1 12 0 

1 14 0 

! 1 17 6 

a 0 o 

‘220 

2 5 0 

1 2 10 0 

2 15 0 

| 2 17 0 

3 3 0 

; 4 4 0 

4 15 0 

i(550 

5 15 0 


Fixi’.il Top. ' 


Brass taps extra, as above. 


No. 2714y, _ 

ROCHESTER ROW, 


WESTMINSTER, S.W. 









































T. & W. FAR.MILOE, 


894 



DRUMS. 


GALVANIZED 01 


. No. 2716 w. 

• Medium Quamty. 

N"o. 2710 w. ~8 i-ro.no 
14 CAUOK. 

Quality, 

Gall. 

Open top. 

With 

Lnouc covor. 

j Fi.-cod top. 

Opon top.^ 

With 

Fixed top. 


£ K. <1. 

£ - <1. 

1 £ a. d. 

£ a. -1. 

£ /». <1. 

£ t d. 

20 

I 6 (1 

10 6 

I 2 3 0 

1 11 0 

1 13 0 

2 U 0 


1 IS 0 

1 19 0 1 

1 2 12 6 

2 0 0 

2 2 0, 

3 2 0 

40 

2 4 0 

2 7 0 1 

3 2 0 

2 11 0 

2 1C 0 ! 

! 3 13 0 

r>o 

2 1C 0 

3 0 0 ! 

! 3 11 9 

3 0 0 

! » 6 0 , 

19 0 

00 


- 


8 7 0 

1 3 12 0 

fi 0 0 

80 

3 0 0 

no o 1 

4 10 0 

3 14 0 ; 

3 10 6 

5 10 (l 

100 

8 8 0 

8 17 6 i 

fi 0 0 

4 2 0 

4 7 6 

fi IS 0 

150 


1 


coo: 

6 10 0 

7 JO 0 

200 

— 

— - 



« 10 0 

9 0 0 


Knoli clooo tank baa a 2 in. filling- I10W1 and braon uoritw plug at oornor, also u ncrarr 
fiango fixed for braox cook. 


No. 27I7W. -CAl.VANI/.ED CIRCULAR Oil. DRUMS, 

Gallons 3 4 S jfi 8 10 12 

FiUod with brant bungs ua. 4/0 5/3 5/9 7/ 9/ 10/6 13/ 

liman Bounin and Pluub kkauy kor fixino Taps. 

J in., 6d.; 4 ir... 9d.; } in., 1/ on. extra. 

' Taps, 

i in., -i; I i in., 2/6i } iu„ 3/6 ca. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. 


farmiloe, 


895 


GALVANIZED SANITARY DUST BINS. 



length .tyrant | n «P* b - UKl,t ' 


EXTRAS. 4 wlicols, 8». cneb. 

~~ *-£ 10/6 web- 



-1’HK “ COTTAGE.” 

No. 2719 TV. 


If Hinged Covor, 3/ oaoh nxtra. 


ROCHESTER BOW. WESTMINSTER, 



























































T. & W. FARM1LOE, 

GALVANIZED sanitary dust bins. 

THE “MANSION.” 


T. & W. FARMILOE, 

GALVANIZED SANITARY DUST BINS. 

1UR “CONICAL. - ’ 


ROCHESTER ROW. WESTMINSTER, S.W. 


' ’ I Mrtdirini ’ 6 0 • V, ‘‘ j ", oa- 

I Strong | e/ft! »' j ;» » 

) 1 7“i ; >0/ : * 1 >- 3 i ia ■■ 


ROW, WESTMINSTER. S.W. 



“ j 

t 

U 1 

18 ; JO in. flto. | 

21 j 2Mn.d»«p. j ; 

1 Modintn 

i ® tro "K 

, Boat 

ft/ 

7/0 

9/6 

7/o; 

8/3 

10/3 

9/ > - w>. 

I 9/'i u.fl „ ; 

11/61 U/6 .. j 



IU In. ‘•'tom. ! 

30 i 

27 in. d**p. ! 

6/6 

| 8/6 <*. 1 

0/6 


11/6 

, 13/0 .. | 
















































T. & W, FARMILOE, 


GALVANIZED IRON CORN BINS. 

WITH COVER, HINGES, AND HASP, 




Abovo made with nioping (op ot mime price. 


P.*CTANOTJI.An (ItoOVD CoilNEIlf)). 


Biuheln 

hometh. 

Width. 

Depth. 

Ordinary, 

Extra atmng. 

Dln»i<m« extra. 





No. 2781 w. 

No. 2782 w. 

No. 2731 w. 

No. 2782 w. 

4 

0 

8 

: la 

16 

20 

ft. in. 
2 4 

2 5 

2 9 

8 0 

4 4 

4 0 

ft. in. 
1 3 

1 6 

1 9 

1 9 

2 0 

2 0 

ft in. 
2 0 

2 3 

2 4 

2 0 

3 0 

8 0 

Kaoli. 

30/ 

36/ 

42/ 

50/ 

65/ 

86/ 

Eauh. 

46/ 

60/ 

CO/ 

80/ 

• 305/ 

126/ 

Each. 

8/6 

4/6 

6/3 

6/6 

8/6 

10/6 

Each. 

6/6 

6/9 

7/C. 

3/0 

10/ 

32/9 


Mo. 2733 tv. — Oblong corrugated core bin 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 



K„. 2711 * w.-WITH WKOOGHT 1W>S a, 

A m 5 A # * * $ 

No. 2785 ii.-'»ITH-OAST»OB OALVAKI S>> ^ 

« 8 10 12 J.1 in son ■”/ >!; «!» “M '« s l “• 

2D,'6 30/ 3*/ 37/ «/« **/« 50/0 6/ 

2780 W.—ABOVJt, WITH GALVAN./.™ 

0/6 6? S W ’< 

EXTEAS. 

GALVANI/.T.D 00VBES FO^I ABOV^ ^ 

« 8 10 12 }* i? o. 1 * 12/ 13/ 

Plat 2/0 3/ 3/0 +/ *fi * 6 

Domed 3/ 3/6 4/ *.8 6 

II mounted on 4 wheel*, with fixed axlee.« to 12 K* »• 


ov - 50 galT*. 

71 «, U 12 ' ^ 5tf C ‘ 

0/ 11/ 12/ 13/ H/ 18/ 


•eOCHESTEB BOW, WESTMINSTER, S.W. 









































9&0 T. & W. FARMILOE, 



TABLE or ar/.ES, CONTRNTH, AN» API'ltOXUlATK WKIOH TH OF WA8HIKO COPPICR8. 


I iitlrit 
Dinrnetvr 
M T-.J*. 
l’lohiw. 

Dlnmtlcr nl 
Ikiklom. 

iTcbt’. 

L>«1» 

lirini. 

Imperial 

'(ftllunn. 

Avamfrs 

Woiyhu. 


u 

11 

n 

1«4 

,i 

81 


16 

12 

11) 

18 

7 



Ml 

13 

12 

10 

8 

10) 


17 


lUi 

20) 

9 

12 


13- 

is 

13 

21 

10 

14 


11* 

18 

13i 

22 

12 

1C 


20 

17 

14 

24 

14 

21 


21 

18 

16 

24 

10 

24 


22 

19 

10 

28 

IN 

30 


23 

20 

17 

28 

21 

33 


24 

20 

17 

28 

24 

34 


25 - 

21 

1H 

20 

27 

39 


2(1 

22 

18 

30 

30 

44 


27 

23 

19 

31 

86 

61 



24 

20 

32 

•K* 

58 


20 

25 

21 . 

33 

46 

05 


30 

26 

21 

34) 

60 

68 


31 

26 

22 

36 

66 

73 


32 

*7 

22 

37) 

,60 

75 


33 

20 

Xi 

39 

05 

80 


31 

29 

24 

40 

70 

95 


35 

30 

26 

41 

76 

105 


36 J 

31 

26 

42) 

80 

120 


37 ; 

32 

26 

43 

85 

135 


30 ■ 1 

33 

27 

41 

02 

110 


39 I 

34 

28 

45 

100 

160 


10 1 

8+ 

20 

46 

110 

lhj 


il 

35 

30 

46 

120 

190 


L 44 1 

3(1 

31 

47 

130 

195 


13 ! 

30 j 

32 

48 

140 

200 


■44 i 

37 1 

33 

49 

ICO 

220 


13 

38 


60 

165 

230 


1C ! 

38 

34 

61 

170 

245 


! 47 


36 

62 

lbo 

2b0 




30 

63 

200 

290 


j 19 

. . . 

37 

64 

210 

320 


j_v;_ 

... j:- _i. 

_ L 

66 

. 220 1 

310 | 



h .CHESTER ROW. WESTMINSTER. S.W 


T. & W. FARiVULOE, 



C 0 P P E R W A S H I N C. 0 P V E R S. 

:i H Avv.OFF PIPES AND COCKS With BB ASS SPANNERS. 

.w- : - S*. 278* w. 


Ci'J'pof* '» addition at 

(pngo 900). 


25. 

, 27/ft 
„ 32/9 
,, 39/9 
„ *0/3 

per H>. 


•; •' I VAS1/.E: • CAST IKON FURNACE PANS. 



COPPER DOORS AND FRAMES. 





































BLACK OR GALVANIZED WROUGHT IRON T'T RFS and fittings for 
GAS, STEAM AND WATER. 



No. 2744 w. 


T. & W. FARMILOE. 
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^oooeoeo 
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oooeo 

8j mSi*. 

oooooo I aooooo 
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’ : 5 as$ 

£ 

^<0»0©»00 
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sr 

^JOOOOOOO 
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904 


T. & W. FARMILOE, 


IVirn Baku. 



No. 2751 n. 


filjl AK r . I 

No. 

No. \ 

Nv. * 


RAIN-WATER GOODS. 

RAIN WATER PIPES (atrong). With 

PAINTED.—In 0 ft. lengtha. 

2 2) 3 34 4 44 5 6 in. 

/ lOj !; l'U 1/11 1/91 2/01 2 51 3 por yard. 

In 2, 3 and 1 ft. lengths, lid. extra per yard. 

No. 2747 tv ri.MVANTZEh.—In >1 ft. longtha. 

:/ 2 J 3 31 4 41 5 6 in. 

19 2/0} 2.3 2/10 3,4 4/0 4/11 tj/2 por yard, 

in 2, 3 and 4 ft. lengths. 

2 24 3 3j 4 4} 5 fi in. 

l 'U>4 2/2 2/61 2/1)4 3/61 4 11 5/1 6 31 por yard. 

Pipes with nr without, ears an me prio n. 


UNION SOCKETS. 



2 21 3 31 4 41 6 6 in. 

•’■I. 7d. 8d. SJd lOd. lid 1/ 1:3 .■«, 


Ham. 



I 

. 

A 


Nn. 2760 w. 
7}d fjd. 8/.i 

2745 it. 

■ H.W. pipe ho.-.}*. 
-Pipo imiia 



'/ .NNECTIONS. 




2 2( 3 

•0... I'd. l-i i*V 


OnTt/aa Et.now 

No. 2764 vr 

> I} S 6 in. 
lfi V 2/3 8/ r» 


i 2« V 3 0 4:i . 
Onlv*ni/ud pom.p. n. nn 13‘ pi-rowt. extra. 


nocHEs-rti: row, Westminster, s.w. 





No. 2761 vr. 

No. 2761 w. Single Briitioh 
No. 2702 vv. li.iutdo 
No. 2708 vr. Too-Piece 
No. 2704 w. Oo.,Uiree 


No. 2702 w. 


Beat manofaetutr and 
properly paintod. 


1 21 3 

•0. /II 1/ </» 

mixed connection#, 13 per nwt. 


No. 2700 vr. 


iT> 















T. & W. FARMILOE, 


RAIN-WATER GOODS. 

SQUARE AND RECTANGULAR PIPES. 
Wflh or Without Plain Han. 


No. 2JOT iv. 

2|*2 3x3 3x2J 4x3 4 x 4 5«3 6 x 5 In. 

1 -• 3/1 2/10 3/11 4IH 4, B| 6/1 

01 ■ 5,8 7/10 0 0/ 12/ 

Lengths 3 ft. nml uuder charged as one yard ; above 3 ft. as two yarda. 


SQUARE AND RECTANGULAR CONNECTIONS. 


No. 27081V. 

No. 2708 tv.—Painted 
No. 2700 iv.- - „ 

No. 2770 tv.- .. 

No. 2708 ir.—Galvanised 
N»,270!)w.— - 
No. 2770 iv - 

Sito*. 


# 


Ourt'SK Elbow, 


lie nii, 3 in. projection. 





No. 2771 n 
No. 2772 v, 
No. 5773 w 
No. 2771 iv 
No. 27 71 >c 
No. 2772 iv 
No. 5778 » 
No. 27il iv 


2772iv. 
21 x 2 

3x3 

No. 21 

3x2j 

'73 IV. 
4x3 

... 1/7 

1/11 

1/0 

2/8 


5/4 

5/3 

6/J 

!!! lid. 

l/l 

1/1 

1/2 

... 1/' 

1/2 

1/2 

J/4 

... 3/2 

3/10 

.3/0 


10/8 

low 

U/8 

, 1/IO 

2/2 

2/2 

2/4 

2/2 

2/4 

2/4 

fi/fc 


2/ 

1/7 

7/10 

15/ 

& 


ROCHESTER ROW. WESTMINSTER. S.W. 


T. & W. FARMILOE, 


K h I N .\V ATE R GOODS. 
Arrmv. » » 



HALF-KC/UND GUTTERS. . 
3 3^ 

Painted W .'I 

Galvanise.! ■ l/*i 


LENGTH'S. 

din. 

1/3 per yard. 


juar.MCK» (.urm rowreTONs 
Nome Tikis*. 



■JfO. 277flw. Aagios,square nrobtnse Ijt 
No. 2777 w. Nw.rh ; H - 

No. 2778 vv. T. e-Pioce . I 10 


No. 2770 w 


No. 2780* 


No*. 2770 w. Sc 2780 « Drop ends /8 
No. 2781 tv. - Union Clips '* 

No 2782 w.--Stop ends if. 

No 2783 vr Gutter* with stop ends csst »n 


No. 2784 W. Gutter bolte m.J 


3* 

/9i 

l*k 


r 


j. 


»’» f r .7 n / 10 1 %. 

| ! 8 3 % Si ?*■ ” 

at above prices. 

4.' pur grass. 

valley gutters. 

25x8 25x6! in. 

18/ 13'rt per yard. 


B f .t msnnfactnre and properly painted. GaWanired connections. 19^ 



ROCHESTER ROW. WESTMINSTER, S-W. 




















T. St, W. FARM1LOE. 


RAIN-WATER GOODS. 

0KNGTH8. 

" • . : v:- A: . 



P.ilit.d ,., 

flnlvnnixeri ... i 2)2 

2 ft. lengths, with lion licnd*, painted. Id. • (rnlrniiiscd, 2d. ] 
0. (}. CUTTERS. WITHOUT FAUCET. * 


Es'TKRNAX, AN/)!.*. 



» /TO Hi 

With i,ion Hoad F.ucoli 

1/1 1.2 Jfi 

No^ztiK Pire*. 


With l.ion Hour' Fane 


is? 


No. 417112 w.—Motrin piece 

Jn. 27915 tv, Do., with Hon head faucet 

No. 2794 iv Union clip* 

No 2795 W Dev, with lion Imd faucet 
No. 2798 w • .Stop ends. , 

No. 2797 w- l.ion iicudn, loo*n 
Pm! manufacture 


1/M 


properly painted. G.iva&ired connection.. iy per owt. ».tt 


T. & W. FARMILOE, 


RAIN-WATER GOODS 

J .. e.w.ar OifW.WATV.Tl PIT 


No. 27l)Sw -Per length 
No. 279H tv 

No 2800 w Ho ide.flnt 

No 2KOI w 

No. 2902 w - • • « 


•1 in. 

4/ 

2.9 «»oh. 
4/8 „ 

4/9 .. 

2/6 „ 


VUOlvalT IKON STAMPED SrSK-KSD GCTTKHF 


Ham. 


No. 2903 W. 

H NO.io a ft. length.only. 3 3* 

— Half-round, gaWam.ed 1.4 1,0 


2S04 tv. —Elbow, or nor.le. „ 
2805 >v. -Stop end. » 

28015 w.~ Half-round, pointed... 
2904 w- Elbow* oruo*»lee „ ... 

2805 tv. - Stop end. . 

ij frrrita, O.U.,ni«ft- length.. 
2800 vv.~HnWnnl.ed . 

2807 W. - Elbow* or norr.le* • • • 

2808 vr.— Stop end. 

Paintko. 

2800 w -Gutter*, O.G. 

■ 2SOT w E0>ow» or nowle* 

• 2808 W.-Stop end* 


i,a 1/3 
I* /4 
1/2 1/3 

1/1 1/2 ■_ 

3 /♦ /* .5 ' 6 


2” 2/0 3/6 per leagtb. 

1/5 1/8 1/0 " l,ob - 

/fl /« /7 ", 

1 10 2/ P«r le«E‘ h - 

14 1/7 19 each. 


4/8 6/ 
3/ 3/3 

1 / 1 / 


7/ 8/ 1)/ per l«a*lh. 

41 4/3 4/8 each, 

ijl 1/8 1/6 

5/ 5/2 6/6 5/10 per length 

2 1° 3/ 8/10 4/2 ..oh, 

j 1/ J/ 1/2 l/“ ** 



v In 6 ft. longthi. 

J. fl 2909 w. Per length 

n<k - 2Sl0tv Angles or elb"W .. 


v. In 6 ft. length*. 

J°- 2911 w.—Per length ... 
2812 w.—Anglo* or elbow. 


ROCHESTER ROW, WESTMINSTER, S.W 

















010 T. & W. FARMILOE, 


ZINC RAIN-WATER PIPES. 

Iu 8 ft. length*. No. 11 Gauge. 

H 11 2 -2* 8 Si 4 in. 

No. 2811) w. I’or lonpjtli 1/3| 1/5 1,81 2/1 2/4 2/8 3/ 

Zinc niin wHtcr pipes (from any gnugo roqoirod) made to order. 

No. 2814’,r.—ZJNG HALF-ROUND'GUTTER. No. II Gaugo. 

In 8 ft. longtbv. 

2* 3 3} 4 4* in. 

Per length ... 1/3 1/6* 1/7* 1/10 2,1 

No. 2816 w.—ZINC O.G. GUTTER. No. 11 Gauge. 

In 8 ft. lengths. 

2* 8 3* 4 41 in. 

Per length ... 1/0 1/6 1/U' 2/3* 2/9 

No. 2816 vr.—ZINO RAIN-WATER HEADS. No. 11 Gauge. 

2 2* 3 3* iu. 

Angle or *qnnr«. 2/2 2/6 2/8 8/ o». 

O.G. . 2/5 2/8 8/ 8/5.. 

Noj 2817 W.--ZINC RIDGING, FOR SLATE AND OTHER ROOFS. 
Prices on application. 


SHEET IRON STOVE PIPES. 

No. 2818 w. 


In 2 ft. ler.gl.hn 

3 

3* 

4 

4i 

5 6 

in. 

Black noi.mod pipe* 

7d. 

8d. 

fid. 

iod. 

lid. 1/1 por length. 

Galvanised ,, , 

1/2 

1/4 

1/0 

1/8 

1/10 2/2 


No. 2819 w.- 

ELBOWS, 

Ac. 



Black 

8 

>i 

4. 


5 

8 in. 

Sqnareor obtueo 

n 

1/1 

1/8 

1/4 

1/0 

1/9 n. 

Round . 

1/9 

2/ 

2/8 

2/9 

8/8 

6/ .. 

With soot doore 

8d. 

8d. 

Od. 

lOd. 

V 

1/3 extra 

No. 2820 tr.-- T- Piocca 

1/8 

1/9 

2/ 

2/2 

2/6 

3/ ev 

No. 2821 rr.- Hood cape 1/ 

1/2 

.1/3 

14 

1/6 

2/ 

No. 2822 tr,— Cone . 

, 1/8 

1/8 

1/10 

2/3 

2'8 

2/9 „ 

The above 

lltlinge galvanised, Dount.it the above price*. 


No. 2628 w.— GALVANIZED VENTILATING PIPE. 



Galvanised after mode. 

8 

4 in. 

I*lpce 0 ft. long 





3/ 

8/4 o*. 

No. 2884 vr. — Rende, obtnee 




8/2 

3/0 „ 

No. 2825 TT.-- ED,owe, equaro 




24 

2/8 


ROCHESTER ROW. WESTMINSTER, S.W. 





T. & W. FARMILOE, 


No. 2632 w 


ROCHESTER ROW. WESTMINSTER, 


gutter 

for half-round 


,,32/porgroeo. 1 No. 2827 W.-AU 


No- 2828 n. 

DlttVIttO, "tTII Stav. 

All Sites, 83/ l' or S' 01 "- 

Driviug bruckote, hoop ireu 
lined, 4/ per groaroxtra. 

No. 2829 w. 

Raktkr. 

All »lxe«, 32 per grow. 


O.G. FACIA BRACKETS. 
(Made to Fit Section of Gutter.) 
All eitoe, 32/ per grow. 


rain water rites. 




















KOCH ESTER ROW, WESTMINSTER, S.W. 



T. & W. farmiloe._;_ 

ROBERTS'" RAIN-WATER SEPARATOR. 

R0B U<^CTO> BV LWW WfJ 

Tho rain tW falU uponthe 

iiM U hiae f t(o prevented i*.H inoru Lf«i.oral uw.-^ ^ . q many town houses tor «U>rlng 

XrftoT^A *nt ** «»• “V- ‘ »* «*■" 

--— and other impurities 

that havo boon ao- 
cumulating mnoo tho 
Inst showori undoi 
ordinary ciroum- 
»tioioo» tlione aro *l 
carried into the 
storage tank. The 
insoluble portion of 
those Impuxltlea set¬ 
tles at the bottom, 
only to be stirred up 
again by every fresh 
Ml of rain. Such 
water, at its best, 
holdsimolutioudolo- 
torious substances 
not removable by 
ordinary filtration. 

Mi ,torM th * olw ‘ watnr0Hly ' 
No. 2''41 »--HO« IZO^TAL. _ 

% r\«, • Distance between Inlet prices e> 

. -.-j nn.l outlet W>s». - 


’ i a.wi v > l ____I..- . . will add 40/to the 

" ° n "“ "*” 


" v “ No. 21 

Asks or iloor I* >'«»*• ' 

M2W.-VKKJ. 

| In the oonntry. j 

In cities nr the 
tropics 

Height from j 

•cclcetU'socket.^ 

\ - 

• m to i,ioo 

1u#J«s 

730 to 2,000 
2,001 to 3,200 

30 

31 

37 


rTofthe roof will add 40/toil 


isiicii nir'.nur iuviv—' -• 

t, and about 2 io# to tho boi^nt. 

For direction* i 
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~T' w ‘ F ARMILOE, 


ROBERTS’ RAIN-WATER SEPARATOR. 

11 rai,lfa !' « *•» rnto of two inch- ^ 
ntlnfnll occasionally exceed# two i„m!» ¥ 0autr J- ln ‘ropioiil countries, whore th« 
Separator* arc nt-ctU-d than in tho country ^ ' 0 " r ’ “ n,t m, ’ ok )' citlos, Iarg 4 ' 

directions for unpacking AND FIXING. 

out i but Tit i, vortfw^Itwqj lit l!:'lTT r l '’. lwi * 0Dla, il cun then bo lifted 
control tin'll draw tho centra imri ''otosKnry to unfasten tho brass bolt below th« 
that hold the iron from., to tho bottom of tlm’c2. '° “ plMd,c * ttnd dr “ w the screw* 

removed and tlwSoimmlo “ISwrtJ;* 1 iJTlhUtoS °| th ° f a,n : w ‘‘ u ' r l-ipo should bo 
•brows through tho iron frnmo tnk-in.. ^‘"toning it by strong nails of 

Placed st any height a^TZ'ZnZ rZujZX “ U "'*> * 

bottom must be connected to tK rlnj raou i. ? The frent outlet at the 

18 d ThoiiuS c I't’tW m r z pfiftJ&taF' 1,,uu thc rtK ' ,ticl 

tho size of the ruof, by drawing it* TtCbn i 1,1,1 "''ould bo adjusted to 

to tho number of h'undrod r^thaUhore ^ ■ W*'' 11 ™ mbw «"wp«di5 

mnoky cities, and in tho trollies it slumlil !** V t ,u r,,of of a country house, but in 
n« tho area, i.c., for a *of of NOO ft 1’? .''T 10 U '-nlf ns much again 

used in a city, remove the |,„mS’n n° If th " S °*™** r * 

place. In tho country use tho one marked 1. & f>ut c 10 onu marked 2 in it* 

MEASUREMENT OK ROOF. 

is ss&g 

itself, tho house may he mmZrad7,* li1upon U.o roof 
the invuamnanU are tako , on t n 7 being modo for tho oaves, Ac. • but if 
the slope. k °" 0,1 LUc . ro,,f tM 'y >"ust bo taken on the level and not on 

WASHING Till: SEPARATOR. 

shippllgan^ frem'T, 0nt “t aC0U . mul:,t, ' m ,jf dit j 

tho strainora and wash them remove dirt framiL kn ‘ ‘ T' v " ul CBuh 0 

replacing tho strainer., draw tho caSr or°f ^° 
sp in e and wash it ■ n.,.i ,i „ i • i , ' l,, . ,lw P“ rt , of the boiwrator off fhe 

dirt, and tliaT the syphon xls piishod hoinu ^ °f *»“/“•“« «• '«"« 

moves frooly oo thVipimllo. Aftor ' ro l' lucln K that it 


DOMICAL WIRE. GUARDS FOR 
RAIN-WATER PIPES. 

For preventing leave* and other matter passing down snd 
stopping up the stack,pipe. 

2 21 3 3* 4 •»* fi 51 6 in. 

Galvanized Iron 4/0 5/0 0/ 7/ 8/ 0/ 10/ 11/ 12/do*. 
NO. 2843 W. C ° P,,fr . 10/ 111 12 > 13 /3 15/0 17/0 20) 21/ 22/ 


ROCHESTER ROW, WESTMINSTER, S.W. 



T. & W. FARMILOE, 

SOU- PIPES AND CONNECTIONS. 


No. 2844w. 

21 8 3* 4 41 5 

Sitea ••• •“ . " o S 37 43 +8 64 00 

Weight* per 8 ft. hingtn, about -8 » ^ ^ ^ ( re 

Thickness of metal, about ... A 2;7 3; 

No. 2944 W.-Soil Pip*?,'I” 6 ft. Hog * - 1 m s/ 

. 2845 ,v.-Elbows,Common or Obtuse 1; V* .. 

“840 w.-Do., with Rest cast on 
2847 w.—Do., with Oloauing Boor 
" 2M8vr.—Shoo - 

2849 W.—Swan-necks, 3 in. offset 


2 / 2/8 2/8 8, 8/4 4/ 

3/ 8/3 3/8 4/ 4/0 *•; 

,10 1/ 1/2 1/4 1/B -4 

I16 1/10 2/2 2/0 3/ '3 3 

2/1 2/4 2/0 8/1 3/7 ».l l 

r . o • ( ... %< 2/8 8/1 •/» g 

Do.. ® " 2/9 8/1 3/7 4/1 4,7 5/8 

Do., ^ 

„ 2860 W.-vSioglo Branch Pisroa, w.th 3/fl 0,3 5/U 

Sookota ••• •• ..’’ ' 

„ 2851 >V.—Double Branch PifcM.W.th G/6 fi ; 7 0 8..4 

Sockots ... ••• ' , rj id a 1/1 1;2 

„ 2852 W.-Union Sookota . ' 8 F. 

2/2 


0 in- 

70 lbs. 

A in - 

8/7 p.yd. 
4/ e*- 

6/ „ 


0 / .. 
8/10 „ 
3/8 .. 
4,5 1. 
4/9 .. 


1/8 •• 

S. E. 

•1 to 3 In. 


2853 vr. — Diminishing Piec 0l b 8pi8 ot and FllUcit ’ _ 

•-.vw « “"f 


Sizes ••• — "• , "/ 

Weightspor Oft.length."bout 
Thickness of metal, about ••• 

No. 2854 W.—Soil Pipes, in 6 ft. length* 

„ 2856 w.-Klbowa, Common or Ohtueo 
, 2856 W.--Do.,‘with B«»t cast on 

2857 W.—Do., with Cleaning Door... 

2858 vr.—Shoe* - ” 

„ 2869 W.-Swan-nooka, 4 in. u..se ... 

„ 2860 W.~Single Branch Pieoes, w.th 

Sockets ... ;■ 

2801 W.—Double Branch Piooos. witl 
’ Sookets ... •• "I 

2862 tv.—Syphon Trap without 
Cleaning Door 

., 2806 V — Do., with Broat Plug 
2864 tr.-Dnlou Sockets 


2 $ 3 rna nn 74 90 Hip. 

“ ", 2 re * * * 

^ t i 2/7 3/ 8,0 4/8 p. yd. 

!,« 1/10 2/2 2/0 3/3 * 0 ua. 

2/1 2/0 2/10 3/8 S/0 4/J ^' 5 " 

| ;s iTS 6 (:: 

1/10 2?1 2/4 2/3 3,3 8/0 4,6 ” 

3 - 3/6 4/ 4/6 6/0 0/3 8/ .. 

A/0 4/10 6/8 0/6 8/ 8/6 10/8 .. 

0/ - 4/4 6 5/8 - .. 

„ . s/8 0/4 10, 10/6 — .. 

’ili? 1 !. -'■> ■'* 


„ _ .. ireiHtirT SnWTio". 

CoztiNC w,TB D*. 8« 21/0 per ton. 

Pipea, 14/6 per ton. _--- -- 
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LONDON COUNTY COUNCIL FITTINGS. 



T. & W. FARMILOE, 
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MILLED LEAD. 

No. 5869 w. 


CAST L. E A D. 




LEAD PI P E. 


is, w. »’ * 28. » . I 

ft »»; «• S' S' » S' S' 1 «.,»mv 

5 S. ft ft m. ’ ’ :: “ •- I 


barreling. 
No. 2872 w. 


84, " 06, 120 . 

m. J84 - JS ;•* 

138. 166, 160. 76 

166, 160, 104, 196 


uw® 


5 nil r and length*of pipe and bamifing .nude to order. 

Wgho“m"jet jew gir.nfor old le ad and )o*d mIw *. 

SOIL PIPE. 


q 5, 6 A 7 lb. load 

, 5, 6. 7 A 8 lb. lead. 

6, 6. 7 A 8 lb. 

,. 5. 6. 7, « A 1) 16. lead . 


0, 7 A 8 U 
6, 7 A 8 lb 
7*8 lb. 


LAM I NAT ED LEAD. 
No. 2874 w. 

1. 2, 3. 34, 4, «i. 8. 5*. 8 and 7 o». per «,naro ft, 


ROCHESTER ROW, WESTMINSTER, S.W. 


























T. & W. FARMILOE, 


LEAD-ENCASED BLOCK TIN PIPE. 

^ ^ No. 9875 w. Wbigbts pbr Yarp, in mis. 

3j A^ 3**4* 4**6* ' #|,7*8 7 ft 10 10 ft 12 H ft 10 17 ft 24 lift* 

No. 2876 w.—LEAD PIPE WASHED WITH TIN. 

Ditto, inside and out ... ^ ^ the price of pipe 

No. 2877 w. WEIGHT OF COMPOSITION GAS PIPE. 

In coil* about * 0 wt. oaoh. 

Ineido meant* ... * ' j i , , 

.. Rn, oL ' » * 


t yard 


Ttniido motuure .. 
Dor yard. 


I 


2(3 oi. 

* I 1 l*in. 
31 lb*. 4 lb*. 5 lb«. 6j lb*. 


Io«iilo measure 
Par yard 


No. 2878 w. -WEIGHT OF BLOCK TIN PIPE. 


’ A » 

o*. 11* o*. 13 o*. 14 0 *. 1 
In coils of about * o 


oi. 23 o«. 80 oi 
’t. euob. 


No. 2879ir;—WINDOW LEAD. 

Flat, round and beaded,, all size.. Illustration,. pag0 ll3a 

No. 2880 w. —TEA LEAD. 

Best bright. Special bright. Incorrodible. J>»umt tinned. 

No. 2881 tv.— LEAD SASH WEIGHTS. 

Sc|iinro or .round ... . p(r 

No. 2882 w.—PIG LEAD. 

No. 288:1 w.~LEAD wire. 

PATENT SHOT. 

No. 288-1 w. 

ia.MG.8Q.S3G. 88SG, perewt. extra over price of abet, 
burgc, AAA, A A, A, BBIi, BB, B 


■Simill, No*. 1, 2, 3, 4. 6, G, medium game; 7 

Hardened Shot . 

drilled- ... . 

Mould Shot. 


9, 10, 12, duit 


No. 2885 w.—LEAD WASHERS. 
No. 2886 w.—LEAD SLATING NAILS. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & w. FARMILOE. 
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ANCHOR BRAND SOLDER. 


No. 2887 k. 

Owing to the great difficulty up.rio.ced by pl»»b»™ »*d tiumon 
in obtaining good ..Id.r, w. h.„ doomed it .dvitobl. (on »«»« 
put to make a npoci.1 quality of plumber.' .older, nod t» ' 

with otu- Anchor Brand. 

Wo gaarantoo thi. .older to bo elw.y. mudo «x«tly of the «• 
proportion, of tin, 4c., .0 tbet oo.tomcr. o.n depend upon every or or 
being executed with the same quality solder. 

Plumbers’ Bolder, Anchor Brand . P 01 cwt ' 

Tinmon'8> solder. 

Blow-pipo ,. • 

Loud glazing solder . 

Pewter solder ... 

Brass solder, fine, middle and coarso 

I "got tin. 

Grained tin 
Strip' tin... 

Huahos ... 


per lb. 
per cwt. 


por lb. 


PEWTER. 

No. 2888 w. 


Shoot powter for counter top, Ac., pluin 

( polished... 


per lb. 


Estimates given for supplying and laying complete^ 


ROW, WESTMINSTER, S.> 


ROCHESTER 
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T. & W. FARMILOE, 


WEIGHTS & THICKNESSES OF SHEET ZINC 


- ^ ; « ' 
-/)0 g • 

: ft 5 1 c ! 
5s ! 


u 

c 

1 


j 2 

1 I 



£ 




-4-4 - 

i o 
•i- ■ 

f" 

: 42 

! ] 

L ! 0 

2 

: 5 

38 

! 2 I 0 


! 4 

35 

! 3 

> 0 

: 3 

15 

33 

| 4 

1 0 

1 4 

j 13 

31 

1 

! o 

I 5 

' 11 

30 

6 

j o 

. 6 

1 11 

29 

1 7 

0 

j 7 

12 

2<i 

1 8 1 0 

I H j 

14 

25 

! 9 

! 0 

10 1 

24 

j 10 

0 

11 1 

7 

23 

! u 

0 

13 l 


22 

! 12 

0 

15 * 

2 


1 13 

1 

0 I 

15 

21 

1 14 

1 

2 

12 

20 

1 15 

1 


12 

18 

16 

1 

8 ! 

12 


17 

( 1 

11 > 

11 

17 

1 18 

i 1 

14 j 

11 


19 

I 2 

1 

11 

16 

20 

t 2 

4 ! 

10 

15 ; 

1 21 

2 

8 I 

12 

14 

22 

2 

12 , 

14 1 
1 


23 

3 

1 

13 ! 

24 

3 

5 

3 1 

12 | 

25 

3 

9 i 

5 j 

u | 

26 

3 ! 

13 I 

1 

7 1 


" •‘Pbom/.iavk Wkiuiit <«y Hhkktn 


i ■ - 


•gf 

JO 


S ft bj 3-ft. 

| c 

- ^3 

| 

! i 

s 

, o 

c_ 

.1 

j li 
1 

1* 

J 

i ! 1 ft 

i i! 1 

■j.h- 

*- i 

« 5 


2 

|u 

213 

5 

j 

» 1* 8 

187 

1 d 

5 

1 1 

175 

7 

■; a 

; ! 8 

163 

! 7 

7 

1 7 

147 

8 

: 1 8 

i i 8 

129 

j 8 

12 

7 

126 

10 

1 i 0 

! 8 

no 

! f,J 

2 

12 

108 

11 

! jo 

0 

95 

! 13 

10 

6 

96 

13 

1 5 

! o 

83 

8 

9 

81 

15 

! 7 

I- 8 

7] 

15 

0 

3 

73 

17 

1 2 

i 8 

64 

J7 

7 

9 

63 

19 

1 1* 

j 8 

55 

19 

13 

10 

56 

22 


o 

49 

22 

3 

11 

60 

25 

! o 

8 

43 

24 

9 

12 

45 

28 

! 2 

1 0 

39 

28 

8 

12 

39 

32 

I 10 0 

34 

32 

7 

12 

34 

37 

1 2 

1 o 

30 

36 

5 

7 

30 

41 

' 8 

8 

27 

40 

4 

7 

27 

46 

1 o 

8 

24 ! 

44 

3 

7 

25 

50 

' P 

! 8 

48 

1 

2 

23 

54 

15 

u 

2o 

53 

7 

12 

21 

61 

! 2 

0 

IS 

58 

14 

6 

19 

67 j 

5 

0 

16 ! 

61 

6 

5 

17 

73 

9 

8 

15 j 

69 

12 

15 

16 

73 

12 

8 

14 ! 

75 

8 

9 

15 

85 J 

15 

8 

13 

80 

10, 

3 

14 

92 

*1 

8 

12 i 


Noa. 1 A 2.aw. only rolled to order and special dimensions. 


Nom-Aa it i. impossible to roJj shoot exactly to any given weight 
or thickness, a slight deviation mast bo allowed. 


ROCHESTER ROW. WESTMINSTER, S.W. 


T. & W. FARMILOE, 


SHEET ZINC. 
No. 2889 w. 


Nob. 8 to 20 Gauge 
Extras for Nos. 1 to 7 (usual siaos) 
2 Giu gc .. 


ZINC ROLL CAP. 

No. 2890 w. —Round 1 1} H 


No. 2891 w,—Square 


per ton. 
n above basis prices. 
... £18 0 0 

6 0 0 

... '400 

3 0 0 

2 0 0 

10 0 
0 10 0 

li 2 ill. 

per c wi¬ 
ll 2 in. 

per owt. 


No. 2892W.-ZINC VERANDAH CAP. 

1 H H in - 

per owt. 

v , ZINC SASK BAR. 

No. 2898 W.-T Bar J { u $ H 


No. 2894 vr —Roundbftck 

* A 


4 in. 

per cwt. 


No. 2895w.—ZINC BELL TUBES. 

« i t i * 


l i 


No. 2896w. -ZINC ANGLE BAR. 

i ; J 1 in. 

J s per cwt. 

No. 2897 w.--ZINC SPEAKING TUBE, SOLDERED UP. 
Sockoted for slip joints, 
i’ll, i*i. 

Ifd. 2d. 3d. 4d. per ft. »un. 

N0.2898w.-7.1NC LAMP BAR. 

per owt. 

No. 2899 w.— 7.1 NC A ST It A (i ALS. ^ lb 


i'-UOB 
0r Pij.es 


No. 2900W.—ZINC SLATING NAILS. 

H H li H 2,n ' 


No. 2901 w.—ZINC iL'ELTSR^ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 



sn pop, 3d. 


No. 2904. w, — Per ft, sapor, 2jd. 


No. 2906w. 


super, 2Jd. 


N<>. *Zmyr.- 


No. 2900 w. —Per ft. 


PERFORATED ZINC. 

(FULL SIZE SHEETS.) 


No. 2PIOvr.—Per ft. supe r, 2*d. No. 2911W.-Per ft. super, 2fd. 

ROCHESTER ROW. WESTMINSTER™S.W. 


T. & W. FARMILOE. 
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ED ZINC. 

SHEETS.) 


No. 2913 w. — Per ft. super, 2£-d. 



No. 291 4 w 


_I 

No. 2920W . --Per ft. super, 6d. 


ft. super, ;ija. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARM1LOE, 


SUBSTANCES OF SHEET COPPER. 


No. 2922 w. 


■S-5* 

Weightier iit|iuuro 

Wright of 
pUl«. 1 


WoJgbt of Soot-jL Mo 
4 b/Sh. (ilti. 

No. 

I 

lb*. 

14 

0 

112 

T 

111. 

196 

0 

2 

13 

0 

104 

0 

182 

0 

3 

12 

0 

96 

0 

168 

0 

4 

tl 

0 

88 

0 

154 

0 

0 

10 

2 

81 

0 

141 

12 

6 

9 

8 

76 

0 

133 

0 

7 

8 

8 

68 

0 

119 

0 

8 

7 

10 

61 

0 

106 

12 

9 

7 

0 

56 

0 

98 


10 

6 

4 

50 

0 

87 

8 

11 

5 

8 

44 

0 

; 77 

I.* 

12 

6 

0 

40 

0 

! 70 

0 

13 

4 

8 

36 

0 

63 


H 

4 

0 

32 

0 

i 56 


15 

3 

R 

28 

0 

49 

0 

16 

3 

0 

24 

0 

43 

0 

17 

2 

12 1 

22 

0 

38 

8 

I 18 

2 

4 ; 

18 

0 

1 31 

8 

19 

2 

0 1 

16 

0 

28 

0 

20 

1 

12 

14 

0 

24 

p 

21 

1 

6 i 

12 

0 

21 

0 

22 

1 

6 

11 

0 

19 

4 

23 

l 

3 

9 

8 

16 

10 

24 

1 

0 ! 

8 

0 

14 

0 

25 

0 

14 

7 

0 

12 

4 

26 

0 

13 

6 

8 ] 

11 

6 

27 

0 

Hi ; 

5 

12 | 

10 

1 

| 28 

0 

10 1 

5 

0. ; 

8 

12 

29 1 

0 

9 

4 

8 i 

7 

14 

L 30 i 

0 

" I 

4 

0 1 

1 

7 

0 


No. 2923 Wi 

PERFORATED SHEET COPPER 


Priced on application for all doscriptiona of copper work. 

ROCHESTER ROW. WESTMINSTER. S.W* ~ 


T. & W. FARM1LOE. 


925 


COPPER PIPE. 

brazed or solid drawn, plain or tinned. 

Approximate weight per foot run. 

3 1 n u 1? 2 2-1 3 in. 

„ Jib. 14oi. I H H ” ,bB - 

1 l — U 2* 3 *' 

1* i\ H H - » 


Internal diameter 

suitable for suction 

.Pipe . - 

AIo ^ium, suitable for de- 
Uvery for moderate lifts \ 
suitable for de¬ 
livery for high lifts ■ — ** • 

No. 2904 . w -COPPER PIPE, WITH BRAZED LAPPED JOINTS. 

Vi I *•* '!•»* 51 

No 2925w.—COPPER PIPE, SOLID DRAWN, 
i i to 1 li to li IJ tol* 1 * t ° J J e "' cwl 

Extra for Tinned Copper Pipe. 

il,l 2 to 3 Si to 4 *Sto5 “p,® foot tun. 

No. 2956 w.—COPPER KIOUT-ANGLED BEND- 

* li U 2 2! 4 * 3 31 V lb. 

No. 2927 tr.—COPPER T. PIECE. 

' it n b 3 3! Vio. 

Extra for Tinned, P® r H*- 

No. 2928*.—COPPER SPARGE PIPE, FOR URINALS. 

1 1 in. 

jfy 1/C por foot run. 

No. 2929 w.—WROUGHT COPPER RIVETS AND BURRS. 


i 




i 


1J in. 
per lb. 


i 


-CUT COPPER TACKS. 

1 U U 1: 


per lb. 


' 0 to 20 gauge .. 


No. 2981 w. — COPPER PUMP ROI). 

* s 1 1 in - 

8 4 5 per lb. 

No. 2932 w.-COPPER WIRE. 


per lb. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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CHARCOAL T I N PLATES. 


No. 2938 w. 


r 

Description. 

Size. 

' Bent 

I brand. 

] IV box. 

'bn,ml 
Per box. 

Wasters. 
(Brand# 
optional.) 
Her box; 

I. c. 

.1.. X 

1. XX 

I. XXX 

1. x x x x 

1. X X XX X 

I. X X X. X X X 

S. D. c; 

S. D. x 

S. D. x x 

S.D. xxx 1 

Boxos contain ! 
225 plates, J.4 by 10! 
112 „ 1 4 by 20 j 

56 „ 28 by 20J 

Boxes contain j 
200 plates, 15 by 11 

100 „ 22 by 15 j 

\f 

j 


less. 

S. !>. x x x x > 

| 




D. 0. 





D. x 

; 1). x x l 

! D. x x x 

D. x x x x ’ 

Boxes contain 

100 plates, 17 by 12$ 
50 „ 25 by 17 

50 „ 34 by 12$ 

f 

1 




COKE TIN P L A T E S. 
No. 2984 w. 


I. C. 
I. x 


Boxes contain 
225 plates, 14 by 10 
112 „ 14 by 20 


per box, Wasters, less i 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 
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galvanized corrugated sheets. 


No. 2935 w. 

8-3 in. Corrugations, covering 2 ft. wide when fixed. 

Sixes, 5 to 10 ft. long x 8-3 in. Corrugations x 20, 22, 24, 26, w.c. 


Prices on application. 

Stations given for Galvanized Corrugated Shoot# punched and marked 
ready for erection. 


, N _ Approxlmst 

a Wnifflit per sheet in tin. 


Apprortoisio Number of Hltoets per ton. 

^Vth. 

5 It. 

eft. 

7 ft. 

ert. 

Hit. j 

10 ft. 

S ft. 

Oft. 

7 ft. 

8 ft. 

Oft. 

ion. 

1 

L 8 *■«. 
2o*. 0 . 
*w, 0 ; 

*.o. 

? 8 *.o! 

38) 

20} 

8'1 

10} 

181 

10} 

0} 

40 

82 

251 

20 

IB 

124 

11} 

401 

87} 

20} 

23} 

18} 

1*4 

68} 

42} 

34 

20} 

21} 

10} 

16 

00 

48 

38} 

30 

24 

18} 

10} 

06} 

63} 

*21 

38 

Ml 

20} 

18} 

07 

84 

105 

134 

108 

'-'li, 

340 

66 

70 

88 

1M 

140 

180 

200 

48 

00 

75 

no 

120 

164 

171 

42 

62 

00 

84 

106 

136 

160 

37 

40 

74 

03 

120 

133 

34 
42 
63 
. 67 
84 
108 
120 


No. 2930 W. — Galvanized Curved Corrugated Sheet Iron. 

Galvanized and black Flat Shoot Iron. 



Galvanized wrought iron -ridge cap. 




18 in. girth. 

per length. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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FITTINGS FOR CORRUGATED ROOFING 
SHEETS. 

GALVANIZED GALVANIZED 

CONE HE AD SCREWS. . CONEKEAD NAILS. 


I 


1 H 


No, 2938 iv. 

H H 2. 2i 21 

00/ 87/ 02; A 80. 78. 76/j>i*rcwl. g,). jjg 

GALVANIZED WASHERS. 

No. 2040 iv. 

i A < in. . 

66/ 06' 05. pur cwt. 


No. 2989 m 
'!■ H 21 » in- 

- 51; 60' 49/pcrc 

L fi A D W A S II E R S. 
No. 2911 w. 


DMA \N,'ZED 
ftOOEJ.V:; HOOKS. 

No. 291.1 vi. 


GALVANIZED RiVEl\S. 

No. 2942 w 

A i j }'lio. 3 3 j -i 4, f, K ’-in. 

70/ 70. 70/ 70, jior owt. 17. 18/ 10/ 21/ 23 por pro»« 

No. 2944w.—GALVANIZED ROOKING BOLTS AND NUTS 

l'KICK m OltoMt., 

i x * Wo W 5 * LW 11 1 ,V 1|H 1} x-lV in. 

5/ »/ U/ 12/ 13/ il 16/ 18 


No. 2945 v.-F R E N C H WIRE N AILS. 

CltlQt KKir. Heads. 

Stock aizr* Ami gHiigi'n nt por cwt. 

f.ongtha I H H H li 2 2 2} 2* 2|’ 2) 3 31 l 6 6 in. 


5. W. (5. 15 H 14 12 12 12 11 11 10 11 1.) 9 8 7 0 

8. )V. (1. 7 |*rowc. | 8. W. C 


No. 294Giv.—WIRE SLATING NAILS. 


ID 


No. UG47 w. — OVAL WIRE NAILS, WITH BRAD HEADS. 

AT PKit CWT. 


I.migth 

linugu 

I.iingtli 


IV 


12x16 12x17 ]|.)» 

M ii. i 

n i.»'n •!•<• n< w i '.ii.g nu ll fur flooring. 


No. WIRE CLOUT NAILS. 

AT ?J?H •‘’•WT. 

Il > R» '.<11 i - 12 I X 12 I x 13 ; 

U : 12 I *14 I'D J'.’v ID! I 

ROCHESTER ROW, WESTMINSTER, S.W. 


T. <fe W. FARMILOE, 
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GALVANIZED DIAMOND MESH WIRE 
NETTING. 

GALVANIZED AFTER MADE. 


ROCHESTER ROW, WESTMINSTER. S.W. 


I Q*ngo of i 
! Wlro. ! 


























In sorewing nuth, r.hn gripn which hold tho head (f a bolt arc alio holi 
nut. It will b« advhmblo to purobMO tho nincbioo comploto with t*pi 
portent. nt. 

Wbon (crowing, tho lovor working tho eooonlrie n;u*r ho upright, but ** j 
rovoriio mol''ou-ix required for withdrawal of bolt or tube, U. mutt boprotied for**" 
into a horitniitol position and pluood upright prior to iiernwing again. 

On pressing down the eccnntrio loror, tho tuho or holt is liboretod in, less t 1 ’*' 
two-thirds the tinio of acrowiug. 

No. 2B50w. llcgiatorod maohino, for (crowing bolt* only, with 9 poirr of 

adjuotablo dies, i, -f„ j, fa i, J, i, J, 1 in.£H 1? 

If rnado to aorovr tuhoo al«o, with 6 pair* of gaa-tlircad dic«, 

for t, J. li f, 1 in. .. Extra ohaigo 3 7 

No. 2951 W.— itogiatorcd machine, for norowing bol|.« and tapping nuti, 
with 9 pairu of adjustable dios, 9 long-leg taper tap,*, top 
liolderi, Ac., for J, -fa, J, ■/,, J, }, ], l in., oomploto ... 17 I® 

If for screwing taboi, 1, i, ), j, 1 in. also ... Extrachurgo 3 1 

Vo. 21*52 tv — Kogislored maohino, for screwing tubes ouly, with 6 pairs 
of adjustablo dies, for J, j, J, 1 in., comploto 


PM.■■■ Thu die- i 


13 18 
udjattalle die* * 


Dios (either olroular or adjustablo), 3/8 sach. Tap holdv.ru, 4/0 poi¬ 
nted! long-log tapsr to[.«,forHCrewingnuu, j-in.,2/8; -jVin.,2/8] 

3/: j in 3;«; i in., 4/3, } in., 6/71 | in., 6/0 , 1 in., 3/8 each, 
if arranged to work by powor alao, with single rmlloy, 84/8. If with fast a 
puileyv, 41/3. 

Orerhend motion, Hi. 18t. Cd. 

With those machines any longth of thread can ho tcl/dnod, and iH-scruws 
can ho screwed up to tho head. 

ROCHESTER ROW, WESTMINSTER, S.W. 


NoV ,CQ rtr *t(tuntit>r> is callud to ttioRu 
itijj llnc 8 being fitted with adjustable dies, 

'hi i ** 80 to °* eltr:l "d l 0 <d« *>y 

it, a .largo additional speed is attained 
■ lr ' v 'ng tlte smaller sizes. 
f>j» 

—Patent Scrowittg Machine, with releasing motion, 
for J-, jt. | and 1 in. tubes, with 5 pairs of 
t adjustable dies, complete 

^■—Patent Screwing Machine, witlt releasing motion, 
for I, I}, and 2 in. tubes, with 4 pairs of 

adjustable dies, complete . 

**•—Patent screwing machine, with releasing motion, 
for $■, jj, ;, 1, 1 i, 14 'tod 2 in. tubes, with 
f* pairs of adjustable dies, and pair'of extra 
wheels for small sizes, complete 


h P| K 21 

r t, t «... "'l 

K". 22 and 22n — 

* 

| " ;G 18/0 17/9 

('an be had to s< 


EXTRA DIES. 


2 I 1{ 1J 2 ir 

19/'. < 22,r. 22/0 22/6 22/0 

c\v Left-hand Threads at same price. 


^jte dies must lio wrll supplied with oil Net her water, soap 
°d water, or any other compound, except oil, must be uxod. 

Rochester row. Westminster, s.w. 


SCR 

SCREWING MACHINE 


T, <fc W. FARMILOE, 












T. & W. FARMILOE. 

I N E S. 

B'BNDR AND SHORT PlKC*i 


T. & W. FARMJLOE. 


PATENT SCREWING HEAD. 
FOR BOLTS OR TUBES. 


EXTHAS. 

2m. ' :iw. 4in. 

16/ 20/ 3l>' 

30/ ^0/ 55/ 

00/ (10/ . 7"' 

100/ 120/ 160/ 

ROW, WESTMINSTER. S.W 


. Tho above illustration represents a loose head or fare plate, fitted 
/‘tli adjustable dios, to screw on the spindle of any ordinary pattern 
. ut bo of 0 in. centres or larger, in order to readily screw hobs, tie rope, 
J' 0 -- Up to a maximum diameter of lj in., or tubo» up to 2 in. »;/o. 1 he 

" lv d is fittod with an adjustable stop in order that after the dies hare 
'eVod the thread upon the bait or tube, and tfco same W been 
j^loatjod.fixim the dies, they maybe rosot by prilling tiro loose nog 
to the stop, thus ensuring uniformity in the wort with 'tit tbo 
'“ ,f< of time in setting the dies exactly to an arrow point. 

'°ose head, with stop and one set of Whitworth dies, a* £ '»• d 


U 


show 


,{ *'th 8 sets Whitworth dies for j. f, nhu i in. bolts ... 

"itli fi sets, for i, j[, 1, >, f. and 1 in. bolts ... 

' vv ith 8 opts, for J, j, |, J, {, 1, 1|. and lj Id. bolts .. 

Extra dies, per sot of four quarter pieces, 15/ 

j! 0lu ji with stop and one set of gas dies . 

"'•tli 2 sets* of gas dies, screwing respectively j, g, J, 

If , aT| d J in. tubes ... 

Wl th 3 sot-, of gas dies for j, j, J, and 1 in. to 2 m. 

tubes respectively . 

Extra dios, per set of four quarter pieces, 15/ 

^fading the screwing head to Buit lathe spindle ... 0 4 

^®Me give diameter and pitch of lathe screw when ordering if the 
head is to he supplied ready screwed for lathe spindle. 


ROCHESTER ROW. WESTMINSTER, S.W. 


20 0 
27 0 
33 1° 


50 0 
52 10 

SCTt J 
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T. & W. FARMILOE, 


STOCKS. TAPS, AND DIES. 


ADJUSTABLE TAPER-DIH STOCKS. 

CMS TIMKAII. A TUU, I'HKKAD ATTAINED AT f)NK SCREWING. 


STOCKS, TAPS AND DIES. 

PATENT SOLID DIE STOCK. 

For screwing iron g«i» tubes at onco going over. 




No. 2956 w. 

The strongCRt aud most serviceably Htocks mads, while the z* 0 * 
extra cost is more than covered in their additional strength W 
advantages over the ordinary make. 

The adjustable tap or-dm stocks (as shown in engraving) c«» 
adjusted to ^ in., overcoming tho long-experienced difficulty 
screwing tubes to fit the various sir.es of fittings. Tubes do not reqt 
facing or filing before being screwed. Only ouo guide is required * 
each stock. The outlet of guide takes the largest size, and rogoW 
aro provided for each of the smaller. 

Btoekt, with 


Pig. X 11... i {• | ill. £1 1 0 

.. lie S 

■■ i'l i 

■ xai {I}iT'to.::: hi o 

( 1 1} in. 2 0 6 

„ X 22... 'Mli in. ... 2 11 0 

(l 1 1 1} in. .12 6 
w X31... 3 U H in.... 3*6 

( U li 2 in. .. 4 0 0 

) U li 2 in. 4 19 6 

„ \ -u... < a a in 400 
U ; 1.1 li 2 in. 4 19 6 

.... ( 2 24 in. 5 6 0 

.. \4a... 1 14 . 2 oa in 6 !0 0. 

,, X49;.. 2 2} 2J in. .. 17 13 0 

( 2i 3 m. 21 10 0 

„ X50... 2‘- 2i d in... 23 14 0 

I il 21 3 in. .. 23 14 0 


No. 2957 w. 

A i» ttm nocow CW1 b « out on gas tnbe by this tool at once going down, tlmreby 
grout laving of timo and labour. 

ll it extremely simple in construotion, is not liable to got out of order, and 

fV *~ than tho ordinary stocks and dies. 




OP EXTRA DIES ANb GU1DK9 FOR ABOVE STOCKS 


l; u - Qf stoalcs — No. A. No. B. 
! Iw • - 3/ 4/3 

... 1/3 1,6 


No. P. >’o. K. No. P. No. G. 
0/0 9/ lz/ 15/ o“ 

2/0 3/ ifi 5/ » 


11/8 


ROCHESTER ROW. WESTMINSTER. S.W. 


—Separate dins and guides can 1* supplied at any t.mo by giting 
_ _ No. of stock they ire require d to.fit. __ 

Rochester row, Westminster, s.w. 
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T. & W. FARMILOE, 


937 


STOCKS, TAPS, AND DIES. 


GAS THREAD. 



No. '2958 iv\ 


No. 2958 vr.— Stkaioht Patteiis. No. 2959 w.--Diamond Pattk4 


Either pattern earao price. 


The straight pattern can ho fitted to take in all the dies at one time “P 

to the j and i in. viz 
With tuj»cr 

e without ox tea charge. 

with t»p«L i 

To fleunvr. 

And plug top 
to each aiz». 

To Scinttv. 

1011 I lilofi 
to ouch >‘‘ < - 

i , 1 in. 

£0 

10 

0 

li 14 .in. 

£3 7 i 

r il in. ... '... 

0 

12 

(i 

1 )\ 

| 14 in. 

3 17 

I \ Jin. 

0 

16 

.0 

l 1 

1} 14 in. ... 

4 7 

.j in. only 

0 

14 

0 

i i 

1 .14 14 in. 

5 0 j 

0 

18 

0 

U 1 i in. ... 

3 13 j 

l i! i in. 

1 

2 

6 

1} 1J lfrn. 

4 <5 c : 

::: 

1 

7 

,6 

1 U 14 1} in.. 

5 2 j 

1 

3 

0 

2 in. o 

nly 

3 0 ? 

H i tin . 

1 

8 

0 

ll i! 

in. 

3 17 f j 

| M ! *»• 

1 

14 

6 

i 2 in. 

4 JO 

I in. only 

i i in. . 

l 

1 

0 

[■ 2 in. 

5 4 J' 

t 

7 

6 

i l.j 

I 11 2 in. ... 

B> 

■? i ■’ in. 

1 

13 

0 


U 2 in. . . 

5 15 -I 

-1 > f •«. 

i 

13 

0 

2 24 in. 

0 2 J 

} $ l l in. 

1 

18 

0 

n 2 

24 in. 

6 5 ,| 

^ [ 5- | in. 

J 

18 

0 

1? 2 

21 in. . ... 

6 10 JJ 

2 

r» 

0 

H H 2 24 in. ... 

7 5 l . 

1 iut only 

r 

10 

0 

15 i; 

| 2 2} in. ... 

only . 

7 i2 * j 

t 1 in. 

i 

10 

6 

25 in. 

4 17 ; 

i l in. 

2 

3 

0 

21 24 in. 

6 15 J 1 

i} 1 1 in. 

2 

U 

6 

1£ 2 

24 in. 

7 7® 

) i i 1 in 

2 

11 

6 

2 2' 

[■ 24 in. 

8 5 J 

» ii i 1 1, in. ... 

2 

19 

a 

14 2 

21 24 in.... 

9 15 j 

1 1 in. only . 

1 

15 

0 

3 inV only 

7 10 

1 1 ;• in . 

2 

2 

0 

21 3 

in. 

10 5 J 

i' l 1-J in. ... 

2 

12 

0 

2 21 

5 3 in. 

12 0 0 

4 f l 1 1 in- ... 

3 

2 

0 

! 2} 21 

S 3 in. 

12 10 1 

« i i 1 1 i in. ... 

i i l l ly in. ... 

3 

10 

0 

1 24 2; 

f 3 in. 

13 5 J 

14 10 ; 

3 

12 

0 

j 2 2; 

24 3 in. ... 

1.1 ih. only ... 

2 

11 

0 

: 21 2 

[ 2} 3 in. ... 

16 0j 


ROCHESTER ROW. WESTMINSTER. S.W. * 


STOCK S, TAPS, AND D I E S. 
Latent adjustable taper-dik stocks for bolts. 

(WnirwoiiTii’s Thhkap.) 

Theso rftockfi cut t.hc full thread at once over, and set-screwa or 
y°lt8 can be scrowed up <o t-hc be.'id- t ^ 


. " . . 

Block*, with Ajuntnhlc Dim only. 

Ditto, with Inpo. 
l'lu« nml Ti.jk-t. 

i A 1,,c n 1 ”"' ' ... 0 15 % 

t 4 1 1 ... 0 is 6 

La r 4" i « 

t B - 'I.' 

1 8 6 

1 16 0 

2 3 0 . 

H C t 5 ; : VI l. 

1 15 0 

1 16 6 

2 10 9 

p r f--!. ft - -;—7.7~ 1 5 3 

! 1 i 4 . ... 19 61 

2 4 6 

2 12 6 

2 14 0 

j 1 1 i ... 1 15 0 1 

2 1>> 9 

3 3 9 

3 13 0 

f r —1— -... i is o , 

till . 200 

3 16 3 

4 6 9 

n ... 211 l 

^ i Jo e 

5 4 

4 r~ ir.- ... 2 5 <) 

** v n ::: - 213 0 

1 4 0 U 

5 5 0 

rr~Tj— -- ..: 210 y 

* i 1 * u 2 19 6 

\ 1 * i4 ii - 2 19 S 

— ;2: — 1 —r:— 1 10 

>i t! H r 3 w » 

Ut 1 1 1 ’n *»« 

4i 17 « 

| 5 14 9 

* 5 B 0 

1 6 2 3 

6 19 9 

+ (Tl9 9 

i 8 r 

; 9 10 3 

•| 9 6 5 

11 9 6 __ 

pier •“ . ‘ i_Li 

Hi* ——- 414 3 

a 4 f. ■ 579 

u 1 j 2 . 4 14 3 

111 % 2 ^ 7 9 

j 11 16 6 

1 li> 10 6 

I 12 11 9 

15 1 0 


ROCHESTER ROW, WESTMINSTER. S.W. 
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:s, TAPS AND DIES. 

roa engineers' use. 

3Ti7.r.i« T««u». Titufl m>o rot* or yin* 


BEST STOCKS, TAPS, AND DIES. 


Whitwokth'b 8tamda*d Th»ihu. 
Vor Engineers' Uito. 


Price* 
with taper 
nnd plug 
tape to aTI 


If titled 
complete 
willi taper, 
lecond. ami 
plug upj. 


rnowt 
\rlth Upar 
and plug 
• tap* to sTl 
t Kite*. 


RANGE OP BlttfcS- 


"Wilbl*P"i 'i let plug 


i wrouetu-K. 


Jfo 2988 ir .-BIST QUALITY DROP-THROUGH TAP8. 
Pot- Engineer*' uio. 

1/0 l)fJ 1/9 I/O 2/ % 2/0 3* 3' ]/o 4/ 4/ 6/ V/ 


T. & W. FARMILOE. 


filthor pattern •**»*• r 

xo-aeesw.-stniigb^ 


t>0. 2001 w 

No. 2861TIT.— Diamond Pattern. 


ri l ii 1 

till 

I 1 U ... 

I J 1 1* 

I 1 1* U 
1 i i 1 H 


1 1 11 .. 

1 '1 H •• 
till! 

1 1 11 U 
; i 1 u u 
1 u n i< 

I u n ... 

U H U - 
l U H U 

1* '1 1 i 11 

1 i{ l* ij ij 
U U 11 ... 

U li U 

I It 11 U 

H U 13 U 

>i ii H li U 
ii 11 2 ... 

II i| 2 ... . 

II li 2' ... 

li 11 1| 2 
II li U 2 
‘I II 11 li 2 • 


't lllli l>*. 

i li I I 1 m. -. ~ 

umin u, >. 

111 i 11 mi !"• - 

I I 1 111 Ml n hi. 

1 A I /» 1 M 1 1 iMiitt 
1 l Si 1 I U U II Ulht 

i 11 » 11 1 U U 1M1 . 

i A it Mill H H 1'“°. 

i It I t 1 1 U H U >M* sta . 

I I U n « 1*.I* HIM! 

HHIIlil li ‘1 H1MHMI *_*»■_ 

0. 21)0.'t«. 


1 3 M i 1 in . 

m 1 I M In. 

*U!M HU In. 

m m mi uh». 

1 Ul U \ 111! u iltn. 
imUHHHHin. •• 

IIIIUlll UliHn. 

» A i !. 3 111 1 U U u W". 

1 1 3 I i i 1 U >1 H :i ‘I 5 "’ 

iiunnimiiiiiu' m , d - •• 

-JJlII ‘ III Ml UHHH HU* |p . _ . . 

V(*»ter Up* al»o «ap|.lt o‘. m A boro CM** 11 »** f * " r * w * ; — 
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PS, AND DIES. 

OR COPPER TUBE, 

EACH Srzt. 


differs from the ordinary one, in which 

aro unprotected, and therefore liable to bo broken or become __ 

with dirt In the patent ratchet, stock this is ovuroomo by the raU'l |1 
wliool boing enclosed, besides making the tool much stronger. It ^ 
easily bo taken to pieces for oiling, By pressing tho pins a, either riiT. 
or loft hand motion can bo had an dosired. 

Thin patent rafeh-t stork, although so much stronger, is not •*. 


heavier than tbo oitfinary ones 

Kxtra Dios. 

Kxtra Guide 

i i 

\ 10. 

, 50/ per Jtt 

4/ each 

1 9 e*'* 

4 i 

I „ 


7/d „ 

... -2/6 J 

4 1 

u . 

?3/8 

8/3. 

... 3/3 e 

l 1^ 

l » <> 

406/ „ 

: io/ „ 

... 3/9 •'.• 

it l\ 

2 „ 

130/0 

14/3. „ 

... 5/*4 

2 2± 

24 „ 

212/ 

21/ ,. ... 

3/ .*| 

2i 2i 

3 „ 

27b; >j . 

30/ . 

... 10/6 • 

•14 3* 

4 , 

480, - ... 

63, . 

... 16/6 •• 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T A P WREN C H E S. 

FOR ENGINEERS’ TAPS. 

' u n v 


ToUU » A >'»• A, i ir 
f.aoh, 2/8 2/8 

To tklcfl J, | in. J, $ in, 

Huch, 5/3 8/6 


1' A i 

3/ 

5, I in. 
7/ft 


No. 2873 

J. A. i' 


i. A >»• 8. » in. 

4/3 4/3 

1,11 in- lj. lj-in. 


No. 2874 w..TAP WRENCH, FOR IRON GAS TAPS. 

‘ f »- Li, Ho 


i. S in. 

To Into 1.1. Gin. i. G.Gin 
Each, 16/ 22/ 


*•*.».4fa. 1.1.1* 

11/ .12/ 18/fi 

G, G, 2in. 2|. 2| in. 2*. 3*. 1 ’ 
* 8 / 35/ 50/ 


MAIN SERVICE FITTERS' TOOL 

RIMKK TAP. WITH DRILL POINT 


38/ 


RIMER TAP. 


fi / «■' 10/0 13/ 20/ 

FLUTED RIMER, FOR QAS MAINS. 


X m 
14< 


ROCHESTER ROW, WESTMINSTER. S.W. 
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GAS FITTERS’ TOOLS. 

folding combination gas fitted tools. 

V.„ „«.« CA. .. 0.RB1.D C0«r0 8I A.Lt « «« «*«"• 

The, aro well maAs tboroaghly serviceAble “J b " 
Tho various part. .r. .11 .»t«cl,a» W .bk. 

bo supplied separately n,t any time. 



No. 8978 w. 
8/C ouch. 


No. 2979 w. No 2980 w. No- 2981 w. No j 59 * 2 w * 

5/6 each. C/9 eaob. 4/e,ch. '■ 

Sepik‘T* Pab'M. 


? in. bruHH taper tap 
Oumor tap ... 
^inior ... 

^Vn8crew 

I in. ncrow plate 



ROCHESTER ROW. WESTMINSTER. 
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GAS FITTERS* TOOLS. 

BURNER TAPS. 


toil!, bring Solid dir ( itlol. aim with wing* . 


Inch n’xo rimer 
•olid die; n 


, iiiiwi ■mi wicn wmgi 
drawn, imeful for running donn ni».i. 
pincea or connection* already fixed. 
•I/O each. J 


SCREWING TOOLS. 

Rfsr Enoi’CJ'.hkh 1 ficKKvr.Toor.il, Whitworth Thkkad. 


T. & W. FARMILOE. 



T UBE CUT T F. R S. 

INSTRUCTIONS DKSCRI 
HOW TO 1'TX TJ1E KNIFE IN 
TURK (’UTTERS 


We beg to call the *pcci»l 
iMvriiiion of our cnslomerfc 


11 living bull several com-; 
plaints of tl>« lirenkng* of 
(lie knives in the I file 
cullers, which is mostly 
ciuised by tbo body of tlie 
tube enlter not being nt 
right angles with tbo knife, 
particular oaro should be 
taken in using them to see 
that the knifo works exactly 
in tbo same groove at tbs 
first revolution, and not as 
shown in I be engraving, or 

it will snap. 

This also applies to the 
Rotary or Three-knife Tube 
Cutter, which should be 
placed ftraight on the tube,- 
and each of the knives 
should work in one groove 
„• the first rovolntion, or 
they 'will break. When the 
above defects occur, the 
tube cnttein should be re¬ 
paired immediately. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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TUBE CUTTERS. 

TtJBK COTTER, SINGLE KNIFE. 



Tho construction of these tube cutter* add* greatly to their *trenglh, aa (he 
«law in only mndo of *iiBlcieut »lze to nllow of the Urgent tube to be placed in it. 
The barrel in made to admit the knife, and ii loDg enough to oo»er the whole of the 
•crew, thun protecting it from damage and dirt. 


ROTARY TUBE CUTTRlt, WITH THREE KNIVES. 



*0. SOOt w.—To cot i to 1 in. tube* 
Ditto 1 to t ,, 

Ditto It to 8 . .. 

Ditto 2( to * „ 



No. 2982 vr,—Large, I to * iu. 
18/ per do*. 


No. 2992 w. -Small, t to 1 in 
12/ per do*. 


Special Iroirea to order. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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TUBE CUTTER S. 




TUBE CUTTER, SINGLE KNIFE. 


No. 2993 w. 


Extra cutters, 1 


15/6 


to 3| in. ,. ... •„ 38 13 

THREE-WHEEL TUBE CUTTER 




17/9 


To cut ^ to 1 in. tube* 
Ditto lj- to 2 ii 
Ditto 


To cut i to 1 in. tubes 
Ditto 1 j to 2 in. „ 


Extra cutters 1, 
1/tt 



PATENT TUBE CUTTER AND TUBE WRENCH COMBINED. 


No. 2993 w. Ah Cottmk. 



tubftfl 


Ditto 1 


low. As Wkknch. 

17/9 Extra cutters 1/ 

28/ .. 1/6 
30/6 l/« 


ROCHESTER ROW. WESTMINSTER. S.W. 
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T U BE CUTTER S. 

COMBINED TUBE UUTTER AND HPB WRENCH, 

WITH CaST-STEKI. SpIMDMt AND Gttll\ 

The grip and Spindle are made of cast steel. The clip or pipo jaw nn<l 
roller culler are permanent tixturon; they create no inconvenience in 
either operation, and are ready for immediate use, whnlhor for culling 
a pipe or screwing up a joint. 



J’A It ROT-NOSE W BENCHES. 




When 

wrench. 


extra leverage is required, it is hotter to apply i 
To place the handle inside a tube to gain extra 


Fig. 0. 
2 . 


probably 
ij to J in. so 

1J | t| 2J ,. 


iap tho grip, but. n* the i 
lcetH. 


aii additional 
pressure will 

£0 5 'I 
0 7 (J 
0 9 0 

0 12 t> 
0 18 0 
l 2 v- 

1 13 •) 

2 4 0 
2 id 0 


EXTRAS. 

No. 0 12 3 4 

Additional I fends en. 110 2 4 3/0 5/6 7/ 

ITu’. dies . 3/6 ih r..o «•••: 11/ 


6 0 7 8 

9/6 18/ 25/ 35 
12/0 15/ 30/ 21 


ROCHESTER ROW, WESTMINSTER, S.W. 
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W, JONES* PATENT PIPE CUTTER. 

Suitable for wmngbt er rain-water, hot water, cold water, or .tone, 



Pipo entter oper»d. 


j Size. 

No. of 
Wheel*. 

To out 
pipo*. 

Price. 

£ *. d. 

Size, j 

No. of ! 
WheoU. | 

To cut ; Price. 
pipe*. £ »■ ‘1 ■ 

| A 

n 

1 c 

1 « 

! ! 

6 

0 

7 

8 

9 

to 

Extra W 

2 to 8 in. 
2 to 4 „ 

2 to 5 ,, 

2 to 6 

2 to 7 „ 

I 2 to 8 „ 
honli, 1/9 . 

1 IB 0 

2 8 9 

2 17 0 

3 li 0 

3 15 0 

4 4 0 

r 

J I 

K 

I. 

M 

: o 1 6 to iMn.j 3 i* 0 

8 6 to 7 „ ' 3 11 t> 

1 7 | r> TO 8 ,1 4 19 

8 6 to 10 „ 112 8 . 

0 1 6toll , 6 3 2 . 

1 10 1 6 to 13 „ 5 U n ( 

Extra Whceli. 3/9 en. 

IT" 

: <i 

1 8 i 12 to 14ln 8 8 0 

! 0 1 12 I.. 10 .. 0 2 0 

10 12 to 18 . 9 17 0 

Extra Wheels, 4, c» 

It 

fl 

T' 

: 11 12 to 20 ..( 10 U » 

13 12 to 22 „ 11 6 0 j 

13 i 12 to 24 ., . 12 0 <> | 

Kura Wheel*. 4 


BROCK’S PATENT CHAIN TONGS. 

holding pipe, bolt*, or round snrfaoea from } in. to 14 In. diameter. 


Site 

l.ongtli . . 
Capacity 
Weight... 


No. 2999 n. 


27 

i to 2J 


U J t0 2i llot 1 W H i 
•ll •* 16 

If. I .*!• 31,6 -»•». 

ROCHESTER ROW. WESTMINSTER, S.W. 
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TERS AND TUBE SHAVERS. 

CUTTER, ALL WROUGHT IKON. 


To ant 1 to 2} in. tube* ... ea. A’l 17 3 

, 2 to 4 . 2 3 3 

4 tn fl „ 2 17 0 

„ 5 to 7. .,.87 3 

„ 6 to 8.. 3 17 0 


To out & to 0 in. tubo* ... on. 24 7 O 

„ B to 1« „ . „ 4 17 3 

„ 8 to 12 .. R 10 0 

„ 12lo 16 .. „ „ 6 18 0 

„ 16 to IB „ „ . B 14 0 


Extra knivea for 1 to 2} in. to 5 to 0 In. .. ... per dot. £17 9 

0 to 12 in. to 16 to IB in. 2 17 9 


IMPROVED PIPE SHAVER AND CUTTER. 


No. 8001 rt. 

Inntrnctione for apply ing the improved tubo elmver, with a cutter: — 

1. Plttco tbo pipe iu a vioo or holdfaat, thou fix tlm apparatua to the end of the 
tubo, bring the ahavor or atrnighl tool to bear n little above the contre of the pipe, 
whloh it regulated by tho milled head aet-nerpw. Aim at a light out, a* the ekin of 
the tubo ia hard and brittle, turning the npperatna n/i if chairing a thread or ecrew, 
nud proaa gently forward over the aurfaco till it ia cleared off, applying tha thumb- 
bit at etch revolution, to obtain the cut or diameter requirod — tho attempt to ahuve 
too deeply at once ia apt to form n rhonldor. With a little ooneideration the 
application and action ia eaaily understood; it will then be found a great acquisition. 

2. For outting pipe*, aceure the tube u» bofore mentioned, awing th* ahaving 
appurntu* out of tlio way, end bring tho knife to bear a« in the ordinary tnbo cutter. 

.To abavo and cut t to l in. tnbea . . *»• £1 10 0 

1 to li „ ,. . 2 4 0 

1 to 2 „ ... ... ... i, 2 16 0 



ROCHESTER ROW, WESTMINSTER, S.W. 
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TUBE CUTTERS AND SHAVERS. 
patent combined tube cutter and shaver. 



Tha object of this ^ 

neoosally of filing off tho burr which tbo am i B can bo aerewed. 

the ordinary tube cutler., ami which ma o ,,» head of the lube cutter 

Thi. ia attained, a. ahown in the engraving., b - it J » ll0th end* of 

a ahaver, which, aa the too. ia w orked, taken off aU the burr, loav, « ^ ^ ^ 
the tubo allghtly taper and ready for aoroning. m t extra labour, 

occupied In cutting with the J the different 

The .haver fa aclf-adjuatmg, and does not r quire y morl) important 

eixca of tuhoa; thi. ia « »«-«• “Vantage m B ‘ V ’7 nnt ' l/.Cmuch or loo little 
.till, it aecuroa tho end* being properly a iavei, au tt djuated Tor eooh 

vorr often ocoura whore the ahaver baa to 


To out and ahavo i to l »'• tube. 


1 td 2 In. ,. 



Fitted with a frictibn roller, worka mere anally, 

the tool will laat muoh longer. 

To cut and ahavo 1 to 1 in. tube. 

„ 1 to 2 in. „ . 

EXTRAS 

Knltea, for 4 to 1 in. • per dot. 13/6 i Hmvoa, 

Shaver., ;, „ ... «a. 1/8 J Shaver. 

ROCHESYER ROW. WESTMINSTER. 
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PIPE WREN C H E S. 

EXTRA-STRONG SWING GRIP TONGS, WITH CAST STEEL 
GRIP. 



No. 8001: ir. 


For J to 1 in. tubes. on 14/9 

1 to 2 in. tubes and sockctR . . 2 1 !) 

Larger sisos to order. 

Extra enHt stool grips only, for { to 1 in, 4/ : 1 to 2 in. 7 3 each. 

To avoid tlio screw of tho grip snapping, tile user must see that the 
bite is on the centre of bridge and turn right hand. 

WROUGHT IRON GAS WRENCH, WITH STEEL. TEETH. 



No. 3005 w. 


For f to | in. sockets... ... ... ... 0Il ;)■ 

•• } * n . ••• li/8 

•* 1 t0 2 ’ ,l - ... 

RIPLEY WRENCHES. 

Hade in best steel. Case hardenpd. Finished bright. 

This is n light simj)le tool, more effective thnn gas tongs, as it has an 
instantaneous grip. 



To admit J to * i to 1 1 to 1} 1} to 2 2 to 8 in. 

For tubes | to J j to J } to 1J 1} to LJ 1} to 2 \ „ 

2/0 4/6 6/6 9/ 12/6 ca. 


Tbo set complete, 8ft; 


ROCHESTER ROW, WESTMINSTER, S.W. 
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PIPE WRENCHES. 


STRONG STEEL-FACED TUBE AND SOCKET^TONGS. 


No. 3007 >y. 

1 1 1 1 1J 2 21 21 3 in. 

uu'.ls }V8 1/1 i 2 / :} 2 / 8 3 / 2 : V8 4; 3 5/3 6/9 9/ 11/6 pair. 

Socket). u 2 3 2S 2 ,o 3/3 43 =,/3 6/9 9/ 11 6 a34> ., 

tongs ; ' 

No. 8008W.—EXTUA STRONG TUBE AND ■ SOCKET. TONGS. 

Thcso tongs are of a very superior make, and n!>- stocl-iaoed both 
in the jaw and grip. , 

j. 1 1 1 . 1 u r. 2 2t 3 in. 

Tubo „ 3 19 ; j*/3 -a, 7/ to/ 13/ 16,9 pair 

tongs J ' ' ' ' 

Socket (2/4 2/9 .8/3 3'9 4/3 5/3 7/ 10 13; 1.6/9 21/ ,. 

tonga ) 

RIG NALL’S ADJUSTABLE PIPE TONGS 



ROCHESTER ROW, WESTMINSTER. S.W. 




















2/ 3/9 6 / 7 1 6 9 / 12 / oa - 

PATENT ADJUSTABLE ALL-STEEL PIPE TONGS. 
Will turn nnts, studs or unions of any section. 


Wrench 5jJ in. long, weight. 6J or, jaw opous from T \, to 1J in. 
Rough blitok. Find black. Bright. 

13/6 ... ... 13/ . 22/ dor. 

Wrench 9 in. long, weight 20 or., jaw opens from J to in. 
Black. , Bright. 

33/ 42/ dor. 

Wrench 12 in. long, weight 42 or., jaw opens from } to 3 in 
Black. Bright. 

54/ 71/ dor. 

Mill headed Steol Thumb Sorews, 2/ per dor. 
CLYBURN ADJUSTING SPANNER. 






No. 3018 w. 

Nos. 1 2 3 4 5 6 7 8 9 

Length... 5£ 64 8* 10 12* 16 17* 20 24 

Span ... i 2 3 1 U H 13 2 2[ 

Each ... 6/ 5/6 6/6 8/6 10/6 13/3 17/ 21/ 25/3 

Those case-hardened spanners are all of the hoot wrought iron, and 
being made chiefly by machinery lx; standards, separate pieces can he 
supplied at any time without returning the tool. 

ROCHESTER ROW, WESTMINSTER, S.W. 
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SPANNERS FOR PIPE AND NUTS. 

BAUER'S LINK SPANNERS. 

Fob Tobk oa Noth. 
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GAS PLIERS. 

IMPROVED BENCH AND GAS-FITTERS' PLIERS. 



Nob. 3014 w. & 3015 w. 


The advantage of these pliers will bo found iri the length and 
spring of the handle, which enables the workman to maintain nts grip 
with less exertion. 

No. 3014 YT.—Iron pliers, faced with sttel - 

0 7 8 9 10 11 I* H*" 1 ' , 

21 6 23/9 26/6 29/3 31/6 36/ 40/ 45/ 51/9 per dor. 

No. 3015 W. Pliers, made of cast steel — 

7 8 0 30 11 IB IS 14'... 

34/3 88/9 44/ 50/ 56/3 62/6 68/9 76/6 pet 1 dor. 

The “ All-Steel Pliers ” will he found amply to repay the extra cost. 


ROUND NOSE PLIERS. TWO-HOLE. 



No. 3017 w. 


7 8 9 10 II 12 iu. 

21/ 25/3 29/9 33/9 88/ 42/3 per dor. 

CUP ANI) BALL PLIERS. 



ROCHESTER ROW, WESTMINSTER, S.W. 
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PATENT STEEL PLIERS, 

With Strong Double Box-Joint and Light Hollow Handles. 
DOUBLE BOX-JOINTED STEEL GAS PLIERS. 


With large and small holes and wire cutter. 



No. 3011) V. 

8 in. weight 13 ozs. 1) in. weight IS ozb. 

Black . {?' 20/ per doz 

Bright ... ... . 2J/ ••• 22 / >■ 

COMBINATION (IAS PLIERS. 

Containing large and small holes, wire cutler, pipe-opener and turnscrew. 



N«. 3020 tv. 

8 in. weight 12$ ozs. 9 in. weight 14$ ozb. 

nwk. m - ■%****■ 

Bright . »7/ - i8 / »• 


POCKET GAS PLIERS. 
With turnscrew and pipe opener. 



No. 3021 w. 

Double-box joint and solid welded jaws, 20/3 per doz 

(Nkw Pattern) COUPLING PLIERS. 

With one largo hole, solid welded nose, bright jaws and black handles. 



No. 3022 w. 


6 in. (pocket size), weight hi ozs - 18/per doz. 

9 in., handles shaped like No. 3011) it., weight 15 ozs. 25/ „ 


ROCHESTER ROW WESTMINSTER, S.W. 
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GAS AND TINMEN’S PLIERS. 
IMPROVED TWO-HOLE OAS PLIERS, 

With Wikk 'Chttkk, Tubssckrw, ano Conk. P.r« O.-rnsk CoAwhki*. 



No. 3023 tv. 


One hole. Two holes. 


6 7 ' 8 

For do/.. 37/ 41/3 44/7 

Without wire putter, „ 27/3 28/3 31/6 


9 10 in. 

49/ 52/3 

84/9 39/3 


BRIGHT BURNER PLIERS. 



No. 3024 w. 


Ono hole, 51 in. per do/ 14/9 
Two holes, 6 in. „ 19/ 

bright steel 

• With Wiki: Ctrriru 


BRIGHT PLIERS, 
Stkki. Mouth, Tihksuukw End. 



No 3025 tv. 

j One hole, 4j in. per doz. 15/3 
I Two holcB, 5 in. ,, 17/ 

BURNER. PLIERS, 
aki> TOKNHcnHV'' Ends. 



6 in. long 


No. 3021) tv. 


12/ per do/. 


TINMEN’S PLIERS. 



6 7 8 8$ 9 in. 

No. 3027 w. A No. 3028 tv. 12 13 6 16/6 16/ 21/ per doz. 

ROCHESTER ROW. WESTMINSTER. S.W. 
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itftt .. 


f’«r dm. 



71 S in. 

54/ per do*. 
3.1/ , 


5 

18/8 

ROUND-NOSE PLIERS. 




ROCHESTER ROW, WESTMINSTER, S.W. 
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Pig. D — To hold pipes,! iu, to 2 in. 

i, E. _ „ t •> to 3 •> 

„ H. — „ $ „ to 4 „ 

i. P. _ „ \ ,, to 1 f , 


ROCHESTER ROW, WESTMINSTER, S.W- 


w. 


PIPE VICE, WITH SIDE OPENING. 
Fittod with stool sliding wedges and stool Hcraws. 


Pig. A.—To hold pipes, i ' m - to 2 in - 
„ B.- i „ to f? „ 

0.-- ,, \ „ to H 









yeo 
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PIPE VICE S. 

IMPROVED PIPE VICE, WITH SLIDE. 


The advantage of tho extra slide ut the 
bottom of this vice is that it can bo fixed for 
working with the pipe at. any angle, by. with¬ 
drawing it from the slitlo and fastening it 
again at. the front with tho cot sorow. 

Pi/. AS — To hold pipes, I in. 

to‘2 in. £1 4 yea. 

US— To hold pipes, I in. 

m 3 in . 2 2!) „ 

„ C S—Portable, foe fixing to 
gaafit,tors' hand¬ 
cart, I in. to 3 jin. 0 19 3 „ 


iron.alidc, as drawing, Pig. AS. 

If in. sockets ... -a. C.l 3 0 

to li „ .. I 9 3 

1 15 8 

ROCHESTER ROW, WESTMINSTER, S.W. 


MALLE A DEE IRON PIPE VICKS. 

No. 3030 iv. 

Pig. M 1-1- in. to 1 in. ) tt/0 
Sockets, weight 4 lbs. 5 
Fig. M 2—i in. to I} in. > 

Sockets,weighty; lbs. J 
Pit:. M.3 —}t in. to I iu. > ... 

Sockets, weight 13 lbs. ) 10 0 ' 
Fig. M 4 - i in. to n in. i 10 . 

. Sock' is. wei :l>t 17 lbs. I 19 0 1 

M J ;s made with bolt holes m 
•orit as vv.i'l! as on the flange. 


T. & W. FARMILOE, 
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/ 'TUBE vices. 

THE " FOOTPRINT” PORTABLE TUBE VICE. 


Made entirely of wrought iron and Btrc.1. 


vloe, weight 4$ lbs., for tubes from 


Dimciionb roa Ues. 

Loo* ou th* nut A and swing bock the jaw B, M in llg. 2 - *_ e tu w 11 1 

(fr<x,v « C, then swing bi*ok tho jaw into place, and tighten up tho nuu. 

N.Jj, • -When Lightoniug up iv tubo in thin vico, acrow M' ant, a* ) 

v Ico to grip bolter. ^ __... ... _ 



‘ !*'■»«> sic.B combine all the Od rant age* of the oontlnuoa* 

'!■ 1 "o.i B nnd ooouomy of tho sudden-grip Tice, girlng at the is oo t..u» nicrraui 
- ‘ l ' P [° gpt>V, 0 r . _ ______—:- 

ROCHESTER ROW. WESTMINSTER, S.W, ^ 
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No. 3080 w 

No. 3010 iv.- ■ Second quality ditto 
No. 3041tv. -Best solid Ik>.\ bright s 
No. 3042 tv. - :vi:ond quality ditto 
No, 3043 tv. Bust warranted solid In 


No. 3044 tv,- 

.laws 


and 'pins 

WROUGHT (RON SOLID BOX PARALLEL VICE 
•V; 4 5 ti 7 8 in. 

37 l.V 66/ Site 111/6 134/c* 

HAND VICES. 


No. 3045 tv. 

4 •• ‘y 7 S 10 lbs. 

5/ 6/3 7 0 9/8 11 / 13/3 on. , 

Best •! ! i.»H. Hi/;.4 lb.; 13 , cn .1 

ROCHESTER - ROW, WESTMINSTER. S.W. 


No. 30lf» tv 
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portable benches with vice. 

Strong coat iron standard, fitted 
best block solid bo* vice, the 
whole mounted on wheel* complete 
as drawn. 

Size of vice ... 4^ H ^ 111 il' VB 

Prico complete 60/ 70/ 80/ ea. 
Siso of vice ... 5* 6 in jaws 

Price complote '90/ 100/on. 

NO. 3048 tv. 

PORTABLE VICE ON 


No. 3047 tv 



STAND. 



With OiRCCi.au Ta 

111 R. 

3 

■H 

4 in 

45/ 

50/3 

55/8, ea. 

4J 

5 

5J in. 

60/ 

7i/ ' 

84/ en. 


lathe CAiiiiucas 

i 1 1 u 1 *, ' 

2/ 2/6 3/ 3/9 4/o <■ 

ROCHESTER ROW. WESTMINSTER, S.W. ^ 
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T. & W. FARMILOE, 


COACH WRENCHES, SCREW HAMMERS, &c. 


DOUBLE COACH WRENCH. 



No. 3050 vr. 


8 10 12 14 16 18 in. 

Strong ... 6/6 7/3 9/ 10/6 12/6 15/3 ' 18/6 cu. 

L,ght 5 / 3 5 / 9 . 0/0 7/6 10/ 13/3 16/6 „ 


SINGLE COACH WRENCH. 



8 8 10 12 14 16 18 in. 

,f/ :3 ' 6 4 / 6 6/6 8/ . 10/ ea. 


ST1LLSON 8 PATENT WRENCHES, 
l'or conuccfing stomn «nd gus pipes, bolts, nuts, Ac. 



ROCHESTER ROW. WESTMINSTER. S.W. 


T. & W. FARMILOE. 
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WOOD-HANDLED SCREW HAMMERS. 


ENGLISH MAKE. 



No. 3058 w. 


g 10 12 14 J« l® in - 

R o. 8058 w. . 8/» 4/0 5/0 0/0 M 11 Me*. 

AMERICAN MAKE. 

.. .08 10 li 

""•3054 m 12,0 14/ 10,3 10/3 :«4/tl do*. 

A mermen make sold iu quantities of not lean '.linn 1 dor. 

ATWATER’S PAT! E WRENCH JAW. 



No. 8055iv. 


DIRECTIONS HOW TO ATTACH JAW TO WRENCH 
Rut lh« i>i|)o jaw on tlio bur 0 r tbo wrench an seen in the abuvo ilium ration ; 

’“h put tho tnamb ugaioHt t.Ke middle of the teeth and norow up mid - 
!, lJ '' pipe juw with the other hand. When wring a levin- in the “il«* m ir 
tll >miUoit«w krvkx oivjc it mohv than okk.qwaktvu -runs. 

A ithow s j in unattached. 1} «how, it lUoii to wrench. 

DIRECTIONS HOW TO VSB AFTER JAW IS ON WRENCH 
<; ri., .ill work or object* it mr tho thin end <.r the tooiimd jnw la* riinuo "* cut). 

' '■••leu.,, its K rlp, piiVu ill- handle of the wrnn-li backward until tlm tooth lei «"• 
Di«. I.— Kit b 0 in. no'! S in. Wrenolme -j on 

„ 8. ,. lOin 12 in. and 15 in. Wronolio.il •' •• . 

,. it. . 18 ill. and 2! in. ^ y \ ) \ '" ntr * " " 

TOWER PINCERS. 



ROCHESTER ROW. WESTMINSTER. S.W. 
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T. & W. FARMILOE. 



B R J G H T B R A C >•'. S T. OCK S. 


ROCHESTER ROW. WE STM: N ST ER S.W. 
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DRILLING PILLARS, &«. 

^ drilling pillars 



ror Drill" m »1 Creek Br,c W .^N0^yi - * » 06 - 

CRAMP FOR DRILLING MAIN lMl-KS. 
Ho. HOCovr. Without Br*i«. 



>o. '.<000 W.— With Crunk Brace. 


2H/0 

■mi 

«/« 


WROUGHT IRON RATCHET DRILL BRACKS. 

With hole for tommy lever 

No. 3007 " 

m. rn .w* 

>1 ~* £ £ » 



ROCHESTER ROW. WESTMINSTER, S.W. 















& DRILLING MACHINES. 

IRON RATCHET DRILL BRACES, 
sleeve to take spannor. 

No. 30<>8w. 


Length 10 12 14 1C 18 29 22 24in. 

Each 15/ 16/6 19/6 22/6 25/ 27/6 30/6 33/ 

Drills, I to J in., caoh 1/4; f to 1J in., each 1/8. 


& W. FARMILOE, 


REGISTERED DRILLING MACHINES & VICES. 



No. 3070 vr. 


Coat iron stand, fig. 209 


Fig. 200.—Quick speod drilling machine. 
°0l — Samo ns above, but stronger. 

” 202.— „ „ „ extra strong. 


FIS- * 

I eight. Weight 

Depth 

Food. 

”S 

Tab to. 

Drill* 
Id cen- 

tro of 

Drill* 

200 

201 

202 

ft. in. Ibe. 

2 3 100 

2 7 160 

3 1 250 

in. 

21 

3» 

41 

In. 

01 

111 

131 

in. 

10 

12 

14 

1 

U 

Tvs- 

Meehlno, with 
Table, Bait* 
Plate end 8 
Drill*. 

KeebUa. with 
ToWe. Vine. 
Baue Plat* aad 
0 Dr Ill a. 

‘KfKf 

Vico ami Drill, 
|.at without 
Table. 

200 

201 

202 

e «. a. 
3 7 6 

■l H 6 

7 * O 

3 W O' 

5 8 0 

6 2 0 

a a. a. 

2 10 o 

3 36 0 

5 36 0 


DRILLING MACHINE. 



ViiRy Strong. 


No. 3009 w. 

The advantages of this machine are 
that they will act and drill in any 
position, boing connected with movable 
centre joints, the lover also acting on 
tho ratchet principle. Length of spindle, 
12 ins; By reversing tee and apindlo. 
a holo 18 ins. from oontre can he drilled. 

£4 13s. 9d. each. 


ROCHESTER ROW, WESTMINSTER, S.W. 



Pie, 918.—Small radial pillar drilling 
‘machine. 

2l3i.~Sanjo as above, but stronger. 
2i3n. _ „ extra strong. 


FI*. 

U.ilfht. 

Weight 

— 

Doplh 

F«xl. 

Drill* 

Drill* 
up to 

213 
313 a 
21,3b 

ft. in. 
1 « 

2 0 

2 6 

lb*. 

28 

70 

116 

21 

£1 

3t 

'» 

]5 

17 

In. 

* 

1 


Figs. . 213 
£1 17 9 


213a 213b 

SBl x, * £3 3 0 £\ 3 0 

Kgm.-S.m. » .bow. wronged to MB pif»» HP *» 6 to-dfwoctw. 
Height.. Weight. Depth of Drill. i» centre Unit op to 

2tt.?i„. 80 L. feed, 21 to. ° ! 1 « 1« 6 

1 drill, ..ulTilb thU mnobtoe. A e.t of .peneen, i. .wt»ith •»* 
machine. _ ._ _ 

ROCHESTER ROW. WESTMINSTER, S.W. 
















































5olf-feeding muoliuii', Afctod wtlh Hut Thi® i« a new rmvehiun with two fpwdi 
in ny-trhuAl, which mtket it HttiCftbio jt in :ill pxC ol!ont tool, and strong 
for lll.nd <,r power. recommundod. 


Pldt*mill Drill*., l“imo'«iid Drill* 


No. 3074 w. 

Fi^- JdOC. lick lever food mnehiue. 9In. pulley*. 
,, 207. Sninc ii* nboTo, hut amnllor, 7 in. ,. 


Fla*. 

Height j Weight . 

IhipMi 

Fecit 

. 

of 

Tehlo. 

Drill* ill 

fir 

200 

207 

it in. Ihi. 

0 252 

2 8 10O 

'S' 

131 

1 

In. j 
H 

io j 

i H 

1 JJ 

F,«. 

Mm h.nti. with | 
TftJilO, Hunfr 
Plaicuiid Drill*.! 

Mnchivic, with 
Thbto/Vle*. Bn-.* 
Plat* mill Drill*. 

I Stand. 

; «« Fitr. 20B, 

Page «W. | 

200 

207 

7 4 0 

3 7 f\ 

1 il. £ >. 

820 1 It 

M HI « 1 2 

<! | 

6 il 

G 


ROCHESTER ROW, WESTMINSTER S.W. 


T. & W. FARM1LQE, 

DRILLING MACHINE 


T. & W. FARMILOE, 



USEWSTERBD DRILLING 
MACHINE * VICE- 

Self feed machine, fli ted with * 

i Drill* | pr ,i|. 

| ten of ! “ p l ° 

I ! n 


11GK SPEED LEVER FEED DRILLING 




—'^ „ n , y 0 r flttgd wiu for 

No. 8078 W. - in ft" micro v new O ,WJO^ T ," wb | e revolvon, M>d "• “ 

''mm with mi nrcliu*ry f'»* ’ ht '' n "‘®., i very readily Hied “P 0 ” 
fall*-II, ft l.imcd Ktcel pillar. I. portable a>. g 0 

"Nfl.^ftoVc w!—To drill op »> 5in and loorc pulUy* 7 * 0 

No. 8077 vr.~ .1 " . 







































T. & W. FARMILOE, 


BENCH SCREWS, SCREW DRIVERS AND 
TINMEN’S SNIPS. 



No. 3081 w. 



ROCHESTER ROW, WESTMINSTER, S.W. 


No. SOSO if. 

,% 4 1( * 9 m ■» 

Spijidlb Sckpw Diuvihs, Beech Hahw.k8. 

V */8 6/ 6/6 2 v 7/6 7/8 9/t. 


TINMEN’S SNIPS. 
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T. & W. FARMILOE, 


FILES AND RASPS. 

(PricoH, pages 975 & 976.) 

*hortor files will bo larger and smaller in proportion. 


HALT ROUND FILE. 



bough. 



No. 3085 w. 


8ECONO CUT. 



No. 3088 w. 


FILES, DOUBLE CUT. 


MIDDLE. 



No. 3089 w. 


llABTABD. 



No. 3087 w. 


heap smooth. 



No. 8090 w. 


FILKS, SINGLE CUT. 


ROUGH. MIDDLt. 



No. 3091 w. No * 301)2 w - 


SMALL I'IDHLE. 



No. 3093 W. 


bastard. 



No. 309* vr. 


SECOND cur. 



No. 3095 n. 


smooth. 

■ 

No. 30% w. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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T. & W. FARMILOE, 


l" 1 1 L E S A N D RASP S. (Pricea pages 975, 976.) 
HALF BOUND RASP. 



WE L L S CNBREAKA2I.P. P I L E H A N D L R. 



Thie handle is indestructible ami far Hupctaudo'- t.h>.• wooden .ine. It 
in not ponsiblo to loako n wooden handle and ferml'-, grip r.l: »» fill tightly, 
honce ill« continual knocking ami breakage v.dmu « mleavonring Lo fnaton 
if. The ferrule becomes ovu I mu! will never bold 'ho tile tug firmly. In 
thin patent tho win. Jo handle is made in tfim annealed iron, remfuling 
it. practically ovcrlnating. A email abort, wooden plug in driven into the 
wp in which to drive tho file tag. A bole ia provided a* the back of 
handle, and in case of removing the wood n piece of n./i. can be inaorted 
and the plug instantly driven out. The handle simplicity itiielf. 


Small s:*e. in. long 
Ordinary ditto, . r > in. 

Wooden plugs 

Nu .'1104 w. — W'od file handles... 


•1/ pur do*en. 

3/tt 

8/ per grosfl. 
18/ 


ROCHESTER ROW, WESTMINSTER. S.W. 


T. & W. FARMILOE, 

FILES A NO RASPS—List A, 

So.. 30 Ss>sr to 3102.».-P«e“» 973 „ h „, Its. 

** wt ro»a. **i“ 

and half round rasps. ^ Rnd double cut. 



extras. 

Topping, square cut edges, t in. 

for Illustration r, sf 97 ^ _ 
























T. & W. FARMILOE, 


FILE S.—List B. 

Nos. 3085w to 3102ty.— Pages 973 & 974. 

Th n r *f3 ttat ' 0 » ^and, equalling one safe edge, parallel cotter, pillar, 
needle, round off, bono. Dottance ( round edged flat, extra thin Lt, 

tlllU tint n.rm hmh flnf a™, 1 \c i 


'Licho*. 

j Rough A Raatnrd 

. Second Out. 

| Per dor,. 

£ Per doi. 

1 to 4 

; 0 5 3 

0 6 0 


! 0 5 9 

0 6 9 

5 

0 6 3 

0-7 6 

H 

0 7 0 

0 8 3 

0 

i 0 8 6 

0 9 9 

6£ 

0 9 6 

0 10 9 

7 

0 10 6 

0 12 0 

n 

1 0 11 0 

0 '12 9 

s 

! o 12 o 

0 13 6 

gJ 

| 0 13 6 

0 15 8 

9 

! 0 15 0 

0 17 0 

n 

0 16 6 

• 0 18 6 

10 • 

0 18 0 

10 0 

m 

10 0 

1 2 0 

ii 

1 1 6 

l 4 0 

Hi 

1 3 0 

15 6 

12 

1 5 0 

1 7 0 

}2i 

1 8 0 

1 10 0 

13 

l 10 0 

1 13 0 

14 

1 16 0 

1 19 0 

1 <1 

2 3 0 

2 7 0 

16 

2 10 0 

2 15 0 

17 

3 0 0 

3 5 0 

18 

3 8 0 

3 15 0 

19 

4 1 o 

4 9 0 

20 

4 13 0 

5 10 

21 

5 6 0 

5 15 0 

22 

6 10 

« 12 0 

23 

7 0 0 

7 11 0 

24 : 

7 19 0 

8 12 *0 


0 9 
0 11 


17 0 
19 0 
0 6 
3 0 

5 0 

6 6 
8 0 

10 0 
13 0 
16 0 
2 0 
12 0 
3 0 


0 11 3 
0 12 6 
0 13 G 
0 14 6 
0 17 6 
0 18 6 


15 0 
18 0 
0 0 
2 0 
5 0 


3 3 0 


18 
14 
5 11 


0 
0 

<> 6 0 

7 9 0 

8 10 0 

.9 12 0 
11 0 0 
12 10 0 
14 2 0 


EXTRAS. 

AH above 24 in., 20/ per in. oxtra. 

Pin files and tanged horse rasps to advance 1 in. 
Hound off, with points, to advance 1 in. 
Equalling and cotter filos, extra thin, to advance 1 in. 
For illustration!, sea pages 973 & 974. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


977 


best quality .taper saw files. 



T.P,, 61 .., double out ’ n ’“ u ' 

per saw. i ^ Mutation s. see page • 973 and 974. - - 


BEST BOW SAWS AND FRAMES. Sitfontt Nut. 



No. 3106 w. 


4 Jo * JlJOlA & 

EXTRA cast steel blades. 




u SO „ S10 7o 11 IS >3 !“»■ 

1W H, rh> if “/ H/ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. A W. FARMILOE, 



PHIPPS’ PATENT 

Ln ' T > PULL AND PUSH JACK AND CRAMP 


i liih now type of .1 r»ck will bo found a grout improvement on the 
ordinary pattern*; it is strong, well-fitted, and ponses* groat power. 
'Pho centre block and screws arc a solid stool forging, with right and 
loft hand square cut threads. The heads are malleable iron. 

The fim two sizes arc extremely light, weighing only 3} and i lbs- 
each respectively j they can form part of «... kit of a workman's basket, 
enabling him to tackle heavy weights with oasc. 



3(5 x 1, 5/ | 3{ x 36 


ROCHESTER ROW, WESTMINSTER. S W. 


T. & W- FARMILOE. 
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PHIPPS' PATENT COACH AND VAN JACK. 



Mo. 3110 w. 


Those are the Jacks so much wanted by all coach, van, and carnage 
builders and repairers. They are English made, are strong, light, 
handy and compact. The head, are loather-covered. Centro blocks 
and screws are a solid steel forging, with right and left-ban square 
thread, 1 in. diameter. The head, and bases, which are oval, are 
malleable iron, and will not break. 

They will not shake down, therefore men con work under the 
vohiclos safely. The lever being bent, can bo used >n vory 
positions; when not in use it hang, down out of the way, and cannot 

be lost. ... 

16 in., high who,, 6o.n ; will r«« out 10 in., »»king 26 In., b.gb. 

Weight, 11 lbs. 14/. 

If with additional head, 4 ins. larger, making it usoable at ar y 
height from 1(5 ins. to 30 ins., 3/6 extra. 


ROCHESTER ROW. WESTMINSTER. S.W. 
















T - & _W. FARMILOE, 


WARD’S PATENT 
GEARED differen¬ 
tial PULLEY 
BLOCK. 


Head Room Saved. 

Heavy Wk.ohts Eiggr L,rnt P . 
A pull of 65 lbs. will raise a weight 
of one ton, and at a B pood showing 
a mechanical efficiency greater 
than any other geared differential 
block. 


Advantages. 

All tho parts are contained 
withm the frame,'and aro thereby 
bottor protected from occidental 
blows; whilst tho line of pull is 
moro nearly balanced. 

Tho chains, never touching the 
gronnd, do not get dirty or twisted, 
and require no further guide than 
that provided in tho frame. 

A groat feature in this block is 
that all tho parts aro secured on 
one control pin, the removal of 
'Vhich enables tho various parts to 
be readily cleaned or repaired. 


UIoclcA |mr 
t. m. 

nri cO[: ,fl 

1 io a 
a 2 o 

3 13 6 

4 10 0 

0 3 0 

13 10 0 

0 8 

0 10 

0 11 

1 0 

1 1 

2 0 | 


Bright] 

Oh». 


The length of lift chain is twice 
tho height of lift plus 0 ft. 

The longth of hand chain re¬ 
quired is twice tho height of lift. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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WESTON’S PATENT DIFFERENTIAL 
PULLEY BLOCKS. 



No. 8112w. 


The great advantage claimed for the Weston’s 
Bt.ooks U that it is impossible for them to “run 
down ” while tho lodd is in suspension. 


Pricks or Weston’s Blocks 

WITHOUT Gu 

IDES. 

Tested to ... cwta. 

5 ! 

10 

15 

20 

Blocks ... per set 

6/9 

9/9 

13/ 

16/3 

Bright chain, porfoot 

/6 

/« 

P 

/8 



Tested to ... cwts. 

30 

40 

GO 

80 

Blocks ... per set 

22/8 

31/ 

41/ 

59/ 

Bright chain, per foot 

/9 

/H 

U 

VI 


Pkicks or Parts tor Renewal. 


Tested 

to 

Tor 

Block. 

To i* 

Sheave. 

Bottom | 
Block, i 

Bottom 

Sheave. 

6 cwt. 
10 „ 

15 „ 
a0 „ 

30 „ 

40 „ 

60 

80 „ 

4/3 

6/9 

9/ 

10/4 

16/6 

*23/9 

30/9 

46/6 

l/» 

2/3 

2/10 

4/3 

6/3 

10/ 

10/6 

14/6 

2/9 

2/10 

4/3 

5/2 

6/3 

7/2 

10/ 

in 

1/2 

1/2 

1/5 

1/9 

2/3 

2/10 

3/6 


r >* length of chain required for these block, i. about four time, the height of lift - 


ROCHESTER ROW. WESTMINSTER. S.W. 
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OUtNDING. 8TONK, 

»OCOH AM> WINCH IIANBLK 

No. 8213 w. 

24 36 48 54 i» 

73/ 102/ MJ/ 193/ 


& W. FARM1LOE, 


HS, HAMMERS, &c. 


No. 3114 W. Solid cu*t etcol cngipoi't-R’ hand hatsraorc, 



No. 8120 w. 


U lb. each and above 
No. 3118 w.—Ditto holler maker*' ditto 
Ditto dodge ham in era ... 

faced ditto, beat, warranted 
>■ „ warranted ... 

CHISELS. 

If. —Caet ntuol chipping ahiiole .p« 

EXETER HAMMERS, STEEL FACED, 
HANDLED. 


Noa. I 2 

12/ 13/ 


8 '1 r, 0 

u > 1«/ ' 20/fl 23/ per do«. 


CAST IRON GLUE POTS. 



r *?r 


•With 

BUrk 

m 

3/4 

8/8 

4/3 

4/10 


8/10 

4/6 

ft /2 

6/10 

0/6 

7/6 

0/ 

>1/ 


If tho otiUidc pans have aaocepan handlaa, 0d. ea. e 


ROCHESTER ROW. WESTMINSTER, S.W. 
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PORTABLE FORGES. 



nmrovod blast i>il>c, lmmg l,0 '‘ 1)01 " " ? 


Diameter 

•) 

6 each. 

16 incltos ... 

6 7 

6 „ 

18 „ 

3 10 

0 „ 

20 . 

4 0 

0 „ 

22. 

4 10 

0 „ 


24 „ 


• ANVILS. 

No. 3l2»w. 

Tied in, l cwt. fttul UpwivitU. 

Best warrant-'! 

Warranted 
WelUtceloil 

ROCHESTER ROW, WESTMINSTER. S.W. 


£2 ;< o j>«>' , vvV 

i i-.t u 

1 lit o 


























T -. & W. FARMILOE, 


PATENT lead burning machines and 
PATENT BLOWERS. 




flo. .'U24 pr. 


l t*oouns)S< *' 


end "\ ot . >l °, »P«>™n,„ot„ 

in action. This m,c”„«,bo 1 l,hf, t?P "’ b T e W“ »I Wj .toad, 
of-the groat tl. 0 . v «*7plu inborn shop, on account 

can bo done for one-tenth that of 'aonf -^ Ul °>«tom burning 

stronger and will£t^ iho is much 

of water, the bnrnr™ canSt be ? ltSolf ; ftK - 1,0 mattnr *&• cla»» 
advantage ovor sotdorinir aII nnr 1 Wa ^’ CH ** P r00 ^ °f Me great 
eoldoring-being of Uttle^r no uso!^ ° ' om,oal work « have burnt joint*, 

Machine and blower, with blow pipe, nipple and cocks, complete. 

rCPftir8 ' 80il Pip ° W ° rk ' ci8tornN ' 

0 . - . £5 8 0 

- 60 

„ 3.—Largo, for heavy chemical work „ “ ,, 

7 It) v 

Instructions for working sent with eaol. machine: 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. <& W. FARMILOE, 
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The Patent Soldorer di.pen.es .91 

and ether dangorone mode. of heating metal., whether w »» 

« n board .hip, or in the work.h.p, and enable, n wnrb^ tn 
«mko an, nine joint jn an, P»iti.n, - >-f ““ 
titno than by the system hitherto employed. IH ft J 
^inodiato use. 


The Patent Solder..-, parti, «M «*» ^0,^t nettop in 
charged with a small quantity of benzoline, which, nuxe 
Pimped into the e,linden, will enppl, »8d»l «*• ^ “ ,'“ 8 “ 

limber of joint., and an eccaemnnl enppl,, •», * P"‘ 1 0 (i 

*11 that i. reqnirpd to k.mp the manhino in eon.,ant 
He OTaporntion take. *V~ “* •*"** “ 

hermetically sealed. 

The Patent S.ldeter may be .end for MU'*** b “™”« •>* 
Paint, tfee. 

The Patent Soldorcr, fitted eoiaplotc with lO'ft oHIoxibio ' Q 

tube and two burners (for soldering and lead-buruing) M 


Rochester, row, Westminster, s.w. 
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T. & VV. FARMILOE, 



Tilth stove in particularly recommended to plmpbors, gas and water 

^ir^c g 7rr , r h#pooru8e-Jt isaiD, p ,e in 

. £1 r, o 

Dnihcuoss roK Uaisti.— Kor imnWr work, eight foot of uorirht 
Miiokc pipe will bo found sufficient, Korsl/op, according to con vein on^cc 
if above that length. Moderately soft coal, broken wither small or 
good screened slack, is much better than coke. Lot. the first tire b’nrn 

bd. Ibe irons (nnfesa large ones) should not be n until the meU is 

WWs. rr,« 

frau^pi pc^r u n °th r ough^ bCt ' Wt ' l! " ,ho 'l ,ot lui<i fw >d holes, with a*bS of 
Height 2?. iu. Length 16J- in. Width 12J by 8J in. 

Cap^itjnrfp* . 40lbs. .£& A. 

w<,, v i 't of stove, 1 cwt. 0 ora. 20 lbs. 

. j iXtnt *» o| de r puts ... 2/ca, _ j E.ttrn gnuings ... 1/3 e a . . 


ROCHESTER ROW, WESTMINSTER, S.W. 



IMPROVED PLUMPERS’ MELTING POT. 



-ootnl in about mw-tWrct of lh» MW now necessary. oj «a. 



ROCHESTER ROW, WESTMINSTER. S.W. 











_ T - & W. FARMILOE, 

PATENT PORTABLE OIL BLAST FURNACE 


T. & W. FARMILOE, 


PLUMBERS* TOOLS. 



BOSSING IEONS. 


No. 3186 w. 

1/6 ea. 


GLAZIERS' IRONS. 


No. 3136 w. 
8/6 on. 


STRAIGHT COPPER BIT, 


No. 3137 w. 


1/6 ca. 


“T” . - 1 "- 

of« u,„ „ ton ,„ d *£i 

«. tax " mp '‘" ** —>*• 

then, boing absolutely So lanLr S,!, roo, ». K“««r8, &c.. 

toethodB hr *“ ’ 4 fl,e <;ns0 with " th < :r 

Bm nn I ho eoimnonesl, of paraffin oi) at smallest possible cost. 


Kijj. J—Furnnoc vrf)l hem. jo II,,,. of m «ul 


" rt niiriutca £2 


HATCHET COPPER BIT. 


No. 3138 w. 


^lb. ... ... . 

1/6 ea. 

^0. 3139w. — BAKER’S PREPARATION FOR 

TINNING AN1) 

SOLDERING. 


1 Pint. 1 Quart. 

1 Gallon. 

" 6d. 1/ 2 / 

6/ 

^'o. 314(1 w. —CARD WIRE ... ... «• _ 

2/ per yard. 


ROCHESTER ROW, WESTMINSTER, S.w" 


ROCHESTER ROW, WESTMINSTER, S-W. 




























T. & W. FARMILOE, 


94*0 


FLETCHERS TINMAN'S. FIRE POT. 



No. 3W1 -ir. 


TJjin in a now unci substantial pattern/epeoiully designed for work- 
stoves cannot bo .mod. Kacl. stove will hoat rapidly 
largo copper bits. The top can bo opened by a hinge, 
d for heating ladles, making Bolder, or tinning. The 
bloa the store to be oarrind About. 

Snmll size, for two .3 lb. straight copper bite ou. 16/ 

JloUl pot to fit, hold mg 20 lh„. of metal .. 3/3 

Large mm, for two 7 11, straight or hatchot Lit, . ' ’’ 22/ 

Metal pot to fit, holding ,30 lbs. of metal. t> 3/9 


BENCH STOVE FOR HEATING COPPER 
BITS. 



ROCHESTER ROW, WESTMINSTER, S.w. 


T. & W. FARMILOE, 


FLETCHER'S TOOLS. 



ROCHESTER ROW, WESTMINSTER, S.W. 

















T. & W. FARM1LOE, 



No. 8149 w—9 in. 


Tho Pipe Soldering Cramp is adapted either for pas or water pipes- 
Ft is easily applied to tubes of any dinmetcr, as by meroiy screwing 
down ono end of a tube in the cramp, the other can be brought in con¬ 
tact at once, and rigidly retained by the other screw, when the joint 
nan be rapidly and effeetnully made ; it also accommodates itself to tube* 
of different diameters, as, for example, J and J can bo us easily held. 
ah«l soundly soldered by the means of the cramp us pipes of equal 
diameters Tt is very portable (being not much larger than an ordinary 
hand-vice), easily carried in the tool basket, simple in construction, and 
not liable to breakage The two smaller sorts are adapted for soldering 
tin or composition pipe, and are provided with a joint at tho back to 
accommodate pipes of unequal diameters: tho larger size being ex¬ 
pressly made for lead water pipes aud tubes of larger diameters. 


No. 3147 W.—Tin and cotnpo pipe soldering cramp, best 

malleable iron .. ... ... ... 2/3 t 

NO. 3148 W. —Ditto, with bench screw, forming gns fitters' 

screwing cramp, best malleable iron ... ... 3/ . 

No. 3149 W. — Ditto, plumbers’ cramp, best malleable iron ... 6/9 , 

„ Ditto, ditto, ordinary cost iron ... ... 5/ 


ROCHESTER ROW. WESTMINSTER, S.W. 


T. & W. FARMILOE, 095 


PLUMBERS' TOOLS. 

DRAWING KNTVE.S. 



No. 8160 w. 

Per dor.. . 

CHIPPING KNIVES. 



No. 3131 w. 

4J !> 6 

Per dor 14/ 13/ 1<V »/ 


CUTTING KNIFR. 



ROCHESTER ROW, WESTMINSTER, S.W. 


20 / 
















T. & W. FARMILOE, 


PLUMBERS’ TOOLS. 

PLUMBERS’ SAWS. 



SHAVE HOOKS. 

Straight. Bknt. 


No. 3155 w- 

Per do/..10/ 

Tiiiikk-Squ-abc. Sou 


No. 3156 w. 

Per doz. 10/6 



No. 3157 w. No. 3158 w. No. 3150 w. 

Per dpz. ... 10/. Per do/.. ... 13/6 Per doz. ... 15/6 

PLUMBERS' HAMMERS. 

6TIKl.Cj.AW. „ . 

No. 3160 w. 

Nos. I 2 3 

Each 3/6 3/0 4/3 

PLUMBERS’ CISTERN HAMMERS. 

No. 316! w . 

Nos, 1 2 3 4 5 6 7 8 

Per doz, 17/3 19/9 22/6 25/6 28/6. 32/3 35/3 38/3 

COPPER SOIL POTS. 

No. 3162 vv. 


Each 


2/6 


ROCHESTER ROW. WESTMINSTER, S.W. 


T. & W. FARMILOE, 


&)7 


P L U M B E R S’ 



TOOLS. 

DRESSERS. 

... L T 
... 1/6 
... J./5 


Mid. Small. 

2/6 2/ each. 

1/4 1/2 

1/3 l/l „ 


BOX BOSSING STICKS. 
Assorted sizos ... ... 23/ per doz. 


BOX BOSSTNG MALLET. 


[f 1/3 1/6 

1/9 

2/ 

2/9 each. 

TiNMAN’3 MALLET. 

2 

24 

3 in. 

Boxwood 

/10 

1/ 

1/4 each. 

Hornbeam ... 

/« 

/8 

1/ 

Ash. 

/6 

/8 

1/. ». 



31- 

4 in. 

Boxwood 


1/9 

1/-4 

2/ each. 

Hornbeam ... 


2/ I, 

Ash ... ... 


1/2 

1/8 „ 


PLUMBERS’ MALLS. 

J.argo. Mid. Small, 
Boxwood ... 2/9 2/6 2/ eo 
" No. MOT W. Hornbeam... 1/6 V* V* . 

MANDRILS FOR SOIL PIPE. 


^num Vitro 1/4 


Alder 


No. 3168 w. 

U H 2 

1/8 2/ 2/6 3/ 

1/2 1/4 1/8 


/10 1/ 1/2 1/4 ' 1/8 2/6 3/ 


4 4J 5 in. 

«/ 7/ 8/ es. 

4/ 5/ 5/6 „ 

3/6 T 4/6., 


ROCHESTER ROW, WESTMINSTER, S.W. 


















T. & W. FARMILOE, 




PLUMBF R S’ TOOLS. 

BOXWOOD CHASE WEDGES. 

No. 3169 w. 

2* 3 3* -1 in. 

1/ 1/3 1/0 2/ eft. 

BOXWOOD TURN PINS 

No. 817 «w. 

i i l )j 1-i 2 2} 2J 3 3i 4 in. 
2d. 3d. 4d. 3d. 6d. Cd. fid. 8d lOd. 1/3 1/9 oa. 
BOXWOOD BOBBINS. 

No. 3111 *. 
li 2 
4d. 6d. 


IJ 

3d. 


1/10 


2/6 


2i 

8d. 

5J 

3/6 


lOd. ,ca. 


4/ ea. 


No. 3172 v ,-ASH OR BEECHWOOD FOLLOWERS. 
l | 1J 2 2i 3 3i 4 4J- 5 S$ 6 iu. 

2-1. 2d. 8d. 4d. fid. 7d. 8d. lOd. 1/ 1/9 2/ ea. 


No. 3173 w 

l.AllliK. 

2/6 


-BOXWOOD SETTING STICKS. 

Mil). (SMALL. 

,2/3 2/ ea. 


No. 3171 tv.—BOXWOOD BENDING STICKS. 

I.AROK. Mill, NMAI.I.. 

2/6 2/3 2/ Oft. 

No 3175 w.-BOX WOOD STEP-TURNING STICKS. 

I,Al’.Ot,. MID. SMALL. 

3/6 2/9 2/6 ea. 

3170 w.—FOUNDRY MALLETS ... per dot. 

3177 tv. ASH. HANDSPIKES ... per pair 

31 ,N tv.—LEAD ROLLERS . „ 

3119 \Y.—PLUMBERS' JENNY, to carry sheet 
lead ... ... ... ... oa. 

CLACK MOULD, FOR CASTING FOUR CLACKS. 

No. 3180 w. 

Size, 2{ to 4 in. 9/ ea< 


£0 8 0 
0 8 0 
U 4 6 

2.14 0 


RO'..r> ESTER ROW. WES i MiinSTER, S.W. 


Id tending pnrccatera 



ROCHESTER ROW, WESTMINSTER, S.W. 



















1000 T. & W. FARMILOE, 


DIRECTIONS FOR USE. 

Pill lamp nearly frill Within ens inch of tho I,up, then m«> '.hut tho burner is shut. off 
ini an i<> ufop tim ll'.'w ot oil while pumping pn pressure. l/*e only thumb anil finger 
in rvpluat'ig feeder Cip i da not use pliers. 

Snd. -i'aiop in ait much air an needed for(lelirod farce of damn, la to 20 strokM 
of jiaoip it sutlioteid (will aim'd ICO strokes). To light, tirr. wood button of burner 
Ktiuv to the loft One nr Iwoturns su m fo flow nupful of oil. then shill off light, and 
light, am? when nearly burnntl out i.nraftamoagain oo an to dll cap, when the burner 
will be heated and light with t il bandog in cap. If tho burner doen not light 
before the oil burn* out, then luiht with » omwh through the h«le nndomoalh burner 
shfabl burner ufk-i b juif/ heated will light same ns cco). If tho burner should 
Bptitier or not burn »leady (it requires moro heat) turn down low and lot it bans two 
or three minutes. 

3rd. —Never fill in whan horning or near an artificial light nr firm Never vie 
nan, measure, or runnel to keep naphtha, gwnlmo, or bonaollne In, or to itll with, that 
Inin boon mod fur any heavy oils, rarnish, mixed paints, &c. Do not use parnfiin. 

*.h. -When tlm.iUmo is not etiff end olrong a<j it should be, pump, more air into 
l lie re'.u i vdir wit!,out turning llntr,c out. • 

wi iriviiNS 


Fig. 1 — For burning off paint 
„ 2 - -For soldering 


Tho “ Wellington” Torch is constructed to 
fitted vyitli a small pump by which a pressure of 
tho bensoline, forcing it in iv fmo stream to tho burner; ft blast, is pro¬ 
duced which is under perfect control of tho user, tho Audio being larger 
, or-smaller by simply turning the screw with wood knob. 

Tho Torch made of luuKulcd brass, and each ono carefully tested 
before sending out. 

The reservoir holds 1J pints, and wiil burn full blast, without 
refilling, for 3 hours, at a’cost of 2$d. 


Bee 1 ! torch it tested before Unt<ing iht nnf our -etpoiuibilitu tmdt Oft dolivtr'!. 


T, & W. FARMILOE, 


1001 


THE “ WELLINGTON ” 
PATENT AUTOMATIC TORCH. 

.FITTINGS' FOR REPAIRS. 

BURNERS. 



No. 3185 w. 

With perforated brriss shield 
and }iu. wick tube com- 
plete, for burning off, each 14/ 

Do., do., for soldering ,, **/ 

Do., do., with t in- wick tube, 
for burning off ••• each 14/ 

Do., do., for soldering „ 1*/ 

NO. 3186 w. 

Perforated brass shield only, ^ 



No. 3187 w. 

Needle Valve ... V 6 
Wick Tubes. 


u “import to mention wta. 

NO. 3180 w. 


Jin. or i h 
untion sue 
Spring Valve and Washer, 8d. cacli. 



NO- 3100 w. 


Brass Feodor Cap, 
9d. each. 



No 3101 w 





No. 3102 w. 

Cup Leather for Air 
Pump, 2d. each. 



Brass Cap for Valve 
Chamber, od. each. 


No. 3103 w. 


cn 

No. 3191 


Composition IVashar 
for Valve Chamber, 
2d. each. 


r'ScHESTER ROW. WESTMINSTER, S.W. 
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T. & W. FARM1LOE, 



No. 3195 w. 

Stkonu (>r M.u>r and Mot Complratkd (soo (Section). 

lTnlfu-pint of benzoline, coating: about Jii . in mi flic lent to keep the Torch at work, 
for 1} lmiirri without re-charging. N'o pumping required. It cun bo used out 
uf doom. • Plume easily regulated. 

Kacli lump !h gold with a complete set of reserve littings (uxcopting tuho D and 
vnlvo C). with full dirnctionu for nsu. 

18 / ca. 

The toii h ctin bo kept burning without the slightest danger until llio Inst drop of 
benzoline Inis been used. Tho limin' inctyiue. considerably in hntit when the torch 
hug been burning for somo littlo timo. 

Tho torcli lime ho used in any jsigition whutovor without tho slightest (lunger. 
twrh is Imileil . vi iiy the Hi - .mil cur rtnponaibility ends on delivery. 

For particulars and prices uf parts, see pages 1008 and 1004. 

ROCHESTER ROW, WESTMINSTER, S.W. 


“SWEDISH ” 
TO M A T 1 C 


T. & W. FARM1LOE, 


1003 


THE SWEDISH PATENT AUTOMATIC PORCH. 



SWEDISH AUTCMATIO TOUCH FITTINGS 

No 31% w. 

Sundry part, may bo had .ep.rately at th. following prices ^ 

Paokotof throe pins . n 0 

The brass r-roteetor H ... - £ Bewick ... ., 

The book J, tor removing a..-I « ., „ 0 

TbonbedloK, for cleaning the votvo.. •• ' 0 

jawtTiSu. w* -* ; » 

Wiok ready for u»o • "' ' . O 

Cork washor for tho screw A . . - . 2 

Tubo “ D,” complete . . 0 

ltognlator valve C 



ROCHESTER ROW. WESTMINSTER, S.W, 
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T. & W. FARMILOE, 


THE “ SWEDISH n AUTOMATIC TORCH. 

DIRECTIONS FOR USE. 

RIDDING.—Fin tho torch with benroline, through tho opening at ;i, and fuston 
the screw tyjhtly. (This filling ongjit never to bo done near a light or fire, ana must 
ondor no ctrcumatanoos bo dene whilst tho torch is burning. As long as tho torch 
remain,, warm and contains benxolino, tho screw a most not bo removed or oponod, 
Ibr tho bnnzolino may spurt out from tho expansion of the gns.) 

. WARMING .--After Ailing the totoli, pon> r,omc spirit or benzoline in the collar 
&j<i„d Iigut it. Him operation must bo porfnrmed whether tho torch is warmer 
S?r» R ® bc . U80lb B<,foro li K htil *K *i>0 apparatus, bo certain that thoro 

la benzoline in-thoi reservoir to prevent tho wick becoming charred. If tho torch 
has boooiuo cold Since being last used, before warming it again opon tho screw it for 
qJokei'hghthii. t0 Ct th ° a * r iut0 tho which will consequently produco a 

RIGHTING. — When the nppor part of tho torch in this manner has become 
warm, Oppn the nine slowly, by TVMNtKo h onck to tH* i*kt, when tho gas from 
tno toroli* wi jI bo omitted tit tho opoaiutf, and will ignite*. 

REGULATION OR THE FDA ME AND ADMISSION OR AIR.-Tho flume 
may bo regulated by the vulvo <:. By turning it once to the loft it is suffleiontly 
opened, and any further turning is unnecessary. The iron shield « upon the tube ( 
repnlates the mlmisaion of air. When the valve c in fully open, tbo flames may bo 
rniNori or lowered by the raising or loworlng of the shield. Whilst the torch ix 
temporarily unemployed it inadvisable to turn the flumo down, until it b.nna with a 
SMAtiL nui* rr.A«K, s',ifllolont to keep tho tnbo hot, which will prevont it dying out 
and,thus save tho oil from Spurting through tho bunior. Whilst employing tho 
downwards " P ° n ***' W H “ tron « tfraught, it is necessary U>' (urn the shield 

EXTIN CTXON.—By turning the valve to tiik iuoht, tho flame will bo luatau- 

ranwuMly extixxguWiod. 


DIRECTIONS FOR KEEPING IN ORDER. 

T^ m " n h ° Ifl in l h,“ burDor ‘D'so must bo frequently cleaned by means of the 
Findie ,0r i .T, ° r “?F d,M n0t V b " u "‘ 5 ' 1 lor lhi " J»W >« they would have a 
V ,)n W U ’“ aperture). To do this the pin .must bo carefully passed 
nornwl V i 1,10 t0 Rot J id of pouxih'c dirty particles. If the torch, 

^ '' V, 7 ' tU i r ° “ V V’ t V," 0 "’* foroi E'' "ihatanco iu the valve opening, 

moo.ia of the noedC * " h ° U,d b ° " n!,CroWC<l ™ d «» ^peeing clean'd by 

Inner'nort serbwod to fio torch, and holds tbo bnrner disc. Between tho 
it ;Fne^. L 1 ," b ° '“' d , t ‘"’ u* a ’ ar ‘ !ubcnt0 " ri, ‘E if Placed for security. Wlion 
miWnw t 0 , r0n i' 0 i.? flag, tho fresh ring should bo dipped in a 

mixture of water and block Iona. Oil should nevor bo applied to tho black lead. 

h„ P 5° Wd r od with a cork washer to make it At. and this must always 

fasteW t •,/ t0n0d n In CMC t tho ’" mW E 0, » w0 ™ out, a now 011(1 must be 
t0 tbp Fero ' v 'means of glue. The valve c works oosior if oiled, but if it 
.r£twl?: y ' m \ l *?* Vfv t ® r ' M "' t bavi « bo «" in constant use from 

bent .‘r . u 1 "’ ° T ,ck ,lbould b " ro,l ' , "od by pulling it out by means of tho 

fiuitoiiodTnftr. phco“ C ™'* ” 0,0 botLo,u of tho apparatus, and tho reserved wick 

»af*J n B Mdli ,1 ihbSr?* ,0 *“ ° f , th °/ a * * bould bn,ld out tbo bottom of the torch, tho 
no,die, which IS strongly fastened to the bottom, will act ns a aafety vaNo 
auu let the gus escapo. In such an event the needle should bo forced back (o its 
former place nud soldered fast as before. Tho torch will then againbo in goS 


ROCHESTER ROW, WESTMINSTER, S.W. 



THE 


T. & W. FARMILOE, __ 

NEW BURNING-OFF LAMP. 

(Foreign Make.) 


No. 8197 w. 

. „ /ii g Projector.. 4, Movable Ring 

’ rL "“- ’• 


directions for use. 

, . ,. w 

. small qomtitv 

light it, »,„1 l«t it burn a-»aj drnont rnim}- * ( . 

tbo regulator (1), and the vapour escaping tom • : n f u u working 

thnsngb th. (3) .tab. G™, n»a ft. a»P » '» f --‘ «» k '»S 

**» mb immodintcly »d * ,1 “‘* . “.'f J'fc 

Negroes in tho open air, which can Ixi r-gn a t ^ k t 

^ (1). Wift UHH « 

^igh prosRUro for two hoorfl, and at low proas 

•w. L„. The regulnlor «>» '“P «*• *'™ “™« * h ” 

Wlieo which i- »* ta ™‘- 

Each lamp it tented before leaving the M orke, an i J ___ _ _ 
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T. & W. FARMILOE, 


THE PATENT 

PAQUELIN AUTOMATIC LAMP. 

FOR SOLDERING, OR ntfRNWG OFF OLD FAINT 



No. 3198 w. 

11 nT 01 ^ S ^ Dg T 1 compact. Woigha when fully charged only 
I? lbs. Can bo utted in any position. 


Lamp, complete ... ... ... 12/ ea. 

Fittings for Rkcairs. 

Ohimney ... 2/ or. 

® ura0r . 6d. .. 

Hood. 2/ 


DIRECTIONS FOR USE, Ac. 

TO FILL.—Hold lamp in loft hand, with stopper uppermost, 
unscrew brass cap, and fill with benzoline ; then stand upright and 
catch the overflow in nome receptacle, so that when fully chargod 'he 
lamp will be bnt half filled. 

TO START.- Remove outer uozzlo, and see that inner tube is 
properly fixod in its neat; then fill (but not to run over) with bonzolino 
the circular trough, replace outer nozzle and light through one of the 
holes, when, after the lapse of ono minute, it will bo in working ordor, 
and as soon os the tlarao tube is red-hot it can ho used in sr.v position. 

TO EXTINGUISH —Blow through the hole at bottom of lamp. 
IMPORTANT. 

1. Do not ro.fill lump until cold. 

2. If tho blowing action does not commence after .'30 or 40 seconds 
extinguish the spirit in tho trough, and examine tho air-hole; if that io 
choked tho nippfo ranst bo unscrewed and cleared with a very fine wire 
or a hair, and washed in benzoline. Extra nipples may bo had per post. 

■r '.~°® that screw cork is qaite tight; if there bo any escape make 
good with a cork washer. 

4. Do not unscrew iamp whilst ijndet pressure. 

5. Empty the lamp each time before re-charging 

6. Benzoline ONLY must be used J 

Aar.', Uunjt u tsAtid before Itarikf the WorU, nnW 0‘ir mponufbUity in cut . I flurry. 


ROCHESTER ROW, WESTMINSTER, S.W. 



T. <fc W. FARMILOE, 

REGULATING BLOWING APPARATUS. 


The advantage gained by the use of the regulating blowing apparatus 
over the ordinary lamp, in ... in the ready 

tho flume, and tho additional improvement of closing the 7 P 

when out of use, theroby saving the evaporation am gi«a P 

By moving the knurled wheel-marked A-with the thumb tbejegrilato. 
of the wick can be effectively controlled by tbo slide C, a i y 

•‘irjg 1 (.«** * * "is 

unscrew the valve at the top and h<*lf fill the boi < r ' J 

Hpirit, draw out the wick lump B, and trim the same \ p 
pouring it into the filling hole, when the lamp is rouay for use. 
not required, replace tho cap E on the wick-holder. 


For soldering or burning-off paint 


oft. 11/3 


DIRECTIONS FOR USE. 

Pill the lamp and half fill tho boiler with methylated spirit, light the 
wick, and in a few seconds the apparatus will be at work. 

When ordering, state whether required for homing off paint, or for 
blowing joints. 

W gratae U,,M before lea ring ,ke IforW, on**" * ***** . 

ROCHESTER HOW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 


AUTOMATIC BLOWING APPARATUS. 

FOB BURNING OFF OLD PAINT, OR FOR SOLDERING. 




B L O W P I P E TORCHES. 
No. 3201 w. 

JONES' PATENT. 

This will bo found a most handy and 
usofnl article for pra«6tlora, plumbers, itnd all 
who are constantly using a blow-pipe. 

It is fitted with a flo.iiblo india-rubber 
tube and mouthpiece, enabling it to bo 
readily used in many places where 'it would 


bo difficult or impossible to 

work with an 

ordinary blow-pipe. 


Fi>». 1 2 

3 

l.ar K o Mid. 

Small, 

Double Top. Biugl* Top. 

Without Top. 

4/ 3/ 

1/9 each. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


GARRATT & FOWLER’S BURNING-OFF LAMPS 



These lamps can bo 
used in any position, 
and are invaluable to 
plumbers for wiping 
joints where ladles and 
irons cannot bo used. 


Largo.' 

Small... . 

Largo, with re- 
gnlnting screw 
Extra largo 


•a. 5/9 

4/6 

,, 6/9 
„ 11/3 

These lamps are made 
of east brass, and tilled 
with cotton waste, 
saturated with methy¬ 
lated spiritorhentolino. 


GARRATT & FOWLER'S PATENT BLOW PIPE. 


No- 3203 w. 



This lamp far. supersedes the old- 
fasLioned blow-pipe and rushes, being 
choapor, cleaner, and more effective. 
It cau bo usod in any position without 
fear of explosion, a* the spirit is not 
confined, and being strong and simplo 
in construction cannot got out of 
order. 

Tho flame can bo regulated to blow 
a joint from i in. compo to 2 in. 
pipe at a cost of about a farthing 
per six hours. 

Large . ™‘ 2 / 9 

Small . » I/ 2 


The above lamps will burn bonsoline, methylated spirit, or paraffin oil. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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T. & W. FARMILOE, 


BLOW PIPES AND BELLOWS. 

PATENT VALVE REGULATING GAS AND AIR BLOW PIPE, 

FOR OABFITTKR8, Pl.l.'MBKRM, PBIVTKRKR8, Ac. 

Tto importsuoo of having joiuU properly soldered in acknowledged. Hitherto gss 
, blow pipe* ham boon mode with ^ 

* eliding valvo*, Mine having oork j 
pinions, which, drying from heat, 
bocomo useless. Thii valves of ' 

•these blow pipe* aro oonstrluctod 
on the plan of an ordinary gas 
cook, thodiiTerenoe being that, the 
outside body A turno, and roiul.es 
in a lino with the Rat supply pipe, 
the plug remaining fixed The 
supply of gas can then bo con¬ 
trolled, the valvo adjusted with 
ilngor and thumb during tho 
operation of blowing, and being 
free from injury by heat, is not 
liablo to got out of order. Pro¬ 
vided with a regulating slide to 
admit air B prevents the dopoeit 
of carbon or soot, so detrimental 
In making sound joint*. Tho 
smaller sizes are adapted for the 
mouth, and, if required, attached 
to an iron stand, and supplied 
with a mouthpiece uud 2 ft. India- 
rubber tube, to onablo the opera¬ 
tor to have both hand* f roo during 
soldering. The larger sizes aro 
modo for annoaling, brazing, and 
i hard soldoring, or uuy operation 
k requiring a strong flamo, and aro 
^generally used ns hollows blow 
pipe. 



Annoallngor soldering 


blow pipe. 


No. 8204 W. Double v*lre blow pipes, ea. 13/0 \(,jg 



22/0 



No. 8205 rr.—Worked by tho foot, very oumpaot, and requiring small 
nurirt- .c", - “ »™U1, SO.tt; mid., 23 !i, largo 

it 8200 w.— Worked by the foot ... ... <m 


INDIA-BUBBKB BAG BELLOWS- 
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BLOW PIPES. 

PATENT REGULATING BLOW PIPE FLAME OR TORCH, 
For Gasflttors, Plumbers, Powterora, «sc. 


Constructed to bum methylated 
spirit. 




To charge the torch with spirit, 
unscrew the point juat above the 
label. 


No 3208 w. 

Small. Mid. Largo. 

Each 2/6 2/10 */ 

The small site is more particularly adapted as a chandelier or 
lamp lighter. 

impossible to work with an ordinary blow pipe. 

Mid. Hizo, capable of soldering tubes to 1 in. diameter ... 6/9 each. 

Wg 0 ,, „ above 1 „ " 


BLOW PIPES. 


Per do*. ty 

No. 3210w— DIPPED RUSHES 


No 3209 w. 
y 10 
7/6 




11/3 

9d. per lb. 
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GLAZIER'S LATHS AND SQUARES. 

GLAZIERS' CUTTING LATH8. 

BIVIOKO INTO IMCBM AND XIOJITH®. 

'll in. wide by 1 In. thick. 


24 

No. 8211 W. — Beet polished 18/ 


• 17/ 
14/ 


•IS 


48 


No. 02I2 tt«—B*bt Quality, London Mad*. 
24 80 26 42 43 

2/9 3/ 3/9 4/0 5/8 


T SQUARES, FOR GLASS OUTTERS, GLAZIERfi, 

OlVIDKD INTO 1N0KXH AND KrnllTIIA. 

No. aBIJli7.-~})RA8» TirpRD. 


... 10 / 
No. 8214 1 


25/ 29/ . 83/ 37/ 

22/ 25/ 28/ 81/ 

—llKKT Quality, London Madk. 


00 in. 

64/ por do*. 

*u .. 


MEASURING TAPES. 



No. 8215 tr. 


No. 3216 W,-l In. wide Rigid* mea¬ 
suring tapes, in rod 

lonthor caeoe, with 25 88 40 60 06 75 100 ft. 

folding handle*, on. 4/0 6/3 6/9 C/0 7/6 8/3 10/6 

No. 8210 tt.— 1 In, wide, metallic 

„ dit ‘°. co. 4/0 6/3 6/9 0/0 7/0 8/3 10/6 

No. 8217 \T.~J in. wido, llnon do. „ 8/ 3/4 4/ 4/6 6/ 6/0 C/9 
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R U L E S. 

2-FEET TWO-FOLD BOXWOOD RULES, ARCH JOINT. 
Marked inches In 6the and lOths. 

AM 11 in. wido. 


FOUR-FOLD BOXWOOD RULES, ARCH JOINT. 


No. 8219 w. 

*V 2645. 1 in. wide, marked inohoe, In 8th- and lOtba ... 

„ in 8 th e, lOths, lithe A l«th* 


» 25-10. L . 
" 2 &47. It in. 
" 2 548. If in. 
- 2649. 1* i„. 
>* 2380. It in. 


in Sthe, lOths, and aoates 
In 8th«, lOths, mbs, and 

lflthe, with brae* elide ... 
in 6the, round joint 


r do*. 9/8 
10/0 
„ m 
,. 12/0 

„ 14/ 

„ 88 / 

- .36/ 

„ 0/8 


No. 8220 *.-PLUMBERS’ RULES, With Bam Tongue. 

2 ft. long, to fold into 9 iuohe* ... .per do* 

Ivory or Btxel Bulbs—P rioes npon application. 

~7_^.i.icrcn c?AW. 




No. 8218 tv. 

?i 8- 3394. Markod B Aqoaro line and scales, bc vnllod odge 

" 2390. Ditto, ditto, with brass piu-holeo. 

>• 2398. Ditto, ditto, double bevelled edge* • 

'■ 2-M7. Ditto, ditto, bovollod edgo, with brass e'lido 
Books of inatmotion# tor tho elido rolo 
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VARNISHES. 

No. 3221 w.—BEST COPAL OAK VARNISH for inside 
uso. A apocialiy good mod durable varnish, 
suited for protecting graining, and all kinds 
of inside work. In vermilion cans 
No. 3222 w.—BEST COPAL OAK VARNISH for outside 

nso. In vermilion cans . 

No. 3223 ay.— BEST EXTRA PALE ELASTIC OAK. 

A most reliable) varnish for pnpor, grained 
work, and, other inside decorations. In 

vorrailion cans . 

No. 3224 w.—BBST PALE ELASTIC OAK, but for out- 
side uho. In vormilion cans 

No. 3225 w.—BEST ELASTIC OAK. A thoroughly good 
varnish for general work. It is very strong* 
bodied, good lustre, and will not crack whon 
exposed to the sun. Made for insido or ont- 

>» s side uso. In vermilion canB . 

No. 3226 w.—PINE OAK VARNISH. A most serviceable 
varnish. Good body and lustre, will not 
crack, and is most durablo. Mado for in¬ 
side or outside nso. In vermilion cans ... 
No. 3227 w.—SPECIAL PALE OAK VARNISH. A good 
varnish for insido uso only. In white cans 
No. 3228 w.—HARD-DRYING CHURCH OAK VAR. 

NISH. A very hard and durablo varnish, 
specially made for church seats, Ac. In 

vermilion cans . . 

No. 3220w.—BEST ELASTIC CARRIAGE VARNISH. 

A quick drying varnish, exceedingly strong 
body, with a flno polished-liko surface. 
Made for inside and ontsido use. In 

vormilion cans . 

No. 3230 w.—FINEST HARD-DRYING CARRIAGE 
VARNISH. An exceedingly hard varnish 
for floors, seats, Ac. In vormilion cans ... 
No. 3281 w.—BEST ELASTIC BODY VARNISH, for 
ontsido use. A strong, palo and brilliant 
varnish, especially mado to withstand ox- 
posuro to the weather. It has a fiuo finish¬ 
ing surface, and is the most durable varnish 
made. Also suitable for engines, &o. In 

vermilion cans .. 

No. 3282 w.—FINEST HARD-DRYING BODY VaR- 
NISH for inside use. In vermilion cans ... 


16 


o 1 6 • 



o 10 0 


o 8 
o 6 


6 


o }6 
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VARNISH ES —continued. 

So. 3283 w.—SUPERFINE EXTRA HARD-DRYING 
COPAL VARNISH. A brilliant palo 
varnish, dries vory hard, and is suitable 
whore work is likely to be handled, in 
vermilion cans 

No. 3234 w. — SUPERFINE POLISHING CO p AL VAR- 
NISxI. Very brilliant, hard and durable, 
and suitable for interior decorations, par¬ 
ticularly whore dolicato colours nro used. 

In vormilion cans 

N *. 3235 w.—FRENCH OIL VARNISH. 

most durablo varnish mado for high-class 
decorations. It is strongly recommended 
for yacht cabins, railway carnages, finished 
in white and gold, drawing-rooms and ovory 
description of the best work. It dries very 
hard and can be polished in a few days if 
desived. In vormilion cans . 

Not 3236 w.—EXTRA PALE or CRYSTAL PAPER, 
VARNISH. A pale varnish made for very 
palo papers, but not so durable ns hnmch 
oil varnish. We recommend the latter 
(although it is not quite so pale m colour) 

when it can bo used. y 

No. 3237 w —PALE PAPER VARNISH. A good vamiSh 

' for darker Shadoeof paper. In vermilion cans 

No. 3238 w.—SUPERFINE WHITE ENAMEL VAR¬ 
NISH. A very fine colourless varmsn 
that-clans inside work. It dries very 
quickly and ran ho polishod with rapidity, 
in vermilion cans ... 

- N o. 3239 w —IMPLEMENT VARNISH. A rapidly drying 
varnish for mixing with paints to give u 
bright and glossy appearance. Agricultural 
engineers will find this specially adapted 
to their work, as it can be handled or 
straw-banded a few hourB after being 
varnished. In white cans. 

No 3 240 w.—PALE IMPLEMENT VARNISH, similar to 
above, but much paler. In while cans ... 

No. 3241 w .~ BEST HKALD VARNISH. For cotton and • 

woollen manufacturers. In white cans ... 

No. 3242 w.—OZONIZED DRIERS. — A special dryer fox- 
mixing with oxide paints. In white cans 

ROCHESTER ROW. WESTMINSTER, S.V 


Per Kftll. 


C O « 8 0 


3 l8 O 


14 O 
9 0 


6 6 
S o 
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VARNISH ES —continued 

For gal'- 

No. 8243w.—TRANSPARENT SOLUTION FOR DAMP 

WALLS (for iusido use). £o 8 

No. 8244 w.—WHITE HARD SPIRIT VARNISH for 
light wood, fancy work and tbo carved 
party of furniture where French polish 
cannot he ftp pliod ; it dries almost instantly, ^ 

and nhoald bo used in a warm place ... o 6 
No. 3246 w.—BROWN HARD SPIRIT VARNISH. 

Similar to abovo, but for use ou dark woods o 6 
No. 3240 w.—PATENT <3LAZE. Used,by brush makers, 

&c., to finish work first coated with white or 
brown hard spirit varnish or Fronoh polish o 8 
No. 8847 w.—BEST TEREBENE. A very powerful quick 
liquid dryer, useful for any kind of paint 
(except whito or very pale tinte). For the 
latter otir best patent, -dryers .should be g 

used . . o S 

No. 3348 vt.-r DITTO, finds Quality. o S ’ 

No. 3249 w.—BEST EXTRA PALE GOLD SIZE. Ex- 

ccodingly pnlo, specially adapted for gilding, g 

bronzing and all delicate Finds o£ work ... o 16 

No. 3250 w.—BEST PALE GOLD SIZE, similar to above, 

but not so palo in colour . o 

No. 3251 w.—BEST JAPAN GOLD SIZE. A very 

strong dryer for mixing with colours, giving g 

thorn increased hardnoss and brilliauoy ... o 

No. 3252 w.—BRUNSWICK BLACK, BEST. A jelblack 

varnish for gratcH and genoral ironwork. 0 

It drios very quickly ... . o ® 

No. 3253 Wr—DITTO 2nds Quality. A similar varnish, 

bnt made specially for rough outdoor work o 3 
No. 3254 w.—BERLIN BLACK, for producing a beautiful 
cggslioll gloss on best stoves and high-class 
ironwork. Ii .is also used for- picture 
frames, and cs a black ground for var- (i 

nishing over. ]t drios very rapidly ... o 8 
No, 3255 w.—FINEST BLACK JAPAN is recommended 
for use on best work, as itgi vos a deop and jet 
black lustre to wood, motal, or leather, and 
possesses great durability ... . o l * 
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V ARN I S H E S —continued. 

No 3256 w-PATENT KNOTTING OR KNOTTING 
32o6 w. f Y( rNISH Used for covering knots m 
wood, also for preserving walls from the 

effects of damp . 

No. 3257 wi—BEST FRENCH POLISH, for polishing 
furniture, dunks, Ac. ... ••• •** , 

.No. 3258 w -BEST MAPLE VARNISH. Ah R btvanush 

with beautiful lustre mUpted tor maple 

aatinwood and other light woods. It has 
good body aDd dricB very hard ... 

S-fafsrvawSn 

r^irf sSTJTt 3J t-rtZ 

*«.»«*.—BATH WHITE BBA1IBU A™y 

No. 3264 w.— DITTO, for rough and ''"'""'^Lrbrowu 
No. 3265 w. —BEST HAT POLISH, white, black or l wJo 

No. 3268 w— OLD GOLD SIZE ... •- - p " r 

No. 3267 w.-- BURNISHING GOLD SIZE ••• » 

No 3268 w.-MAT GOLD SIZE ... ** 

No. 32C9 w.— METALLING GOLD SIZE (fo 
stAinors) ... ••• 

N«>. 3270 w.—METHYLATED SPIRITS .. 

No. 3271 w.-- DITTO FINISH 

No. 3272w..--WCOD NAPHTHA ... - ” . 


For gal). 


£o 10 o 

O 8 O 


OI« O 


a o o 
o T4 o 


o iC o 


o 8 6 

o l 6 

o i (5 


o 8 o 
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WOOD STAINS AND OILS. 


NO. 3273 w.—WOOD STAINS. 


Liquid Mahogany Stain (in water or spirit) 
„ Oak 
„ Walnut 
„ Satinwood 
„ Rosewood 
>i Ebony „ (in spirit only) 

Dry Mahogany Stain 
„ Oak ,, 

,, Walnut 
i, Satinwood „ 

„ Rosewood „ 

Liquid Stains in f-pint bottles (: 

Oil Oak Stain . 


0 


por gall. 6 l 
6 / 
6 / 
7/ 

7/ . 
8 / 
61 
.61 
6 ! 
7l 
7 / 

4 1* 

jo/ 


por lb. 


por do*, 
por gall. 


No. 3274- w—OILS. 


Linsoed Oil 
Boiled Linsoed Oil 
Rofinod „ ,. 

Colza Oil . 

Rapo ,, 

Lard . 

Gallipoli Oil 
Lucca, Swoet Salad Oil 
Lubricating Oil 

Olivo Oil . 

Tuqjontino. 


por gall. 


ROCHESTER ROW. WESTMINSTER, S.W, 
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dry colours. 


No- 3275 w. 

Celestial Bluo ... 

Brunswick Bluo 
Lirno Bluo 
Blue Rnddlo „. 

Verditor . • • 

„ refiners’ 

Antwerp 

Azure . 

Chit\e S0 . 

Cobalt. 

In digo, Bengal... 

„ Madras 
Capo ... 

jrussiau . ,••• 

Cltramarinc, finest, deep or palo 
„ No. 1, .. 

No. <2, 


-BLUES. 

•T' 


per cwt. aS/ 
3^1 
a8/ 
16/ 

s S 
t 

0 / 
S°l 

t 

a/6 
*/ 
»/ 
19 
16 


No- 3276w. BROvl 

Burnle Brown, washed, palo, mid. or deep... 
English ITnibor, powdorod 
£*w Turkey Umber ... 

Burnt Turkey Umbor... 

Spanish Brown 


Chocolate . 

Oxides of Iron, all colours 

Lolcothur . 

' Burnt Oxford Ochro ... 

Browu Ochro. 

~ teens. 

Buow,, Lalro . 

Mahogany. Lake 

Raw Sienna . 

"urnt Sienna. 

*ork Brown 


per cwt. 


4 »/ 

8 

so/ 

3»/ 

9/ 
a 8/ 

16 / 

16 / 

16I 

' 6/ . 

40/ 

jo/ 

,6/ / 

>/ 

', 6 

% 
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DRY COLOURS. 

No. 3277 tv.—BLACKS. 

Powdered'Ivory Black, common . 

Lump Black, loose . . 

„ in assorted packets. 

Bine Bluck ... . . 

Frankfort Black. v.. 

Minora) Black, for mortar 

Vegetable Black, in 3J- lb. fikkins ... ... 

„ „ in 7 lb. casks. 

„ in assortod packets 
Drop Ivory Block, bast .. 


perewt. 16 / 
so/ 

„ iSl 
„ 1 3 / 

i°l 

„ »/ 

each si 6 

«l 

per lb. I 6 

„ 19 


No. 3278 w. - GllEENS. 


Bronze, pale, mid. or doop . 

... perewt. 

■w 

Brunswick, pale, mid. or deep. 

„ 

3 0l 

Viotoria, or Chrome, pale, mid. or doop 

„ 

5*1 

Albert, palo, mid. or deep 

... „ 

W 

Quaker, pale, mid. or doop . 


4 5 / 

Emerald Tint, palo, mid. or deep ... 


4 */ 

Invisible Groen ... ... • ... 

... „ 

4 »/■ 

Saxon Green ... .. . 


4» 

Vordiior, blue tint... . 

... „ 

$61 

„ yellow tint . 


$oi 

„ apple tint ... .: 


s 6 L 

Pure Groen, for carriages . 

per lb. 

tl 6 

Emerald Groon, pure ... . 



Mineral Groen .., ... ... ... ... 


ijO 

Royal Groen . 

... „ 

i 6 

Ultramarine Groen ... . 

. 

tl 


No. 3279 w.—OCHRES. 


Native Oxford Ochre 


... perewt. i°l 

„ „ burnt 


4 ol 

Italian Oehro . 


. „ 38/ 

Brown Oohro . 


. 1®/ 

French Oohro . 


. „ 9/ 

,, washed 


nl 

Spruce Oclire . 


. „ si 

Filling-up Ochre ... 


. tol 
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dry colours. 

No. 3280 w.—YELLOWS. 
Chrome, pnro. pale, mid. or deep .•• ••• 

„ No. 1, „ . 

• „ No. 2, „ . 

Oambogo ... ... ••• 

Imperial Yellow.•. 

No. 3281 w.-J’INKS. 

Blown Pink . . 

Dutch .. 

Ro»o „. 


per lb. '/j- 

,, 19 

I 6 

„ $/ 

per owt. ao/ 


per lb. »/ 
per cwb. 4 3 / 
,, • 4 1 / 


No. 3282 vr—REDS. 

Red Oxide. 

V "netian, lump or powdered ••• . 

^ivor, for marking shoop .. . 

Chalk, Rod, lamp. 

„ fingers . 

Wian Red. 

Rod Chrome 
Version Bod 

Chinese „. . 

Yandyke. 

Durby M . 

^bclsea .. 

Cyprus „ . 

^ . 

Turk «y „. 

Tuscan „ ... " ... . 

Yoriailion, genuine, deep. 

„ „ pale. . 

„ Chineso, in 12 oz. packets ... 

Yermilionctto . 

Carmine, finost . 

Carnation. 


per owt. id/ 

„ io/ 

,, to l 

„ 3«/ 

par lb. to 

„ /9 

«/3 

to 

to 

to 

„ to 

to 

.. to 
„ >/ 

to 

„ i/ 


per packet 
per lb. to 

per oz. +to 

per lb. i/d 


ROCHESTER ROW. WESTMINSTER,’ S.W. 
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DRY COLOURS. 
No. 8288 W.—LAKES. 

Drop Crimson, finest.. 

per lb. 

w 

Drop Scarlet, 

„ . *. 


1*1 

Purplo 

. 


10/ 

Green Lake, pale, mid. or deop 


if 

Maroon Lake .. 



a/ 

Victoria „ 



3/ 

Mahogany Lake 



*1 

Brown „ 



>1 

R090 „ 



»,/ 

Yellow ., 



y/6 

Carnation „ 



»/ 

Mauvo „ 



a/ 

Geranium „ 



a/ 

Violet 



3/ 

Magonta „ 



a/ 

Pinko . 

No. 8284 w. — WHITES. 

per cwt. 

56/ 

Minoral White.. 



5 a/ 

Snow Whito 



w 

Zinc Oxide 

China Clay 


'* 

8/ 

Paris White .. 



8/ 

Chalk. 



3/ 

Terra Alba 



8/ 

Whiting 

..1 . 


a / 

„ Gilder's 



4 

Krcmnits: 


per lb. 

4\ 

No. 

3206 >r.—ANTI-CORROSIVB PAINT. 

34/ 

Dry 


per cwt. 

Wo supply thiH in all colours, for which see list of colours 


Dry Whito Lead 

manufactured by uh. 

No. 3286 w.—LEADS. 

) ■ * 

por owt. 


Red Lead 
„ Orange Lead 

r prices according to tho market 


Sngar of Load... 
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COLOURS GROUND IN OIL. 


No. 3287 w. —BLACKS. 

Paint, su^er 

«iue Black . . 

Vegetable Black ... . 

^fop Ivory „ ... ••• ••• • ••• 

No. 8288 tt.—BLUBS. 
Brunswiok Blno . . 

. 

Paint, deep or pal<•. 

Chinese Blue . 

Prussian „ . . 

No. 3289 w. —BROWNS. 

®fown Paint ... . . 

•"Urple Brown, pale, mid. or dpop . 

® c RliBh limber 

^Punish Brown . 

^hocolato .. 

~*ide of Iron 
Raw Turkey Umbor 

{Jurat „ „ . 

Sienna... . 

"Qrnt „ . 

Vandyke Brown . 

ar «vvn Lake . 


^jetoria or Chrome, pale, mid. or deep 
^*bert, pnlo, mid. or doop 

Rfonro „ „ . 

J^Hnswick „ „ . 

Quaker ” „ . 

Sam,, Green ’ 

*j*merald Tint, pnlo. mid. or deep 
£ nt ''|ue, pale, niid. or deep 

£“«•» Oioon. 

., . 

Ufni 8 h Green 

^tvmanent. 

t.V'y or Marine Green 
*f>Ueral Groen 
v t>r digria . 


.. per owt. 28/ 
* 8 / 

. 5<V 

per lb. if 


per cwt. 


por lb. 


4 a/ 


*«/ 

>8/ 

1 / 

*1 


per cwt. a8/ 

„ 5«' 

„ >6/ 

., *o/ 

»o/ 

„ to / 

„ 40 / 

por lb. /6 
16 
h 
16 
*16 


per cwt. $ 6 / 

42 / 

4 »/ 
28/ 


5 6f 
34/ 

1/6 
‘ 16 
*1 

t 

a/6 

a /6 
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COLOURS GROUND IN 

No- 3291 w. — REDS. 

Venetian Red . 

Mineral „ . 

Metallic „ .... 

Oxide of Iron, pale, mid. or dnop 
Signal Red ... 

Indian Red, sapor . 

No. 3292 w,-WHITES. 

White Load, genuine \ 

„ No. 1 i 

„ ., No. 2 > prices according to the marhit.,. 

Zinc White, gonnino \ 

., No. 1 ... J 

Minorul White (nee description, page 1028) . 

Silicate White Paint . 

No. 3293 W.—YELLOWS. 

Yellow Paint . 

Chrome, jjuro, pale, mid. or deop 

” No, 2 ” ” ”! 


O I L. 

por owt. 

per lb. 


Native Oxford Ochre 
Unrut „ 

Stone Ochre 
Italian „ 

Chrome ,. 

Spraeo „ 

Brown „ 


No. 3291 w -OCHllES. 


per cwt. 
per lb. 


per owt. 


No. 3295 w.-~LEAD SHADES. 


Wo make al) Shades, for 'f 
which .sc" list of colours > 
manufactured ’aynis. ) 


3*/ 

30/ 

a8/ 

«/3 

% 

*’i 

$ 

4*/ 

*4/ 


Drub Colour 
Lead „ 

Slone „ 

Ruff 

Slate ., 

Flush! 

Mast ,, ) 

Priming,, 

No. 8290 w.—VARIOUS. 

Enamel Paint (nil tint)). 

Hath Enamel „ . 

Anti-Corrosive, Ground in oil (all tints) . 

Torbay Paint ' „ „ . 

Silicate „ ,, . 

CoH Ball Paint, an elastic, quick-drying niiiht, npccLlly 
prepared for painting golf ball', ia nelf-ojnmiag 'ins 


per cwt. i4/ 


pfer gall, 
per owL 


ROCHESTER ROW, WESTMINSTER, 


per doz. 
S.Wl 


3 ?/; 

6 / 


COLOURS, IN TURPS OR WATER. 


No. 3297w.—COLOURS GROUND TN TURPS. 


Genuine White Lead . 

... per cwt. 

41/ 

„ J5ino Whitjfe 

. 

41/ 

Brunswick Green ... ... ... ( . 


j<5/ 

Drop Ivory Black ... 

per lb. 

V 

Chrome, all.shades. 


• is 

Bronze Green 


il 

Mineral „ 


2/6 

Dutch Pink . . 


i/6 

Prussian Blue ... . 


No. 3298 W.— COLOURS GROUND 1N WATER OR PULP. 

Native Oxford Ochre 

... per owt. 

4*/ 

Vandyke Brown 


41/ 

Burnt Sionna 


84/ 

Raw „ 


sV 

Burnt Turkoy Umber 


s«/ 

Raw ,; 


4 */ 

Damp Blue... 


56! 

„ Dutch Pink . 


4 */ 

„ Rose „ 

1, 

4 */ 

„ Lake 

per lb. 

2/6 

No. 3299 rr. — PUTTY . 

Putty, genuine Lindeed Oil 

per cwt. 

«/ 

„ Red Lead 

,, 

to/ 

„ Black 

... 

to/ 

„ in bladders fer export 

... 


No. 3300 tt. —DRYERS. 

Patent Dryers, best . 

... per cwt. 

*8/ 

„ „ No. 1 . 


1 6 / 

Powdered French Wlme'Dryers, in packets 


56/ 

Aino Dryers- 


3<5/ 

Sug&r of Iioad . 


4V 

Lithargo, powdered 


18/ 

^fhite Coppero* . 


Veiebeno ... * . 

... per gall. 

«/ 
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MIXED PAINTS. 



No. 8801 w. 


ThosO paints are manufactured in all colours, of the best materials, 
and cannot bo surpassed for purity of colour, durability, and covering 
power ; thoy are prepared ready for ubo. 1 

They aro packed in patent air-tight solf-opening tins, which ian 
be openod and closed at pleasure. 


Before using shake the tin well. 



The engraving shows tho method of opening the tins. 


Tlio exact tint of oolour onclosod in each tin is painted on tho libs. 

Tho tins being perfectly air-tight when closed, tho paint can be 
preserved any length of (imp, ovon after the tin has been opened, by 
merely pressing the lid on firmly. 

In patent solf-oponing tins, 1 lb . 

„ 2 lbs. ... ... - 

3, 4, and 7 lbs. 

All colours, in bulk . 

See list of colours manufactured by us. 


per cwt. 32/ I 
30/ 1 
29/ ' 1 
28/ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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GROUND OIL COLOURS, FOR DECORATORS. 



Ik Com,APBim.» Tcbicb. 


BLUES. 


Sq. 8802 w. 

YELLOWS. 


Autwerp Blno ... 2/ 
Cobalt „ 6/ 

Chiueco „ -I 

Brunswick Blue ... 2/ 
Oleatiul Rlun i. 2/ 
Verditer ... ... 2/ 

Indigo Bine ... 8/ 
Prussian Bluo ... 2/ 
Ultramarine, pale 2/ 
„ deep 2/ 


Chrome, pale 


Orange Chrome .. 
Lemon „ 


GREENS. 

Chrome Green, pale 2/ 
„ „ mid. 3/ 

„ „ deep 2/ 

Emerald Green ... 2/ 

Bronte Groon, palo 2/ 
„ „ mid 2/ 

>, .■ deop 2/ 

Quaker Groon ... 2/ 

Olive Green ... 2/ 


REDS. 

Indian lied 

Light . 

Venetian lied ... 
Vermilion, palo ... 
„ deep... 

browns. 

Burnt Sienna 
Baw 

Burnt Umber ... 
Baw „ 
Vondyko.Brown... 
Forple Brown ... 


1/0 

1/6 

1/6 


OCHRES. 

Brown Ochre ... 
Italian „ 

Oxford „ 

Yellow „ 


Crle 


LAKES, 

non Lako . 


Madder 

Scarlet 

Yellow 

Brown 

Rose 

Maroon 


, ■ 7/6 

■ 12/ 


7/0 

7/0 

7/6 


PINKS. 
Bono Pink 
Dutch „ 

Brown „ 


WHITES. 
Kromnita White... 
lOrnke , 

) Permanent , 

1/6 Zino . 

1/6 

l/(i! BLACKS. 
l/e(Blue Black 
1/0 Lamp „ , ... 1/0 

1/0j Drop Ivory Black 1/6 


1/6 

1/8 

'1/6 

1/6 


1/6 


if Lead 


1/6 Dryurx... 


1/6 


llieao Colour* ore prepared r.ud ground with 
the utmo«t care, aud particular attention ia 
given in tho manufacture that tho quality aud 
Ouenefn shall bo tlio host that can ho prodnood. 
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SPECIALTIES. 

No. 3303 w. 


MINERAL WHITE. 

Ground la Oil (or Dry).por cwt. 32/ 

This White is a paint uunHcrable either by atmospheric 
influences or sulphuretted hydrogen gas. Tho latter destroys tho 
colour of White Lead and the great majority of paints. It will 
stand oxtromo cold or tropical boat, will not crack, blister or 
corrode, and is practically imperishable. It. in therefore invaluable 
for hot-honacs and vinorioa, and is also specially adapted for uso in 
the colonies, and in tho seaport towns ; for lighthouse*, Ac., Ac.; it is 
also'highly recommended for wash* lands, and any work which comes 
in coutaot with hot water. Wo first, manufactured this Mineral 
White in 1880 for tho Oudo and Rohilkund Railway Company, to 
withstand tho tropical heat of India, which it did effectually, since 
which time wo have supplied it in large quautitioa to India and other 
colonies, tho principal vinery and hot-houso districts, and the 
principal seaport towns iVi England, where it has never failed to 
withstand tho action of the sun aud sou air combined’ which it has 
been proved White Load will not stand. 

Eor tho colonies and abroad we supply it in tho dry state, finding 
same to be most advantageous, as, boing a line powder, it is extremely 
easy to work up without tho use of a grinding machine. For tho 
homo districts we supply it ground in oil, so that it can bo used by 
mixing exactly in tho same way us White Lead. 

It is a very pure white, works easy, drys very hard, and keeps its 
gloss much better than White Leud, and if tested weight for woight 
it will bo found to be cheaper. 

For cement or 3tucco paint we find ono pint of Copal aclded to 
every twenty pounds will give it a better covering body, and make it 
rerj much more glossy. 

It also possesses an ad vantage in not boing injurious to the painter. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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SPECIAL TIES- — continued .. 


No. 3304 w.—GROUND MINERAL RED. 

Por cwt. . 28/ 

No. 3305 w.— GROUND ANTIQUE GREEN. 

Per cwt, .. . 34/ 

These paints are specially -made for prosenring metallic 
surfaces from oxidation or rust. Thoy are specially suitable for 
painting bridges, girders, machinery, and iron constructions 
generally. 

For Ground Mineral Red, j-cd lead must bo used as a dryer. It 
should bo mixed with boiled oil; turpentiuo on no account being 
used. 

The Antique Green is an oxide very similar to bronze green, an 
is well adapted lor painting scats, railings, Ac., exposed in seaport 
towns. Brunswick and bright greens will not stand exposure to tho 
sea air. 

No. 3306wv — GENUINE PAINTERS’ SUGAR SOAP. 

Fur washing painted and varnished work without injury, and 

without danger of work not drying over it ... por cwt. 21/ 


No. 3307 w.-LYONITE, 

(OHIGINALLY CALLEJJ STKAUO-KATKSTUION), 

Supplies a want which has long existed for a means of readily 
rornoving the deposit of fatty-matter, Ac., which forms in leaden 
waste pipes, without injury to tho pipes or fittings. It lias m smell, 
and is in itself a deodoriser, thus no nuisance arises in its use. 

It attacks and dissolves obstructions caused by grease, soapsuds, 
hair, woollen material, Ac., thus enabling pipes to be cleared without 
cutting, and has no effect npon any metal. 

We supply it in kegs of 28-lbs. accompanied by full directions for usw, 
price 15/ each. As every pound makes a gallon of strong solution 
it i.s very inexpensive. Smaller kogs for trial (about 8-ILs.) are 
supplied at 5/ each. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 


PAINT REMOVER. 


No. 3308 w. 

Remo .'em perfectly old paint, varnish from wood, iron and stone, old 
wall papers, and rust frOm iron. 

Instructions.— Stir well for at least fivo minutes until the whole 
becomes of tho consistency of ordinary paint, then apply thickly on the 
work to be cleaned. A. brush may bo used, or it is bettor laid on with 
a palotto knife. 

Caro must be takou to cover tho surface well, and so that tho old 
paint, cannot bo seen through the Remover; allow it to remain from 
15 to-00 minutes, and'when the paint becomes soft it can bo scraped or 
wiped off; tho work will now bo quite clean and ready for tho now 
paint without washing or any other prop&vation. 

When tho paint to bo removed is exposod to,tho sun, it is hotter to 
damp with water boforo applying the “ Remover." For removing wall 
paper, grease, «3ko., a tlnn coat is quite sufficient. 

In exceptional cases, when the paint is very thick, a second coat may 
be roquirod, but tho above instructions are all that are necessary for 


■ordinary work. 





In Tins (included). 


2 lb. 

1/ oa. 

30 lb. 

... 15/ e 

5 lb. 

... 2/6 „ 

40 „ ... 

... 20/ , 

10 lb. 

. - - v „ 

56 „ . 

... 25/ , 

201b. . 

... 10/ „ 

112. 

... 40/ , 
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CONCENTRATED SIZE. 


$ 


A dry powder, in a very concentrated state, which can bo uBod for 
all purposes to which ordinary sizo is applied ; with tho advantage that 
it will keop any length of time in a dry place. 

Directions for Use.—- Put tho requisite quantity of concentrated sizo 
in a vessel and thoroughly damp it with cold wator, taking oaro not to 
use any more cold wator than is necessary. Then pour in the boiling 
water, stirring all the lime, and until the whole is dissolved. It is then 
ready for uso. Put 1 lb. packet size to 5 quarts water. 


In 1 lb. packots . 

In bulk ... 

In 1 lb.-packets, 2nd quality .. 
In bulk. 


Coignot’s Fronob Modal 
,, Gold medal... 
Palo Nottingham 
Thin pale Nottingham 

Scotch . 

Gox’s Scotch- . 

Town ... 

Eussiau... 

German..,- . 

Gigodot’s Froneh 
English Spotoh gluo ... 
Golatiuoo in 1 lb. packets 


No. 3310 w.-GLUES. 


-Arabic. 

Asplmltum 

-Benzoin.. 

Gamboge 
Sarnlrao... 
Shellac., Orange 
>i Garnet 
„ Whito... 
G&mphor 


per owt. 


per owt. 


No. 3311 w.—GUMS. 


68 / 

62/ 

8f 


.9-g 
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T. & W. FARMILOE, 


GILDING AND BRONZING. 


No. 3312w.—GOLD LEAF. 

3} 

3? 

English, deep . per ] ,000 leaves 

50/ 

52/ 

„ pale . ... „ • , 

42/ 

44/ 

Foreign, deep ... . „ „ 

42/ 

45/ 

„ pale .. ,, „ 

38/ 

— 

Transfer Gold Leaf, English ... .... ,, 

52/ 

54/ 

„ Foroigr/ . „ 

44/ 

46/ 

Silver Leaf, 4j x 4i[ 

por book 

.1/3 

Gold, Lacquer, pale, deop and greeu. 

per gall. 

8/ 

Bronzes (colours, gold, silvor or copper) 

per pkt. 

1/ 

No. 3313w. -CHEMICALS. 

Acid, Sulphuric (oil of vitriol) . 

per lb. 

— 

„ Nitric (aquafortis) . . 

„ 

— 

,, Muriatic (spirits of milts) .. 


— 

„ Oxalic . 

„ 

— 

„ ®‘PP«"fr. 

r 

— 

Alum, lump ... ... . 

per cwt. 

9/ 

„ powdered... 

n 

12/ 

Copperas, groen. . . 


5/ 

„ white ... 


14/ 

Chloride of lime... 


14/ 

„ above 5 owt. 


12/ 

Saltpotro. 


40/ 

Sulphur roll . 


12/ 

„ dour 


16/ 

Soda, crystal . 


5/ 

„ silicate. 


12/ 

caustic ... ... ... . 

„ 

18/ 

Ammonia, liquid. 

per lb. 

P 

„ carbonato 

,, 

/» 

Potash . 

per cwt. 

36/ 

Pearl ash. 

.. 

60/ 

Sal ammoniac, lump 

ptr lb. 

n 

„ crushed ... 

1, 

/8 

Bora* 


/5 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No.33Hw.-SU N D R I ES. 


Beeswax . 


per lb. 

2/ 

Blackload, looso. 


. . per cwt. 

.18/ 

„ in packets 



20/ 

Charcoal . 



14/ 

Coal Tar ... 


... per gall. 

/* 

Cart Groaso . 


per cwt. 

8/6 

Cotton Waste, white 



— 

„ coloured ... 



— 

Drngon’B Blood, powdci'od . . 


per lb. 

2/6 

Uinery', 90 and 120 hole ... 


per cwt. 

28/ 

„ Flonr . 


... 

18/ 

.„ Cloth . 


... per ream 

26/ 

„ Paper . . 


... 

22/ 

Crouch Chalk, powdorcd . 


por cwt. 

16/ 

Filling-up Powder, patent 


... 

12/ 

Glass Paper . 


... per ream 

16/ 

Cloth . 


„ 

24/ 

ilauganese, Black Ox ido 


.. por cwt. 

14/ 

p Bch, Coal 


„ 

4/6 

u British, in bulk ... 


... 

8/ 

i. ., in l ib. and 2 lb. boxes... 



12/ 

• „ in 4 lb. boxes ... 


„ 

11/ 

» „ in 7 lb. „ 


. 

10/ 

„ in 14 lb. ,, 


i, 

»/ 

>. Swedish, in bulk. 


„ 

9/ 

>• „ in 1 lb. and 2 lb. boxes 


... 

13/ 

» „ in 4 lb. boxes ... 


... ■ „ 

12/ 

>. „ in 7 lb. „ . 


... 

11/ 

» „ in 14 lb. „ ... 



10/ 

ROCHESTER ROW, WESTMINSTER. S.W. 
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S U N D R I E S— continued. 


No. 3814 w. 

Pumice Stone, picked . 


per owt. 

5*8/ 

„ „ powdered . 


„ 

20/ 

Patty Powder, host . 


per lb. 

1/ 

Petroleum. 


per gall. 

- 

Piaster of Paris, in balk. 


por cwt. 

4/ 

„ „ in 7 lb. bags. 



4/6 

Railway Grease, yellow. 


» 

24/ 

Resin, amber . 


- 

8/6 

„ pale ... ... ... .» •. 


n 

15/ 

Rotten Stone, lump, Welsh, in 7 lb. bag*. 


•» . 

14/ 

»» » powdored, in 2, 4, 8 and 16 oz. packets 


20/ 

Soft Soap. 


per firkin 

11/. 

Sizo, .. 


por pwt. 

16/ 

„ donblo . 

. 

por firkin 

2/ 

Sponges ... ..- . 


see pago 
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Sponge Clotlw . 


H 

1090 

Silver Sand . 


per buahol 

2/ 

Stockholm Tar, in barrels . 


each 

26/ 

„ „ in half-barrels . 


... 

15/ 

Tarpaulin Dressing . 


-per gollot 

L V 

Wash Leathers v . . 


see page 
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DISINFECTANTS. 

“ S A3S T I T AS" PREPARATIONS. 

No. 8315 W. — " 8ANITAS ” DISINFECTING FLUID.; 

Iu Bottle#. i Gall V 

1/ 8/ 6/ «»• 

No. 8816 W. — " SANITAS " DISINFECTING Oil,. 

In Bultlos. Large Bottle#. i Gall. 1 Gnl>. 

j/ . 4/ 8/ 15/ “»• 

No. 8817 W.—" 3ANITAS " DISINFECTING EMULSION. 

In Bottle#. 1 GaU. 1 G* 11 - 

1/ 0/6 115/ «“• 

Bottle# are charged-i gall#., 0d. «.i 1 gall, and oi-ward#. Od. .per gall. 
Smalter bottlo# Included In abo»e prison. 

No. 3518 W.— SANIT AS " DISINFECTING POWDER. 

In tin#. - 8A * atl 1/ "»• 

In oo#ko.1 OWL, 5 /1 i owt., 8/0 „ 

In bulk. 1 . 16 / P« r 

Including oa«V# or bags. 


JETKS' SANITARY. COMPOUNDS 
No. SSIOiy.-JHTKS’ FLUID. 

In boxe# containing 8 do*, inmil »ixs (3d. *i*o 
i ... m Ifld. .. 


largo 


In 1-pint tin# ... 

In 1 pint tin bottlo# 

In 1-quart bottles 
In 1-gall, iron drum# 

In 1 „ „ . w » ; 

\li : - t :v 8 # : :: 

In 10 „ „ . (56/ „ ) ... • 

Bottle# and drum# includod. 


, (Cd. 

(1/ ) 
(0d. „ ) 
d/6 ,, ) 
(2/3 „ 
(3/6 „ ) 

(fit ‘ 


—mxo c 
h u»all Hire 
in packet#, lnrgc ni 
„ small 
In t-ewt. casks 
B 1 „ 

In I 

In 2 H 

In 2 „ baca 
Ul ^ 


No. 8820 w.—JETKS’ SANITARY POWDER. 
In bo*## containing 1, 2, or 8 do*en. 

/!/ «ixe) 

(6d. ) 

■M. ,. ) 


10/6 ,, 

0/ tiox. 
16/ 

28/3 „ 
3/6 ea. 
6/ 

11/6 „ 

28'6. .. 
66/ ., 


10/6 dos. 
6 / .. 
24/ crons. 

1 
18/6 
26/ „ 


ROCHESTER ROW, WESTMINSTER, f-W 
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DISINFEC T A N T S — continued. 

No. 33UX w. — JKYKS' FLUID IN SQUARE TINS. 
Tins fitted with bra** nozzles and cape. 


» containing 12 -1 gall. tin* 
0 I 
24 j 


in eaoh case of 12, soyoral noszlos are *ont to sorow i 
pouring out. 


3b/ 

18/ 

I, to provent spilling when 


No. 0322 w.—CARBOLIC DISINFECTING POWDER. 


Itf Bags on Gaik*. 

Form 0.,1’iok disinfeoiing powder . 

1. Pink, contains 5 por cunt. of No. <5 curbolio sold 


4. Uroy, „ 
6. White, „ 


8. Whlto (unitary pine disinfeoting powder 
Form* 0 and 1 in 6 owt. casks and upwards ; the rest in 1 owt. cask*. 


6/9 pc 
0/tl 
8/6 
10 / 

8/8 

12/8 

0/ 

14/ 


No. 8821 tv. —CARBOLIC DISINFECTING POWDER (Packed) 

1’ink, in 4 lb. (nvoragio) paokots ... 
it 1 lb. „ „ 

„ largo decorated tin dredge: 


White, 15 por I 


» . „ about doable mso 

nt. 4 lb. decorated tin dredgers 

1 lb. 


Sanitary Pint,^ U>. (aversga) packets ... 

» largo decorated tin drodgers 


about double site 


6/0 A 8/ pergro«H 
12/ A 16/ 

4/ por do*. 

8/ „ 

v ;; 

::: «■ : 

1</ 

8/ por gross 

... 16/ „ 

... 0/ por dor.. 


). Kiti rr.—CARBOLIC ACIDS, FLUIDS, 

Fob Disi.vrxcriNn Us*. 

4 quality, in liquid or orystals . 

5 ,. strong, liquid ... 


a orimaon fluid, similar to Condy'a 
a pink soluble carbolic fluid 
a milk white,fluid, for using in bath 
sanitary piuo disinfooting Ouid 


&c. (In Bulk.) 


3/6 

3/ 

5/8 


ROCHESTER ROW, WESTMINSTER, S.V 


T. & W. FARMILOE, 

DISINFECTANT S— continued. 
No. 8325 it.— -CARBOLIC ACID FLUIDS. 


. White liquid . 12/ 

i. Sherry colour . 8/ 

!. Uruwd „ ... •. 4/ 

(Heck . 3/0 

I. Crimson, similur to Condy's 41 
». Pink soluble carbolic fluid 4/ 

I. Milky white soluble fluid... 4/ 

. Sanitary pinodisinfrotant fluid8/ 
Bottles and 


18/ 

Ul 

»/ 


4 


- 0/ 

8/ 15/ 

8/ 16/ 

8/ 15/ 

12/ 34/ 


4 

1 

2 gall*. 

42/ 

72/ 

144/ dec. 

27/ 

48/ 

96/ „ 

18/8 

33/6 

M/S ,. 

lfi/fl 

32/ 

00/ 

27/ 

48/ 

w/ 

27/ 

«/ 

90/ „ 

27/ 

48/ 

90/ ,. 

42/ 

72/ 

44/ 

.TIO 

NS. 



No. 382GW. - "CARBON 1TAS" POWDER. 

Thia powder is a special preparation of vogetaWb oharooal (finely granalatad), 
tntiroly free from lino dust, and largely impregnated with pure oarbolio acid The 
B'wut absorbing properties of Vogctable Oharooal renders it invaluable for disinfecting 
Purpoaot 

Iu tins . 0/ and 12/ per dosen. 

No. 3827tV OARBONITAR ” EUCALYPTUS TABLETS. 

,, Theso tablets consist of a solid block of vegetable charcoal and enoalyptns. 
blended with •'Carbonitaa” oil. The odour of these tablets is both pleasant and 
*8reeable, and an a dieinfoctant and deodoriser is unrivalled. 

Tablet in oaso to bang np with bottle of extract ••• 3/0 saoh. 

No. 3828rr.—“CARBON1TAS" SANITARY FLUID. 

To bo mixed with cold water. 

6/ por gall* 5 galla. nod over, 4/6 por g*U. 


No. 8829 w.—PERMAN GAN ATE OF POTASH. 

2/ por lb. 


24'b.o 
34 1 b. 

24 lb. 

. f* lb. 

50 lb. 

«0 lb. 

“0 lb. 

u ££•“<“•> 


No. 8380 w.—CHLORIDE OF LIME. 

lining 24 1 lb. packets 
48 * ib. „ 

96 i lb. 

1 lb., 4 lb., aDd 4 lb. paoketa 
60 1-lb. paokots 
100 4-lb. 

200 4-lb. 


18/per 
14/ , 

% : 
*{ : 

su 

14/ per o 

12/ •. 
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PAINTERS’ BRUSHES. 

BOUND GROUND BRUSHES. 


'No. 8881 w. 

v , Non. 8-0 0-0 t-0 3 0 2-0 1-0 1 2 3 4 

No. 38.il w — Grey middle*, do*., 42/ 37/ 35/ 3i/ 26/ 22/6 20 ' 17/ 15 ' 12 / 

No «Mf« — «I.aU.i»i„ 42/ 87/ 35/ 81/ 26/ 22,0 18/ 18/ 14/ 11^ 


N'n. 8882 w. - Black brimle* 
No. 8888 W.— Lily 


63/ 40/ 45/ 41/ 06/ 32/ 26/ 24/ 21/ 

HAMILTON'S TATENT GROUND BRUSHES. 


No. 8884 H 
Noe. 8-0 6-0 4-0 3 0 2 0 1-0 1 

No. 3334 tr.— Grey uiiddlo*, dot., 60/ 61/ 56/ 40 38/ 31 26/ 

No. 8885 it. — Tllnclc brUtlrs „ 64/ 60/ 55 / 43 / 37 / 33 ... 

No. 888 C w.—Lily „ ,. 76/ 03/ 63/ 54 / 42/ 38/ — ■ 

Bright ooldered copper wire binding*, 3 / per do*. e*tr*. 
For n*o in naphtha, v.\rni*h or paint. 


OVAL GROUND BRUSHES. 


No. 3387 Av. —Orey middle* 
No. 333S\v.— Black hristlee 
No. 38817 m .- Lily 


No*, b-0 
dor.. 42/ 
.. 42 / 

„ 03/ 


37/ 36/ 31/ 


22/6 

32, 


HAMILTON'S PATENT OVAL GROUND BRUSHES. 


No. 3340 1 *. 


No. 3340 tr -Crey middle* 

«0. 3341 w.—liliu-k Uri«llcK 
No. 3342 w.-l.fly 

Bright *oldrred coppi 
For use in n 


6-0 


3-0 

61/ 


63/ 58/ 

„ 00 / 62/ 67/ 

78/ 70/ 65/ 60/ 

■ wire binding* 3/ per dor. exln 
iplitlin, vnrnieh or paint. 


ROCHESTER ROW. WESTMINSTER, S.W. 
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PAINTERS’ BRUSHES. 

COPPER BOUND OVAL GROUND BRUSHES. 



No. 3343 w. 


No. 8848 TV.— Groy middle*... 
No. 8844 iv.—Black bri*tloH 

No. 3346 m.—L ily brhulo* ... 


No*. 8 0 0.0 4-0 8-0 

dor. 42/ 37/ 35/ 31/ 

„ 42 ! 37, 86 / 3}/ 

53/ 40/ 45/ 41/ 


2-0 10 
■26/ 22/8 
28/ 22/6 

36/ 82/ 


THE "SPECIAL” SMALL ONE-KNOT GROUND BRUSHES. 
No. mo W.—Lily hrietlo* . do1 ' 13/0 llS 

hi— “«"* lh ” •*”* a - 

HAMILTON'S COPPER BOUND OVAL GROUND BRUSH1S. 

The wiro .ecured with patent fa.tenlng*. 




No. 3348 w. 



Length of brbtlo* 54 In. 


No. 8849 W.—Yollow middle* „ 

No. 8350 iv. —Black brLtlo*. 

No. 8861 w.—Grey middle*... ,1 
No. 8852 vr.— „ 6in.bri»tlc» „ 


— 60/ - 64/ 59/ 


— 66/ — 

• 70/ 67 ! 64/ 
102/ 90/ — 


81/ 66/ 
62/ 67/ 
84/ 78/ 


HAMILTON’S PATENT FLAT CfVAL GROUND BRUSHES. 


No. 3353 w. 

Noe. 8-0 84) 4-0 8.0 

•jo. 8853 W.-Lily bri.tlo..do*. 78/ 70/ W W 

Jb. 8S54 TV.— Yellow middle* ... » 70/ ® '. M ', j,w 

No. 8866 W.-Grey middle. .... W«* ^ 

Bright loldored copper wire binding. 8/ per do*, extra. 
For ux< in naphtha, v»rni«h or paint. 


40/ 

87/ 

36/ 
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PAINTERS' BRUSHES. 


HAMILTON'S COPPER-OAPPED GROUND BRUSHES. 



COPPER CUP*R0UND GROUND BRU81IES. 



» M »•« * 0 3-0 2-0 1-0 I 

°' “/ -W ■»+/ »»/ 30/ 20/ 20/per do*. 

»0. 33*8 TV.-Lily bristles ... 60/ 60, 40/ 42/ 38/ 20/ 26/ 


COPPER CUP OVAL GROUND BRUSHES. 



v 0, W — 0t ^r middled 64/ 49/ 46/ 41/ 82' 30/ 28/nor dm 

>0. 8800 TV.-Lily briatloH 68/ 62/ 48/ 44/ 38/ 36/ Ill; P 


FLAT PArNT BRUSHES, EXTRA EXtRA. 



EXTRA EXTRA PAINT BRUSHES, OHISELLED EDGE. 
All grey or all black bristles. Hair all through. 


V. No «- 3-0 <1-0 4-0 3-0 2-0 

Ao. 8862 tt. _„_ - 4SI 44/ 40/ 32/ 27/per do*. 


ROCHESTER ROW. WESTMINSTER, S.W. 


T. & w. FARMILOE, 
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PAINTERS’ B R U S H E 

FITTED WITH OATES' PATENT SUSPENDERS. 


1. Thoy hang on the paint 
kottle and keep the briatlea 
perfectly straight when hot in 


2. Brushes aro thus- pro- 
vonlud from slipping over- 
head in paint. 

3. Brushes will not roll oil 


WRIGHT’S PATENT GROUND BRUSHES. 

iN»*araocTi»t« cOfpm hand. 


Roundban'ds . 

No. 3861 tt. - Grey midilloa ... 

"0. 8884 W.-Lily bristles 

No. 33(15 tv. 

Oval bauds • 

No. 8365 w.—Gror middles ... 

*0. 88CGtv.— Lily bristles ... 


8-0 6-0 , „ .- . 

•37/ fl:j 66/ 47/ 38/ 34/ do*. 

77/ 07/ 63/ 54/ 


O-U 0-0 4-0 30 2 0 ’"O 

00/ 62/ 57/ 49/ 40/ 30/ do*. 

79/ 69/ 86/ 60/ 44/ - .. 


ORDINARY GROUND BRUSHES. 

SOUND, STRING HOUND OK JSSTAD 


No. 8367 TT.—Grey middles... 
No..8888 tt.—L ily bristles ... 
No. 8809 w.-Oval ditto 



SO 60 4- 

67/ 60/ 65/ 47/ 

77/ 67/ 68/ 64/ 

2/ per do*, extra. 


ONE KNOT OVAL GROUND BRUSHES. 


No. 8870 tv. 


v Length of hair 

Ao. 8370 tt.—G ray middles 
No. 8371 tv.—L ily bristles 


8-Ox 6-Ox 40 3-0 2_0 10 

&; 6 6 43 44 44 in. 

78 63 r 58 i 49/ 40/ 36/ do*. 

81 70/. 66/ 56/ 43/ 80/ .. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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No*. 8-0 0-0 

4-0 

4x-0 

4-0 

8-0 

2-0 

Doz.... 

. 70/ 70/ 

62/ 

86/ 

62/ 

48/ 

39/ 


No*. 1 2 

3 

4 

6 

6 

7 

Doz.... 

. 33/ 29/' 

21/ 

18/ 

10/ 

14/ 

11/ 


DUSTERS. (Coppkb Oor.) 



T. & w. FARMILOE, 
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dusting brushes. 

GLAZIERS’ SQUARE SET DUSTERS. 


No. 387# w. 


22/ per doz. 

Hamilton's ... ••• . 

GLAZIERS’ ROUND SET DUSTERS. 



ROUND SET DUSTERS 

POLISHED HASW.E8, SLACK BKISTI.KS. 


No. 3878 w. 


40 j 46/ per doz. 

Hamilton’s 


No. 8879 w. 


«».., k i h k sr. te 

3380 16 / 19 / ____ 

ROCHESTER ROW, WESTMINSTER. S.W. 
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B R U S H E S. 

COPPER BOUND GROUND DISTEMPER BRUSHES. 



No. 8881 n. 

Extra Quality. 12 II 10 p 8 

No. 8381 w.~Groy middles, do*. 124/ 110/ 106/ 00/ 00/ 

No. 3882 tv. — Black bristles „ 122/ 114/ 104/ 94/ 88/ 

Mbihom Quality: 

No 3888 TT. — Groy middlos „ 06/ 00/ 84/ 77/ • _ 

Ungrotind, 2/ por do?:, less. 

COPPER BOUND GROUND DISTEMPER BRUSHES. 
Mixicn Hair. 

10 “ 

No. 8884 w.—All black ... . do*. 44/ ; 

No. 8888 it. — G rey middlen. 44/ 


86/ 

86/ 


No. 8888W.— COPPER BAND GROUND DISTEMPER BUUSHES. 

XX XXX 

Dor. 109/ lie/ 

HAMILTON’S PATENT COPPER BAND GROUND DISTEMPER BRUSUK8. 



m- 6 In. Brittle*. 

The patent (Ut band Distemper Bru»ho* are a groat improvement on those tiod 
with wire. 1 bo bristles are fastened to on ordinary distemper brush handle by * 
copper baud ^rmly nailed thereto with two row* of nails. 

HAMILTON’S COPPER BOUND GROUND DISTEMPER BRUSHES. 
Okuinaby Pattern. 

in- 8 in. K| in. bristles. 

--"N -*-— - , -——, 

„ , !2 18 11 10 9 8 8 7 So*. 

151/ 149 f ia7 > UR / lU f 103 -' »/ »/ 

No. 8.183 W. — Black briotlo* „ — 143/ 182/ 121/ 110/ 98/ - — 


ROCHESTER ROW, WESTMINSTER, S.W. 
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BRUSHC S. 

COPPER BOUND FIBRE DISTEMPER. FOR LIME. 


5 07 .. 
6/8 doz. 


COPPER BOUND WASHING DOWN BRUSHES. 



Lcnpfth of Bristles 
3391 vr—Dozen 


8J or.. XXX. 

... 54/6 58/ 

8 oz. 7-oz. 

^0. 3892 w— Hamilton’s Ditto ... 81/ 72/ 


No. 3893 w. COMMON WASHING DOWN BRUSHES. 


HAMILTON'S KALSOMINK BRUSHES—Bright Brass Cases. 





3394 vr. — Lily . 

*<>. 3395 w.—O.K. Yollow... 


134 / 

120/ 


8396* —HAMILTON’S- ALABAST1NE BRUSHES, Stiff 6 i: 
. yellow bristles, bright brass 1ftn<rm . hai 


ROCHESTER ROW, WESTMINSTER. S.W. 
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BRUSHES. 


THREE OR FOUR-KNOT COPPER BOUND STOCK OR 
PLASTERERS’ BRUSHES. 


NAILED 


10 

No. 3309 w.88/3 

No. 3400w.-lUHir.To.NN — 

Si-iKcn Extra Stunt 

0 8 

No. 8401 W.-Black bri»tIo». 84/ 85/6 

No, 8402 w.-H auuton's . 103/ 92/ 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. 


W. FARMILOE, 
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No. 3403 tv. 


No. S403w.-S« wl.it. iUei dM ™ 

No JUMw.—Hkinttos’s, " u */ ' 

No'. 3405 W.-Groy or black bristle* . ,, 3 2 

n«. W 8?/3 «• •* ** 86/3 27,9 19/3 W 

"/ « ^ W 18,0 '° /li 



No. 3407 w. ... - 1 d6z 'off 87/ 
No. 3408 w.— Hamilton b „ 98/ »'/ 


57/9 42/9 

77/ 56/ 


5 

35/3 

46/ 


4o*. 

27/9 

38/ 



HAMILTON’S 


WEATHER BOARD BRUSHES. 


No. 3409* 
lily bristles, 5 in. bristle^ 




41 4i- 4 3i in. 

™ * % s 


ROCHESTER ROW. WESTMINSTER. S.W. 
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SASH TOOLS. (Lily Bristles;) 


No. .'till iv. 

a . 4 S « 7 8 1) 10 12 14 15 

■1/ 6/ fi/ 7/(1 11/ 13/0 .15/0' 20/ 27/ .15/0 (U/0 

No. 8412w.—HAMILTON’S SASH TOOLS. 

0 J, 2 3 4 6 0 7 8 (I 10 12 U 10 

I)i». 2/0 .1/ 3/0 5/ 0/ 0/ J2/ 10/ 20/ 25/ 83/ 10/ 57/ 07/ 

HAMILTON'S PATENT COPPER-BOUND SASH TOOLS. 

U| y ^*~*~* *»■■*’ .In-lulus. 


No. 8418 tv. 

No«. 3,4 5 6 7 8 9 10 12 14 U5 

Do *- 0/ 7/- 0/ 12/ 16/ 20/ 25/ 33/ 40/ 55/ (15/ 

SASH TOOLS FITTED WITH OATES' PATENT SUSPENDERS. 


No. 8414 IV. Nos. 8, l»/ : 0, 23/; 10, 20/; 12, 35/, H, 43 / do *. 

W1HG IIT’S I NUBSTBUCTl U LE 

PATENT COPPER BAND'SaSH TOOLS. 


No. 3415 tv. 

Not, l 5 0 7 8 $ 10 12 

- 6/(1 K 10/0 14/ 18/ 22/ 28/ 34/ do*. 

No. 8410 tv. Ovnl 0/(1 8/(1 11/ 14/0 18/0 22/0 28/0 85/ „ 

non. 8 to 12, filled with Oaten' pa Lout Sufipooder*, 1/ dot. extra. 

TAR SHAPE TOOL. 


SIDE SOCKET TOOL. 


do*. 9/ 12/ 16/ 




No. 8418 tv. 

1W 

No. 8418v*. ... doz. 7/ 9/ 11/ 


These tools hnvo been specially designed for pniul.ing between girders, mouldings, 
and othor place* where it is difficult to got with nn ordinary sash tool. 

BEST GERMAN TOOLS. 


No. 8419 w. 

No*. I 2 3 4 6 II 7 8 I) 10 11 12 18 14 16 16 17 is in 20 
‘ '.I 1 V-' •■■■ • 4 .. H/3 13;:i 16/ 17/ 18/9 22,621,0 28/3 83/9 

ROCHESTER ROW. WESTMINSTER, S.W. 
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BRUSHES. 

FLAT VARNISH BRUSHES. 

•' Kslra K.ztru " or '* Ainoricau" pattern. 



no, % % 4% ^ 3? 38/0 A 33/0 1 4 8/ U/9 13/0 


Oval bevelled varnish brushes. 

Lav BRiHTta*. 



HAMILTON’S PATENT OVAL BEVELLED 
VARNISH BRUSHES. 



3I« « 

ONE-KNOT COPPER BOUND OVAL BEVELLED 
VARNISH BRUSHES. 


Ljiy Bais-n.es. 



No. 3428 w. 

4 8/ 3^> 35/8 32/ 

ROCHESTER ROW, WESTMINSTER, S.W. 
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BRUSHES. 

OVAL BEVELLED VAHNI8H BRUSHES. 

PtTT*I> WITH OATM’ PaTKNT SuaPKN DKR8. 


Wo. 84*4 TT. 

0/0 4/0 8/0 2/0 

brietloii ... do*. 70/ 00/ 46/ 60/ 

PATENT INDESTRUCTIBLE OVAL COPPER, NARROW BAND. 

Oaifl*’ 
SuRpoodon. 

Wo. 8425 if. 

Polished handlcu . 0/0 4/0 3/0 2/0 

Lily bristloH, Bevelled ... do*. 78/ 68/ 00/ 63/ 40/ 

PATENT INDESTRUCTIBLE NICKEL-PLATED OVAL. 

Hovellucl edges, Ebonizod handles. 

with fc ; Swuxmdors. 



No. 8*20 tv. 

54/ 66/ 

40/ 69/ 

WRIGHT’S PATKNT INDE3TRUCTIBLK NICKEL-PLATED OVAL VARNISH 
SASH TOOLS. 

Bevelled origan, ovaI hundlo*. 

w j t ), j555SI5SIi5S!5a>* l,,w Suepondore. 

No. 8427 w 


8 0 10 . 

... 9/6 11/6 14/6 17/6 21/ 26/ 81/ 

ROUND VARNISH BRUSHES, IRON TDBE8. 

(Foreign make.) 


13 


_— No. 8428 it. 

N0# ' Do*. 8/ 3?0 5/0 7/6 0/6 11*8 16/ 18% 22/6 30/ 87/0 jg 

Bevelled,,4/6 6/0 7/0 0/0 11/3 18/8 17/ 22/6 28/8 88/0 45/ 80/ 

HAMILTON'S PATENT WIRE-TIED ROUND VARNISH BRUSHES. 

No. 3420 vr- 


9/ 12/ 10/ 21/ 27/- 36/ 


ROCHESTER ROW. WESTMINSTER, S.W. 


W. FARMILOE. 


BRUSHES. 

HAMILTON’S PATENT WIRE-TIED VARNISH TOOLS. 


Hozcn... 


:! 0 5/ 0/ 7/ 0/ 11/ 14/ 18/ 24/ 

HAMILTON'S OVAL LILY BEVELLED VARNISH BRUSH. 


WIRE BOUND TOOL, BEVELLED. 
Vurnlnh or Paint. (Foreign make.) 



No. 8482 ty. 


. -.8 7 8 9 10 11 12 

DoIm/9 4/0 6/9 7/6 0/6 13/3 18/0 20/3 33/0 46/ 


SASH CUTTING TOOLS, IN TIN. 



S..: ■« ’ Ai 


THE PARAGON PATENT MKTAl# BRUSH BRIDLES. 



ROCHESTER ROW, WESTMINSTER, S.W. 
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DICKSON’S PATENT ZINC PAINT BRUSH 
BRIDLES. 


PATENT BRIDLE. 



No. 3435 w. 

Iho advantages claimed aro.- They can easily bo seowwd and mad on ao/ 
inaks of brush aud do not cripplu the bristles, which in so often done whon bridlin' 
wjtb airing or wire. Allow* n good spring to tho lirlstlen, which tnnken psinlioif 
*n»y ana effectual. Stives endless time and trouble, baesusu string bridles ofm" 
<omo umlone nnd geo out of order, nnd it ia a Tory tedloun nnd dirtv operation 
put them right again, liy sqiioeting a round brush with thin patent bridle you os' 1 
muhuu flat or oval ono of it, It will thou cover an aron half mi largo again, and who" 
need mdowny* up answora perfontly for getting tho paint into beads, oro vices, .Vc- 



SHOWING A KOOJtD BKl'SU HA til: VtAT. 



snowiKn now nitiunc is torn err. 

Djukctions. • Tin a piece of string onco round top of briatlos, put tlm bii»l le * 
through the.bridle, farco bndio tight up to tho shoulder of brush and fasten wit'' 
four tucLs or rivets. When bristle* wear down, cut thn bridlo down to porforatios , ‘ i 
and tear tho strip off. 

Not. -I, 5, fl, 7, 8 A 0. Nos. 10,11. 13 4 IS. Nos. 14, 15 A 16. 

1/ per dot. 2/ per dor.. 8/ per do*. 

Snmplo bo* of 8 do*., assorted sires, for sash cool* and ground brusbos at 6/ per bo*j f 


BRUSHES. 

HAMILTON’S VAIINISH BRUSHES. 


FLAT HOG HA lit, IN TIN, POLISHED CEDAR HANDLES. 



No. 8480 >v. 


1 It 2 8* 3 3* 4 iu. 

11/ 13/ 10/ 2b/ 20/ 84/ 40/ por do*, 

’i'hoso Broshes arc made Ipaoislly for varnishing picture*. They are warranted 
nound fdr use iu varnishes or oil, hut net in water. 


PLAT HOG HAIR, IN TIN, BEVELLED EDGE. 



No. 8487 w. 


I 1* 2 3* in. 

Donblo rivotted ... 12/ 18/ 28/ 80/ per dos. 

Single rivelted ... 8/0 10/ 20/ 20/ ,, 

*“ose Brushes are rondo of Hno bristloa worked to a thin edgo. They are par- 
tionlarly adapted to coachbuihicrs’ work, but roust not bo used in water. 



ROCHESTER ROW. WESTMINSTER, S.W. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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BRUSHE S. 

TARNISH BRUSHES, IN TIN, BEVELLED EDGE. 
(Foreign ninlco.) 



FLAT FITCH HAIR VARNISH BRUSHES, IN TIN. 
(Foreign - mnko.) 



FLAT FITCH HAIR VARNISH BRUSHES, IN TIN, BEVELLED BUG*' 
(Foreign make.) 



So. 8448 w. 

12 * I 6 0 7 S 0 10 U 

a/ 2/a 2 /a a; 3/ti 4/ &/ 6/ 7 / -8/ 12/0 

HAMILTON'S PATENT TIED SCENE PAINTERS' TOOLS. 


8 / 10/6 10 / 19 / 20 / 32 / 


BRUSHES. 



BASS COMPO CLEANING BRUSHES. 


No. 3445 w. 


No. 3445 w.-With hfindloa ... 
«0. 344(3 W.—Without bandloH 


TAR BRUSHES. 


21/ dor- 
18/ „ 


No. 3447 w. & No. 3448 vr. 

Small. Middlo. 

No. 3447 w,—Short . 11/ 14/ 

5°. 3448 w.—Long . 14/ 18/ 

JjO. 3441) w.— Short, Hamiltoh’s 14/ 19/ 

"0- 3450 w.—Long „ 17/ 22/ 


Largo. 

18/ doz. 
22 / 

25/ „ 



Thuek ltlHU. 


TAR STOCK. 
Two Ring. 


No. 3452 w. 

26/6 dox. 
Hamilton’s Make. 
32/ „ 


ROCHESTER ROW. WESTMINSTER, S.W. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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PAPER-HANGERS' TOOLS. 

BRUSHES. 


- Short handled 
•Hamilton's ... 


PAPER-HANGERS’ SCISSORS. 


PAPER-HANGERS' STRIPPING KNIVES. 


No. 3461 w. 

With ebony handlo, forrnled. 
<Hx3 6x3 G 5 


-WAUL SCRAPER with beochwood handles 12/ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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PAPER-HANGERS' TOOLS. 
ROLLERS. 



• Papor-bangors' Rollers, ooverml with indiarubbor, leather 

So. IU68W.—With handles to unscrow, covered 

Ditto, uncovered .. ••• 

• India-rubber, softons when nsod in oil or 
No. 8U14-TV.—Seam Rollers of plain boxwood, )4 in. wide ... 


BOXWOOD ROLLERS FOR ANGLES. 
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brushes. 

HOUND HOG HAllt FITCHES, IN TIN. (Ptatsimi Handucs.) 


v,. «?irt7 |\- No*, i - 3 4 6 67 8 D 10 11 12 

^Forffimuko, dor..... 1/3 1/5 1/7 1/9 1/11 2/1 3/ 3/8 3/9 4/ 3/ 5/8 

.2/3 2/3 2/6 2/6 8, 8/ 4/0 5/ . B/0 6/ 7/ 8/ 

FLAT HOG HAIR FITCHES, IN TIN. 




No. 840D w. 

1/6 1/7 1/9 X/V^ J A " »/ ^ 

^Hamuto"’® . 2/3 2/3 2/6 2/6 3/ 8 / 4/6 ft/ 5/0 0/ 7/ »/ 

FLAT AND ROUND HOG HAIR TOOLS, IN TIN (Wiur* flAWDfctfi). 
n 171 iv Nn« I 2 3 4 B 6 7 8 II 10 n 12. 

Fpolga mK do,. 1/2 1/3 1/5 1/7 1/9 2/ 2/3 2/8 8/ »/« 3/» 4/« 

HAMILTON’S BRUSHES.— VEINING FITCHES, FOR OAK. 


No. 8*72 w. 

No*. 1 to 6 nftiiorted. . do*. 3/0 

The** *re made with flno long hair, and preserve a thin. sharp edge, which mak»* 
thorn very useful for drawing lino# si well ft* »oimng oak. 

FLAT IIOG HAIR LINING TOOLS. 




No. 8478 w. 

I k } 1 11 . 11 

. ... 3/0 5/ 5/0 6/9 8/ ' 11/6 

Willi thi* tool a sharp lino may bo drawn k in. wide. 

MARKING TOOLS. 


ROCHESTER ROW, WESTW1NTER, S.W. 


T. & W. FARMILOE, 
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B R U S H E S. 

STENCILLING BRUSHES, SET IN KNOTS, FOR DECORATORS. 


Hamilton 


jsSSwii No. 3473 vr 

2 it 8 Si 4 In. diftin, 

roo. 1 2-8 4 <?, 

■a. 9/ 3/6 4/9 6/9 9/ 

STENCILLING BRUSHES, IN TIN, FOR DECORATORS. 


5°- 8476 w 
N °- 8477 w 


No. 847«ir. 

3/0 4/6 6/6 8/0 10/0 J/ 17/ 20/ If/ *7 8 

-Hamit, r''" ■ 


f do"*”/9 H, 8/6 . 5/ 7/ 9/6 11/ 13/0 18/ 22/ 26/ 20/ 37/ 

Tho diamntcr* range from about ft to H in. 

The Atonoilling brushes in tin, and those sot in wood, wo mode n P 8C |»‘^ f ^ 
grating. Tho buir in carefully prepared to produce « nof(. and even amfaco, and 
h ® bruahea arc cemented to stand u*e In oil, Ao., and wnwliing ic wotor. 

8TEN0ILL1NG BRUSHES, IN TIN, FOR MARKING CASKS. 


Ho*. 

Do*. 



o made for ordinary stencilling, and cannot bo tuod for decorative w 
STENCIL PINS. (Fnllftiae.) 


6d. por do*., in boxen. 

®*ttomelr handy for fixing pattern, to wall* and eailiugo, and for pinning up 
duat *hoo:a, Ac. 

ORANITING BR.USHKS. 


n 'Vh 8a ^ brush i* wotted, tho hair divides into irregular 

beingapplied to the palette,tak* ■» »r, which may thus be transferred 

Hi^work, producing tho rariod no d natural pattern of granite. _ 

ROCHESTER ROW, WESTMINSTER, S.W. 
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BR US H E S. 
STIPPLING BROSHES. 


Mo. 8481 Tf. 

Mo. 8482 vr .— Hamilton's 


Mo. 8481 w. ‘ 

" "i hy 3 *1 by 4 7 by 5 0 by 0 0 by 7 In. 

0/9 9/ 11/3 13/6 caob. 

0/ 7/0 10/ 18/ — „ 



•STIPPLING BROSHES, WITH HANDLES ON BACK.' 


Non. 0 

Aby.1 0by4 7by6 3by4 Jby7i»- 
No. 8488 Iff. - 0/0 0/ 11/3 13/C 01 

No. 848* w. 

Hamilton'* 


0/ 7/6 10/ 13/ 17/ ' 



3RSIBLE STIPPLING BROSHES. 


Tho »izo* ijootoJ aboro lor atipplcre 
alter mnay jtmrv' experience 


0/0 13/ o** 1 " 

11/0 14/0 .. 

7 by 4 9 by 4 l0 'e 

11/6 14/0 

boon found moat oonvonio®^ 
jtipploru arc mode to ordor. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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BRUSHES. 

ROONP STIPPLING BROSHES, FOR GLASS PAINTING. 

No. 8487 nr 



11a«, won'* . ddz. 5/6 8/ 11/ »/ 17/ 24/ 32/ 38/ 

POONAIl BRUSHES, POLISHED HANDLES. 

Hamilton's aborted, No*. 1 to o 



FLAT CAMEL-HAIR VARNISH BRUSHES, m Tib'. 


Extra thick. 1 to 3 in*, wide. 
No. 84S0 tv.—Foreign raoko . 

No. 3400 w.— Hamilton's. 


No. 8480 w. 


f in. thick. 
2°. 8401 w.—Foreign make 
No. 8402 Tf.—H amilton's. 


ROUND CAMEL-HAIR TOOLS: m Tin. 


*o. 8403 vv 


v No *' 1 ; l 7 / 8/ $>/ 10/ 10 ’2/ 

M«w.-H amilton's, dor. 3/ 4 6/ -,»» J ' ' 10 :>u 

15/ 1, »; S S/ 28/ 30/ 40/ 44/ 

_ T,-. ... <» *» 

rfnr.HF.STER ROW. WESTMINSTER. S.W. 
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No. 3495 w. 


No. 3497 w. 


M«i 


—Km ra full .. 6/8 8/ 7/8 0/ 

HAMILTON'S BADGER SOFTENERS.—No. 841)9 w. 


41 in. 

9/ u»ch. 
10/0 „ 


.—Bout qunHty . 

„ extra full 
Medium quality 
.--Second 


short hair 2/S 3/8 

HAMILTON’S BOUND BADGER TOOLS. 


i. 8500 w. 

i. IWOI TV. 

. 0502 W. 
. 0500 tv. 


Noe. 1 2 3 4 6 

/C • /7 /8 /10 1/8 

ROUND FRENCH TOOL8, 


/6 2/ 2/3. 2/6 8/e 4/8 5/8 o* 

STRING BOUND. (FoaniaN Mai:*.) 


n U 12 18 1/4 16 

No. 8505 TV. 1/ 1/ 1/4 1/4 I/O 1/8 1/8 1/10 1/10 2/ 2/6 2/» 8/ 3/6 4/dot. 
No. HoOSw.—Round French tooli, idle boor.d, S to 12 aborted ... 2/ per do*. 


ROCHESTER ROW, WESTMINSTER, S.W. 


of 


8 

31 

8/ 

*/ 

white 


No. 

No. 


BADGER SOFTENERS. — Puliuhed red 
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GILDERS’ TOOLS. 

(Foiusigw Makk.) 



*°- 8&07vf.—3i it 


.. 2/ 2,8 

No. 8508w.-HAMILTON’S GILDERS’ TIPS. 

n Short. Middle. Long., 

£**8 tip* .do*. 2/ 2 « •*'/ 

^nblutfp*. - 7/ - 

8il *« tip* . „ — 8/6 — 

GILDERS’ CUSHIONS. 


ROCHESTER ROW. WESTMINSTER, S.W 


0 by 61 in. 
21/ 












1064 


T. & W. FARMILOE, 


G I LDERS’ TOOLS. 


GILDERS’ KNIVES, EBONY HANDLES. 



No. 8510 w, 


No. 3510 m'.-- Balanced handles . 12/ do*. 

NO. 8511W.—Plain . 11/ „ 


GILDERS' BURNISHERS. 



No. 3512 W.-Agato .£1 I 0 each. 

No. 3513 M''.—Flint . ... 1 8 0 „ 

DOMED CAMEL HATH DABBERS, IN QUILLS, FOR GILDERS. 
(Fojibi'IN Make.) 


No. 8514 M’. 


Beat Quality. 


Nos. 1 2 3 4 5 6 7 H 9 10 II 12 

Do*. 3/9 4/3 5/9 7/6 9/6. 11/3 15/ 18/9 22/6 26/3 33/9 41/3 


DOMED CAMEL HAIR MOPS, WITH HANDLES, FOR GILDERS. 
(Foreign Makk.) 


No 8516m'.—B ent Quality. 

Non. 1 2 3 4 6 6 7 8 9 10 11 12 

Do* 3/9 4/6 6/9 7/6 9/6 11/3 17/ 20/9 22/6 26/3 35/9 45/ 

No. 351.6 M\ — B EAR HAIR MOPS. (Forbiun Make.) 

Nos. 1 2 3 4 5 C 7 8 9 10 11 18 

Do*. 2/3 3/6 4/ 5/9 8/ 11/3 13/6 1^9 18/ 20/6 26/ 30/0 

FLAT CAMEL HAIR W ASH BRUSHES, IN TIN. (Foreion MaK*-> 


No. 3517 w. 

12 3 4 

3/9 5/9 7/6 9/6 11/3 

Gold leaf and silvor leaf, boo page 1032. 


13/8 


ROCHESTER ROW, WESTMINSTER, S.W. 
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XXTRA TIIICK. 


Jo- 8518 w. 
Jo. :{r, I ft w. 
Jo. 3520 it, 
Jo. 8521 w. 
•V 8622 w. 


GRAINERS’ TOOLS. 
HOG HAIR MOTTLEItS. 





No. 8519 *. No- 3520 vt. Xu. 8521 w. .No. 
End view* aboiring thicknow. 


1 It 2 

7/8 H/S i* 

6/ 9/ 12/ 


- 3* 

18/0 22/0 C0/a 
15/ 18/ 21/ 


6/0 7/6 10/8 *13/6 I®/ 

A A SL H2 "S $5 


2/ 3/9 3/9 6/0 7/0 0/6 


21/ „ 
18/ „ 
16/ 


Jo. 8618 w . 
Jo. 3519 w. 
Jo. 3520 w. 
Jo. 8521 >v. 

*«• 8622 it. 


HAMILTON’S HOG HAIR MOTTLEItS. 

t 1 


at 


9/6 14/8 19 
_ 8/ 12/ 15/ 

_ 10/6 14/ 

_ _ 6/6 8/8 11 / 

2/4 3/0 4/ 3/ ®/ 


Tb* cur* thick, thluk, intermediate. and mlfldla 
«n.nilly preferred. The thin reottler >. arranged to «ork with a 
T, *y *ro chitfly oacaI for oiUlnwood or mnliOgMiy, and ** » 


29/9 28/6 88/8 88/ do*. 

20/ 24/ 28 32/ 

17/6 2!-' 20/ 

18/9 10/» 19/3 22 

,J.0/ 12/ 14/ J6 / 


uiayle. <h>ck 
,cwn In engtaving. 
the mealier elite 


■* «yatool». They are alao m 


ROCHESTER ROW, WESTMINSTER. S.W. 
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1 H 2 2* 

5/S 8/ 10/0 13/3 

„ 0/ 13/6 18/ 22/6 

Used ohieflj for the uoft woods. 


No. 3525 Tf. 

„ 1 11 2 2j 3 31 4/iB- 

N«. 8!>6, r > ir. Doi. 3/» 5.1) 7/0 !)/« 11/3 13/3 16/ 

No. 3526 w.— Uamm/tow’* „ 8/ 7/6 , 10/ 18/ 10/ 21/ Si/ 

Theeo uro ntndo of straight hnlr, in tin*, the name tliicknc** »* ,C. H. Mottlor*- 
WH«n thoroughly wet, tho hair will tiivido into irregular tuft* if fchr point* 
pn ua'.ul over tho odgo of n knife or the pot holding the colour. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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GRAINERS’ TOOLS. 

OAK OVERGRAINERS; IN WOOD (HAMILTON’S). 


<U/ S. 

HOG HAIR OVEROKAINEK8, IN TIN. 



OVERGRAINERS. 


Jto. 8*30 w. 

1 1* 2 

Jo. .1580 vr - Dozou . «/ •/ *•/ 

«o. 3S3J w.— „ H*mi.Ton'« 10/ ■ 15/ 20/ 


21/ 

96/ 


ROCHESTER ROW, WESTMINSTER, S.W- 
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G RAINER S’ TOOLS. 

CASTELLATED OAK OVERGRA1NERS. IN TIN. 



No. 8502 w. 

1 • 14 2 24 3 

3/D 5/0 7/a 0/0 11/8 

6/ 7/6 10/ 13/ 10/ 

OAK STRIPERS, IN TIN. 


34 

1R/3 

31/ 



ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE. 



GRAINERS’ tools. 

SOLID HAHLK 0VBR0UA1KBB8. 


No. 3587 vr„ 




No. 8540 w. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W. FARMILOE, 


S. 

Turn maple eye tools. 

No. S541 
... dot. 4/0 

tuiftL, nwil MAPLE DOTTER8. 

No. 3642 n- 


uu »’ om. ... 3/do*. 

a «ofc pini'o of rng folded orer ono end, 
thumb nail fo outting out tho light oak voii 


I/O doi 


No. 8640 


T. & W. FARMILOE, 
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G RAINERS’ TOOLS. 

STEEL GRAINING COMBS. 


No. 8546 tv .—Set* of BO i 
uimortcd (12 combe), Inti 


Sot* of 30 in., wmoited (12 

comb*). i» ienthof ea?c* ' l0 / •• 

No. 8547 w. --1.00*0, 4, 0, 0, 

12 teeth to tho itoh • •• 1/ » n - 

15, 18, amt graduated tenth J/d .. h 


leather graining combs. 
L ' . (FoRWOK Makk.) 

Nn.86W«.- 2 2 * 3i 4i "‘ 

£ [mm °sr'fi £« * >/ * 

«§g§ IMI "‘oSSi' .. - - M W 

^... —iJ «xr ; -s.trustsr»s 

»5M,.. p.r iuch. 

nvi T AMY’S twinA.RUBBER GRAINING COMBS. 


8644 w. 

5 C* 6 in. 

71/S 78/ 

rn*he« muat not bu uiied inwatef 
COMBS FOR DIVIDING OVERURAINER8. 


No. 8560 w. 

No. 2, medium. No. 3, co^r*o. No. *, graduated. 


No. 1, fine. No. *, mouium. - - 7 —• 

No. 5, ex. coar»e. No. 6, Irregular. 
ar combing oak in wator ooionr 
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S’ TOOLS. 

COMBING ROLLERS AND PATENT FEED BROSHES. 


For finishing the lines made by tbo oak-combing rollor, so as to carry them 
clone to the odgo of a panol. Tho tool-consists of a small braax pinion with ribs of 
irrogulnr lengths and a rubber roller in contact with it, both turning on pin* 
attached to the handle. Colour is spread on the rubber roller and tbo brass pinion 
rolled across the end of tbo panol on which it prints the grain. 


ROCHESTER ROW, WESTMINSTER, S.W. 


HAMILTON’S PATENT OAK GRAIN FINI8HERS. 


ruprueonts a combing roller, with tho patent food brush 
nttnohod by tho motn! blndn fixed to itti uuder side. This blado is so shaped thnt 
whon pushed between the bars of the roller bandlo, tho brush is firmly hold in tho 
required position, oue hand only being necessary for tho work. 


Dikotions for Dsi. 

Whon tho graining is dry it is ready for tho combing roller. Dip tho fooding 
brush, into tlm colour, and fix it on tho roller frame so that it presaos lightly on tho 
top of the roller, wbiob, boing rolled from you, is fod with colour, and prints tho 
linos on the wood. 


T. & W. FARMILOE, 
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All necessary instruction!) 


10/; 2 in., 12/ 


Mahogany or uatiu-wood feathers, 0, 7 and 8 in 
Smaller sizes for styles, margins, small pa nels, Ac ., 1 in. , 7/6 ; It 

SCHMAHL’S PATENT GRAINING PAPER. 

No. 3654 w. 

For rapidly producing tbo most natural representations of the followinK woods t- 
Oak (voiu and heart), Walnut, Maple, and Hungar.au Ash. 

Prico 1/ per roll. 

Bruihe, . Uh,V6 

The now Graining Pap«r consists of a shoot of stout WotUn^ P»P«» in(ld iu 
0I J8 by 124 in. wide, on one oido o which the '£0 0 f the paper.™ aid on 

Printed in fatty ink. Consequently, when tho printed I ».do ‘ tl)0 pll p 0r 

toe wot graining oolour and preened against it, tho P * j BXftC t facsimile, 

absorb thocolour, While tho printed portions .cave,H.on the, d 0My 0 f 
Each roll weighs uuder C o*., and w.ll be tonnd rtry portame 
manipulation. - 




GRAINERS’ tools. 

BELLAMY’S PATENT GRAINING ROLLERS. 

... f-n_nl! other woo 

Thoy aro made to grain in imitation of tho 


and all otbor woods 
Veins. Oak, Heart. 
Oak, Pollard or Knottod. 

Mahooany Mottle. 

Feathers. 
Heart- 

Mahogany Feather and 
imo of <ho .M.ottbm anawer 


Wat,not. 

Birch. 

Hcnoarian 
Hair Wood. 

Vkin Marri.c, for whito or 
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BRU SH E S. 

BROWN AND RED SABLE WRITERS. 





No. 35f>5 w.— (Fohbtok Mark.) 

NO. 8555 If. —Brown sable, do*. 

. V? ^ 

No. 3550 w.- -Red sable, doz. 

. sr w c $- §7« 

HAMILTON’S BROWN AND RED SABLE WRITERS. 

No. 3557 w.—Brown sable, do/.. ... 

,. .ttt * T 

«u.. *«. ..rar°s? v 't 

BROWN SABLE WRITERS, IN TIN (Shout Black Hasolks). 

No. 8551) w. 

Doz. if If 5/ 7/ 8/ 10/ 14/ 18/ 22/ 28/ 34/ 40/ 

RED SABLE RIGGERS, IN TIN (Long Hair, Pomshku IIaxous). 
No. 3500 w.— (Foreign Make.) 

Dot. ... . 3/6 5/9 7/6 9/6 13/3 18/9 

ROCHESTER ROW. WESTMINSTER. S.W. 
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brushes. 

BROWN SABLE LINERS OR TRACERS. 



No. 8501 w. 

(FoRitiaw Mak*.) 

Largo Swan. Mid. Swan. S,n % 118wa». 
rw 30 j 22/« 

DOt ‘ OcL »«*•. C ^‘ 

Dos. »/6 6 1 6 8,9 


Kxtra Gooao 
11/8 
Lark. 
»/6 


No. 8563 W. i) 7 8 0 

& r sis & y $ w & ^ 2 - 8 - - 

RED SABLE BRUSHES (kor Water Colours). 

Black polmbed handle., round or flat. ? „ 

, ^ 0H ' u a 8 / 8 0 7/6 11/3 10/ 22'6 20/3 87/6 «/ 

isssisasrsa? — 

BROWN SABLR PENCILS 

Polished cedar bandlo., Alba*» formlee. ( 


11/3 


ROCHESTER ROW, WESTMINSTER, S.W. 
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BRUSHES. 

' SHORT BROWN AND RED SABLE PENCILS. 



... mi ir- \ 

No. 3568 w. — /Tokkiow Make.) 


Largo Swan. 

Mid. Swan. 

Small Swan. 

Extra. Gooao. 

r,—Brown aablo do*. 30/ 

22/6, 

18/0 

7/0 

Goooo. 

Daok. 

Crow. 

Lark. 

„ do*. 8/0 

3/9 

2/ 

1/0 

Kxtra Gooao. 

Gooao. 

Dock. 

Crow. 

V Hod aablo doz. 15/ 

11/8 

5/9 

8/0 


No. 3570 w.—HAMILTON’S SHORT BROWN AND RED 
SABLE PENCILS. 

Largo Swan. Mid. Swan. Small Swan. Extra Gooao. 

Brown sable . doi. 60/ 10/ 26/ 12/ 

Gooae. Dock. Crow. Lark. 

.. . doz. 8/ 4/ 2/6 2/ 

Largo Swan. Mid. Swan. Small Swan. Extra Gooao. 

Rod aablo . doz. 54/ 40/ 30/ 17/ 

Gooao. Dock. Grow. Lark. 

„ doz. 13/ 6/6 3/0 2/0 

No. 3571 w.—HAMILTON’S BROWN SABLE PENCILS, 

IN TIN, ROUND. 

6noKT Black. Handle*. 

Non. 1 2 3 4 6 6 7 8 8 10 II 12 

Do*. 8/ 4/ 6/ 6/ 7/ 8/ 14/ 18/ 22/ 26/ 32/ 36/ 

No. 3572w.—HAMILTON’S ..BROWN SABLE PENCILS, 

IN TIN, FLAT. 

Noi. 1 2 3 4 C 0 7 8 0 10 11 12 

Doz. 8/ 4/ 6/ 6/ 7/8 8/ 12/ 18/ 30/ 34/ 28/ 34 / 


ROCHESTER ROW, WESTMINSTER, 8.W. 
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brushes. 

CAMEL HAIR WRITERS. 

No. 8578 w. (Foeeion Make.) , 

gxtraOooao. Oooie. Dock. Crow. Lark. AraorfHlG.D.*L. 
®e*t roao and groan •ilk End n , 3 -7/0 6/9 11/8 pergro. 

ilWor boand . f l* M 9/8 „ 

8ooond quality row,dilk bound 17/ IR/ / 12 / 

Ko. 8574 w. -Hamilton’* 24/ 18/ 12/ »/ 

CAMEL hair liners. 

N«. 8575 W. (Poeeion Make.) _ ^ 

Extra Goom. Oooae. Buck. Crow. !^rk. Aborted O.D.* 0. 
roao and Kroon .ilk and 9/6 6/9 18/3 por gro. 

ailror bound . “*/” • , K , ft ii/g ,, 

s *cond qnallty roao, silk bound 20/9 / / _ 


CAMEL HAIR. PENCILS. 

No. 1 U »77 >v. (Foek.cn Make.) 

Kxtra Goom. Ooooo. Dock. Crow. ‘ 

WM.... 1 i kto „d . »/ >«* ’/« J' 

8 «cond quality, roao bound 7/0 10/6 

So.8i78w.-HAM.LTON’* ... 22/ 16/ U/ 6/8 10/6 „ 

CAMEL HAIR PENCILS, IN TIN (fob W*i« Coloobs). 

No. 8579 w. Shoes PoLuhed Hanblm. (Fouk.on Make.) 

"•*, 11 /a !.’» w W »/« « 

CAMEL HAIR SWAN PENCILS. (Fo».l.» M>«.) 


No. 8680 W. 

Xx.Kaglo. Baal*. Bx.L.3wan. I-Swar, K.Swaa. ABwan. Kx.H.Swan. *x.L.Ooo». 

"“•16 0 / 18/3 11/3 9/6 6/9 4/6 3/0 »/ 



ROCHESTER ROW. WESTMINSTER. S.W. 
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BRUSHES. 

CAMEL HAIR PENCILS, IN GLASS TOP BOXES. 

(Fonxiow Make.) 

I 0 ' W82 W.-Eod silk and gold bound . 9/6 per box. 

’0. (UkkjTT.—R ooo bound . gyq ( 

Each box contain* 1 grow qnill poncils and 2 dor, cedar stink*. ’ 

58+ ty. SIBERIAN OX HAIR WRITERS. 

(Fouxion Max*,) 

Mid. Swan. Small Swan. Extra Gooao. 

4 /° 3/0 2/g por dol . 

D ''« k - Crow. Aiuorlod G. D. A 0. 

. 1/ 1/6 por do*. 


Largo 8wan. 
6/ 

2/T‘ 

No. 8585 w. 


Largo Swan. 
8/8 

2/9 


SIBERIAN OX HAIR LINERS. 

(Fokxio* Max*.) 

Mid. Swan. Smnll Swan. Extra Goose 

*V 8 4 /0 8/6 pbr do*. 

D “ ck - Orow. Aborted G. D. A O. 

3 / 1/6 1/9 por do*. 

No. 8580 w. SIBERIAN OX HATR PENCILS. 

(Foksign Mak*,) 

Extra Goco. Goo,«. Duck. Grow. Assorted G. 0. A 0. 

2/0 W 1/6 1/ 1/8 per do*. 

SIBERIAN OX HAIR BRUSHES.-For Oil Pairing. 

No. 8587 w. (Foitxio.v Mam. Fiat on Koond.) 
ltod polished handlen- - 

No,(1 2 3 4 5 0 7 8 9 in II 19 

1/7 1/9 1 /H 2/3 2/6 3/3 s/0 4/0 6/3 6/6 7/e 8/9 per do* 

In Albuta polisbod oodar handlos— No. 8588 W. 

No °- 1 2 8 4 6 8 7 8 9 10 n to 

2/3 2/0 2/10 9/2 8/6 3/0 5/9 6/9 7/8 9/6 11/8 18/8 per d* 

•SIBERIAN OX HAIR BRUSHES.— For Watbr Colour*. 

No. 8581) ir. (Foniuoi* Mam. Flat on Soon?..) 
in niokol, abort blank polisbod hnndlee— 

No*. 0 12 8 4 

1/11 2/1 2/8 2/6 2/10 

In Albatn polished cedar hnndlo*— 

No*. 0 12 8 4 

2/8 2/9 8/ 3/6 3/0 

No. 8591 w. CEDAR PENCIL STICKS. j 

Short A storied. Long A*eortod. Swan. 


5 

8 7 

8 

9 

3/8 

8/6 4/9 

6/9 

7/ por d<F 

No. 

6 

8590 ir. 

6 7 

8 

0 1 

4/6 

6/9 7/8 

0/6 

ll/a p«r do* | 


2/0 


6,9 


®/6 P° r groe*. 

No.8592w— ROUND JAPANNED CASES FOR PENCILS. 

x 1+ lo.;. . 18/per dor. 

ROCHESTER ROW, WESTMINSTER, S.W. 
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WRITERS’ TOOLS'. 
MAHOGANY PALETTES. 

No. 3593 W. —Squn.ro (as illustration) ; or oval, NO. 3591 W. 



PLAIN TIN DIPPERS. 



No. 

No. 3595 w.—Double. 

No. 35% w.—Single . 

JOINTED ILAH^i STICKS. 

No. 3597 w — Each . 

The parts, when socketed together, form a good strong 


ARTISTS’ PALETTE KNIVES, BALANCED HANDLES. 

No. 3598 w. 

3 31 4 4) 5 6) (> in- 

8/6 8/8 8/6 9/ 10/6 11/ 12/6 dox. 

IVORY POCKET PALETTE KNIVES. 

No. 3599 .. 25/ doz ' 

No. 3600 w. 

1 >n. MARBLE SLAB, 2 ft. square, for grinding colours ca. £1 0 0 
No. 3601 w.--BLACK MARBLE MULLER. 015 ° 

ROCHESTER ROW. WESTMINSTER, S.W, 
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BRUSHES. 

IRON BOUND GLUE BRUSHES. 


No. JM02w. 

0 6 7 8 9 10 

0 3/ 3/6 4/0 0/ 7/0 9/ 10/ 14/ 16/ 

GLUE BRUSHES IN TIN. (Foreign Maks.) 



4/0 6/3 6/9 7/0 10/6 11/3 13/ 17/ 22/6 26/3 

PAINTERS’ BASKETS. 



Sizea 


No. 0601 w. — Fabo Ba*k*ta, mound vmn W*n~ 

W«, O >» * no*t. » in n non. Extra largo, 3 in a noat. 

12J to 19 in. 17 to 10 io. 21 to 24 in 

i tr non ... 3/9 2/3 3/ 8 

No. 800G w.— Fabo Banket*, Unwound— 

Lorgo, 6 in * ne#c. 3 in a neat. Extra large 3 in a neat. 
3i/.oa ... 14i to 19 in. 17 to 10 iu. 22 to 24 in 

Per neat ... 2/3 1/4 »/ 

No. 8006 W.-Cank, with Boabmd Bcttonb (5 in aNienl)- 

f ' t,rno » f ' . Unbound, 6/8; Bound with wob, 6/6 

No. 0607 nr.—H obk lUcirATH— 

Sirea ... 1 2 3 4 5 

11x9) 16x9) 16x10) 17x11 18) x IS 

D°»- 8/8 10/6 18/6 ' 16/9 19/6 

No. 3608 w.-c ARPENTERS’ 13 A.S K E T S. 

Small. Mod. Large.* Ex.Largo. Ex.Ex. Large. 
Sixua, flatted, about ... 23 27 30 33 36 in. 

Bound Wob . 7/6 . 8/0 10/6* 12/9 , 18/6 do*. 

Linod Canra* . *12/ 18/9 18/ 21/ 26/6 „ 


T. & W. FARMILOE, 


GLAZIERS’ TOOLS. 

CLOSING KNIVES. 


ROCHESTER ROW, WESTMINSTER, S.W. 



ROCHESTER' ROW, WESTMINSTER, S.W. 
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PAINTERS’ KNIVES. 

PALETTE KNIVES. 


.No. 3015 w. 


Shear Poimt. 


No. 3015 W.—Plain scale tang, per 
* 6 6 7 8 0 10 It 

6/6 8/ 9/9 12,9 16/ 20/ 25/ 30/ 

No. 3016 W.—Plain round tang, per do*.— 

8 0 10 M n 18 

15/ 19/ 24/ 29/ 36/ 46/ 

With brass ferrules 1/6 per do*, extra. 

STOPPING KNIVES. 


14 

56/ 


66/ 76/ 


Pig. M3. — Plain cocoa hnndlcs 
„ 515. — Cocoa handles, brass ferrule 
„ 516. — Ebony „ „ 


4i c 6* 

7/6 8/ 9/ 
9/3 10/ 11/3 


9/6 10/8 11/6 12/6 


ROCHESTER ROW, WESTMINSTER. S.W. 
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PAINTERS’ TOOLS. 

PAINT KETTLES. 

6 « 7 

No. 8821 W.-Tin ... per dox. 6'0 7/ *1 

No. HBMw.-»tao... .. » 

Nu. 8623 w.— Galvauixod Ircu „ 8/ S/O 10/ 

No. 3621 W —Winn's improved, with 

sharp edgo . 8 / " 

No. 3025w—Buekot shape, gal- 

Tanked iron . 0/9 7,0 

No. 8W3w.-SixaKsTTi.ss. 13 in., 3/ each. 


11/9 

9/6 
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Sin. 

11/6 

18/ 

11/8 



PAINT STRAINERS. 
(Copper bottoms ) Kiue or'coarte. 


Nj. 3629 w. 

Tirsa. 8 10 in. 

1/3 1/0 each. 


^' n 8l« pot aize 

D «ubt 0 „ „ 


2/ each. 
2/8 


No. 8829 w. -DISTEMPER STRAINERS. 

14 (Copper bottoms) . 


8/ each. 



IMPROVED PAINT STRAINER. 

Fitted with hinged bottom of perforated *ini.', 
on which the muslin is placed, thus the prwmuro 
is borno by tho sino, and tho mnslin it not injured. 
No. 8680 w. 

Oitttn. attpp ... 6i 0 ^ 81 I" 1 . 

„ of atruiner ... 3J *1 ‘H 5 ” 

Per dor. ... 7/6 9/ 11/ 1°/ 



NEW” PATENT PAINT’STRAINER. 


gaujo 
KxrtA Gaczm 


ROCHESTER ROW, WESTMINSTER. S.W. 
















1084 


T. & W. FARM1LOE, 


GALVANIZED BUCKETS. 




Dos. 10/0 

Fig. lx. Wolghtpnrdov.l2in.,al>out441b». 
Round bail. 

U 12 18 14 in. 

Doi. • 1(1/6 17/0 10/8 21/6 


Riveted aidoa uud foot; forged ears, 
round bails. 


Fig. U. —About 62 lbs. 12 in., por dos. 
11 12 13 Min. 

Doi. 27/0 28/6 29/0 31/0 

Fig, 3x. - About 70 lbs. per dor.. 

U 12 13 Min. 

Doi. 29/8 31/ 32/0 35/6 




Riveted sides, hoop foot, forgod cars, 
full tinted bundle. 

Fig. 2. About 44 lbs. dot., 12 In. 

11 12 18 14 io. 

Dos. 16/0 17/0 20/ 22/6 

Fig. 2x. About 84 lbs. doi., 12 In. 

Round bail. 

11 12 13 14 in. 

Dot. 22/9 24/8 27/ 29/0 


Flat hoop top and bottom and side straps- 
Fig. 11. Abont 112 lbs. dos., 12 in. 

12 13 14 in. 

Do*. 30/ 42/6 47/ 

Fig. 12. About 130 lbs. dot, 12 in. 

12 13 14 io. 

Do*. 50/ 00/ 68/ 


EXTRA8. 


Twistod or crankod bails... .dos. 1/8 

Do. do. and thimbles or ringt . „ 2/d 

Tinned bliolcots, instead of galvanised. „ 2/6 

Registered straps, with name, aud address, can be fitted on any huolcuc eta little oxtro 
cost. For large usors of buckets this provents tbo buckets being stolon or lost. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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PAINT MILLS. 



No. 8686 w. 


(Mato eh a Patent.) 

Allowod by competent- judges to bo 
the most simple and efficient machine 
yet offered to the public. ho grinder 
if colour should be without one.M No.j2 
is capable of grinding from 20 lbs. to 
30 lbs. per hour, the quantity varying 
according to the degree of tun-ess 
attained, which msy be regulated at 
pleasure. The revolving grinding sur¬ 
face is of chilled iron, thus materially 
reducing the wear incident to flimiiar 
machines. , . , 

A iiy-whoel, cleaner, and printed 
instructions sent with each machino. 


Size 1 


, w Delivery of Faint price. 

Height. Weight, ,„. r hour. 

17 in. 33 lbs. • 30 lbs. £2 2 0 

26 H2 „ 50 „ 3 3 0 


EDWARD’S PAINT MILLS. 



Sisto 1, holding 3 gallons ... 

„ 2 , .. 2 >• 

„ 3, „ 3 pinto 

4, .. 1 pint 

Fly-wheel for size l 

„ sizes 2 or 3 if required 

Steam power pulleys for size 1 


£5 2 
2 17 
2 4 
1 12 
. 0 9 
0 6 
. 1 12 
>r3 1 8 


A Ta^efi sizo 0. holding 14 gallons, is also made for use in 
railway and large works, for steam power only. 

Mixers can be had for any of the above, if required, at an extra cost 

Thom mills to. lately beta impro,.d, J»d P»d 1°«*» th ““ 
hitherto. - 


ROCHESTER ROW, WESTMINSTER, S.W. 
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PAINT MILLS. 

PAINT MILL, WITH WINN'S REGISTERED IMPROVEMENTS. 


.No. 3638 w. 


Hi 7 . 6 . 

(JonLtnU of 
Hopper, 

Quantity icrouud. 
per day. 

Prioo. 

FAtf.ai.OOiH) Pulley, 
for steam pow»r. 

1 

1 quart. 

100 tc 125 lbs. 

40/ 

15/ ea. 

2 

2 „ 

125 „ 200 „ 

50/ 

20/ „ 

3 

3 „ 

150 „ 250 „ 

60/ 

25/ „ 

« 

6 „ 

850 „ 450 „ 

100/ 

80/ „ 

12 

12 „ 

800 „ 900 „ 

160/ 

40/ „ 


Tho necessity for tho above contrivance ib bcooming moro widely 
acknowledged every year, and the nbc of the same is extending among 
trades and localitioe which formerly disregarded tho certain economy 
which results from its application. 

The most gouoral application is perhaps the grinding up of old dry 
paint, and utilising paint skins with tho bottoms from kcttlos, which 
when all mixed and ground together with oil and a little whito load, 
form all that is required for priming new work. 

ROCHESTER ROW, WESTMINSTER, S.W. 

i 


T, & W. FARMILOE, 


1087 




APPARATUS for burning off paint. 

THE " NEW " BURNING OFF LAMP. (Fomim Max..) 


b—BoguUior. 

*—Vapoor Chambor. 
**•'Projector. 


No. 3630 w. 


-Moeablo Ring, for ro- 
gulating air 10 flamo. 


fl.—Rosorvnir. 

7, -Safoiy Pag 

8. --Handle. 


„ anew. „ U». - Hips ?»*;• 

K** * .mull qou-j.il) ©I bsowlloolo th-top •* in ) , L# -r MOupilip 

f ® 0,t «ntiroly. Then gradually open th# K is^Ltohoo Arc and tho lamp com- 
tho body Of tho lamp through the projector yoatoho. nro, 

to work immediately- Lamp, oomplotc, 16/6 am>h-__ 

. THE PATENT PAQUELIN 
AUTOMATIC LAMP. 

12/ eavh. 

Firrinae to. Repaim. 

Ohiinnoy, 2/j Burnar, /« ; Hood, 2/oach. 
Dl.ct.oni. /oh C»».-To6U, hold tho lamp 

.no. sow*. 

thou itand upright and ca'eh tho ovorflow in 
iomo ^,>taoU,.0 that when folly chargod 

w w< mm. T. "S 

fixed .u it* aont, then HU (b it * tt , 0 w hon, aftor 

ropine** ouUx nOttU W^ligUt th K 1 ^ foon M tho flamu tube in 
,r0a,m o^i.!'^ through the hole at 

bcwjM art Itiud b'fort Uarinp iht IForlri, ond our rnda »a AtUvtry. 
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THE “SWEDISH" PAINT-REMOVING LAMP. 



Complete, with a reservo not of fittings. 
No. 1)641 tv. 18/ ea. 


-Will aland constant use 
'ho oam, with other 
lamps of thla kind. No 
wind, howovnr strong, 
willeitingaish tiioflamc. 
Thou the lamp can be 
advantsgooasly used 
out-of-doors. Cheap to 
uan; about balf-n-pint 
of bon.'.ollno will suffice 
for tho lamp from two 
to throe bonre. 

Tho lamp, at. 'ho 
opening", muat heHIlod 
with benrolino, which ia 
abaorbod by the wick 
inaide tho reservoir. 
Than ponr some bento- 
linn into the collar b, 
and light it. This flame 
will warm the benzoline 
absorbed in tho wick 
nnd turn it into gas, 
which, after tho valve r 
h opened, will be omit¬ 
ted through tbo small 
orifice in tho mouth- 
pioce, and will light at 
tho oponing d. Thin 
ilamo can bo corriplotely 
controlled nnd regu¬ 
lated by the valve c. 
Tho longer tho lamp i» 
kopt homing tho moro 
intense is the beat. The 
pressure of the gas in 
tho lamp at no lirno ex¬ 
ceeds 1$ atmospheres, 
even if it is kept burn¬ 
ing until the last drop 
of honsolino is ex¬ 
hausted. 


THE "WELLINGTON’' PATENT AUTOMATIC TORCH. 



working a few strokes a 




■_11 articles, tempering tool) 

and burning of! paint, and can b< 
uaod tn any position. Tho rseervou 
holdsaboiititpinUcf bensol; when 
oliargad wHaha about 4 Iba.. and 
coats about id. per hour with full 
flame. Pure bensol only must ba 

dll lamps are bitted before leaving the Works, and our responsibility ends on deli 





apparatus for burning off paint. 

AUTOMATIC BLOWING LA.MP. 



HULME’S CHARCOAL BURNING OFF APPARATUS. 

With two Scrapers, Chisol Knife, and Scrow Key. 

The Taint Kemovpr is a small firegrate, with two wood 
handles at tho back, a sliding lid on tho top, und a ncrupur 
attached to the top bar in front. Wood oluorooal is burned 
in tho grate ; the fire softens tho point and at tho sumo timo 
hosts the scraper; the hot scrupor is then applied to tho 
softened puint, which can bo scrupud off with case. 

12/ ca. 

DIRKCT10N8 TO it DSN. 
lo light a tiro in tho grate, place a fow hits of ohurcoal upon a house fire, and 
*h "I *’“ t ' drop them into the grate and fill up with charcoal ; the charcoal 
.... 1,0 broken into nmol! pieces, ns largo pieces prevont the fir© burning freely, 
tho H, ' r *r' or * ere bovolled, nud aro used for plain woo-1, aud muat ho placed in 
*frsate with tho cutting edge downwards. The chisol knifo is necessary to clean 
l, 5f.*P <, r* occasionally , and also to remove softunod )>aint from mouldings, Ac. 

°Por > Rnniovor should be placed pa near ss possible to tho w ork to ho 

•fad*' T* u * K)n ' an ‘* vr hen tho paint is sufficiently soflonod, tho operator should 
^ bally move tho machine, and at the same timo apply the acrapor to remove tho 
® t,, 'd paint. L 0 t tho paint be well softened, and the scraping off will bo uu 
y T recess. 

The Ueinovoi- cun be used -other downwards or sideways by alosing tho lid. 
not |, it ch0 hot scraper rest on the wood, as it will mark it. 

ROCHESTER ROW, WESTMINSTER, S.W. 
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SPONGES, CHAMOIS LEATHERS, Sc. 

No. 8645 vr. —SPONGES. 

For coiling washing. Entirely frne from sand. 

Assorted or soloctod sizes . ... 2/6.to 4/6 per lb. nett. 

Commoner quality . ■ . 1/3 to 2/ 

Finest Florida. 4/6 to 6/6 ,? 

Honeycomb, medium sizes. 8/ to 15/per doz. nett. 

.. largo . 18/ to 3.0/ „ 

Turkey, modium to largo ... 8/ to 21/ „ 

•Good Turkey,in 1 lb. boxes, about 4 to 8 pioccs ... 6/9 per lb. ’’ 

• Theno sponges contain tho usual proportion of sand. 


Sizes 1 

Do/. ' 7/6 


Plain ' 20/ 
Fancy 26/ 


No. 3610 w.-CHAMOIS LEATHERS. 

2 3 4 5 0 7 8 

9/ 10/6 12/ 13/6 18/ 18/ 21/ 

No. 3647 w.—SPONGE CLOTHS, 
f i ix a ax 3 ™ 

<22x22 22x 20 22x 18 22x17 22x 16 


24/ 


18/ 

24/ 


16/ 

22 / 


•15/ 

20 / 


- __.. 14 22x12 

13/6 12/6 11/6 gross. 

17/6 - - 


72 


No. 3648 w.~PAPER-HANGERS' CANVAS. 

36 in. wide . 5$d. per yard. 

. 7/d. ,, 

.. .. 9£d. 

From 100 to 140 yards, in ono pieoo. 

No. 3641) w—GLASS CLOTH. 

8t«a 0 11) i'2 M2 2 82 2* a 

24/ per ream. 

No. 3650 w.~-GLASS PAPER. 

Sires O to 8. Ba£T colour. White. 

16/ 16/ por ream. 

2nds quality, buff colour .. 14/ 

No. 8661 if. FIRESTONE CLOTH. 

Extma Qitali-y. Hkeot* lljx 8)in. 

28/ per ream. 

No. 3662 w. -FIRESTONE PAPER. 

Sheets 12x10 in. 11x8? in. 

17/ 14/ per ream. 
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PRICES OF POLISHED AND ROUGH CAST 
PLATE GLASS. 


No. 8653 w.— OCTOBER, 11, 188 8. 



POLISHED PLATE GLASS. 



Ordinary 

Dost 

Silvering. 


IN PLATES 

Glazing. 

Glazing. 

Quality. 


Containing not above 

„ 

d. 

s. 

d. 


d. 


1 foot superficial 

1 

8 

1 

10 

2 

0 

) 

2 feet „ 

1 

9 

1 

11 

2 


I 

3 „ ,, 

1 

10 

2 

0 

2 

3 


* „ „ 


11 

2 

1 

2 

6 


6 ,, 

2 

O 

2 

2 

2 

8 


0 „ „ 

2 

1 

2 

3 

3 

7 


7 „ 

2 

2 

2 

4 


K 


3 „ 

2 

2 

2 

4 

a 

8 


10' „ 

2 

a 

2 

6 

2 

9 


12 „ 

2 

3 

2 

6 

2 

10 


14 „ „ 

2 

4 

2 

7 

3 

0 

J 


2 

4 

2 

7 

3 

0 

| 

18 ” 

2 


2 

7 

3 

T 


20 „ 

2 

4 

2 

7 

8 

1 

1 

26 „ 

2 

4 

2 

7 

3 

1 

■ 

30 „ 

2 

6 

2 

fl 

8 

3 

| 

35 „ „ 

2 

5 

2 

9 

3 

3 


HO „ 

2 

5 

2 

9 


•3 

«1 

46 „ 

2 

6 

2 

0 

0 

4 

(C 

60 „ 

2 

6 

2 

0 

8 

4 


56 ,. 

2 

0 

2 

10 

S 

6 


00 „ 

2 

0 

2 

10 

8 

6 


65 „ 

a 

6 

2 

10 

3 

6 


70 ,. 

a 

0 

2 

10 

8 

0 


76 

8 

•0 

2 

to 

3 

9 


80 „ 

2 

7 

3 

0 

4 

0 


85 „ 

2 

7 

3 

1 

4 

3 


«o 


7 

3 

2 

4 

0 



3 

8 

3 

4 

4 

9 


100 „ 

2 

8 

3 

6 

6 

0 



For larger plates, or plates exceeding 100 in. long or 96 in. wide, see Tariff No. 3058 w. 

Tho usual thickness of polished glass is about ) in.; hut if required of special 
thicknesses, tho following prices will be charged . - 

* i u . 1/ per foot additional. 

8-16ths iu. /<> 

i In. Molrotod or } in. bar© . /# •» • »• . 

i in, . I* .. 

The charge for re-polishing glass is 1/ per foot for cnob side polished : and all glass 
sent to tho works to bo re-polished will be »t the owner', risk »nd expense. 

For polishing and grimtiu; edges, see page IWJ. 
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No. 8053IT— continued, 

POLISHED PLATE GLASS OF SPECIAL THICKNESSES 


IN PLATE l huh. 

|li.ch. 

| i-luch. 



Coii mining 

r> 3 

s l 

1 2 2 | 

! a |r 
M jjj 

j .. w ,. I 5 n 

ft 0 

ft a 

7 0- 

1 an I' 

o 

0 3. 

7 0 

[J jj ; 

! s :: i f 

10 n . i. 

j " v " 1 J U 

° Jj _ 

7 0 

0 0 

10 .. |g 

i .. „ j <n~ 

7 0 

s a 

m o 

ii o ( ) £ 

| m , w :: j 7 o 

s a 

i i 

11 0 


vs :: ! • S 

S « 1 

\ 

°“ 


- 0 

Larger Plutoj n Spocinl I’rlcos. 


ROUGH CAST PLATE GLASS, N THICKNESSES AS UNDEK:- 


f'uittuimtiff not nlxivo 

J foot super.... 

1 Much. 

i u\ 

(•inch. 

finch. 

Pinch. 

i 

1 , d 

fi 

*>’ Jfj 

o' o| 

0 ioi 

3 3 

» 10 

7 :: ::: ::: 

0 ill 

o D| 

0 |0( 

» l 

J J . 

£ \ 

,5E ;• 

o at 

o wi 

!! i!» 

a io 

0 11 

0 11 

3 3 

4 ] 
i 2 

4 2 

l 

r. ., .. 

o id ! 

0 JUJ 

0 lit 

3 rt 

A .1 

| | 

'»! ", " ■ r: ir. 

o nn I 

1 'J 1 

i «» 

3 7 

* A 


u! ... ::: 

«ill 


i ii 

3 D 

“ ! 

j 


C rinding <mo nidi) 

„ both uidi.H 
Hough irlii'* trirunil bn 


>r both lidwt will bo chargcil ns the thickness before (rlndln 


finch routrli Rian*, nml tl 

No. J1(«4.W. POLISHED CHEQUERED PLATE GLASS. 


in I'l./VTIJS not crowding j •. 1. < J 
i r.Mi 4M|iprftci*J ... 1 2 1 ; | ^ 

?T :: ::: :::| V i |l| 

In PLATES not eicecliiiK 1 

111 feet euperUnal . 

1» . - 

» „ . 

2ft .. ,, | 

30 „• .. . 

3ft ,v „ . 

s.i ii i 

- « | ; 

:! J 1 

' 

“ ’• :: £l 

L 1 L 1 L 


chon.* d no thru i 
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Tariff No. 3<w5 w. 

REVELLING ON POLISHED PLATE (usual * inch substance). 

Other thicknesses at upotjial prices. 

For prices of polished plate, soc pages 1031 and 1092. 

Pluto* u;. Plate* over 10ft. linear, Plates over I Oft. sapor. 

Borah to 10 ft. linmr. or over 10 fi. sapor. and up to 20 ft. snpor. 

a. <1. a. d. •• '• 

* 4 S in. wide ... u 6 ... 0 7 ... 0 9 por It. linear 

! 

i 

h 
u 
u 

ii 

U „ ... J. to ... a o ... it,, 

Feather edge Bevelling 2d. per ft. oitra. 

For larger plates end wider bevels, apodal price*. 

Tariff No. 36^6 w. 

GRINDING AND POLISHING EDGES OF POLISHED PLATE. 

Polishing Edges. 


Grinding Edge*. 

0 4 per ft 1 


1 id. plato 


I 0 


Those prices are for platos— 

Cp to 48 in. long and not above 10 ft. linnar 

Above 48 in. long and up to 60 !d. long, bu^ not above 14 in. wide Ad. per ft. oxtra. 
Larger sixes at special prinea. Rounded oornors oharged extra at the rate of 
one foot per oornor. 

tariff for silvering plate, patent plate, 
plain and fluted sheet and crown glass. 

BY PATENT PROCESS WITH STERLING SILVER. 

No. 8657 w. 


Not above 60 foet super 


Wgb( Plates, or Plates eaueeding 160 ir 
Silvering, embossed and other orna 


l’or ft. super. 

0 101 
0 11 
0 111 
1 0 
l 1 


wide, special pricoa. 
octal Glass at spocinl prices. 


Stained Piste and patunt Plate, plain and lluted Slicit, Crown or any Glass that 
requires polishing, will bo charged for at rate ol Is. por honr, nett. 

ROCHESTER ROW WESTMINSTER, S.W. 
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SILVERED PATENT PLATE. 


Tariff No 3660 w. 


Stock Sizzs. 

je«m Foot. 

Stock Si**»- 

P«* Poor. 

Inolien. 

30 x 20 

„ 1 

Jncliiw. 

15 x 11 

2/3 

30 x 

18 

3/ \ 

14 x 

11 

2/ 

24 x 

18 

2/e 

14 x 

10 

2/ 

29 x 

17 

2/6 

12 x 

10 

2/, 

28 x 

10 

2/6 j 

11 x 

p 

2/ 

26 x 

10 

2/6 

10 x 

8 

12/ do*. 

24 x 

16 

2/6 

9 x 

7 

11/ .. 

27 x 

15 

2/6 

8ix 

6i 

10/ „ 

20 X 

15 

2/8 

| 8 x 

6 

9/6 „ 

18 X 

14 

2 ft 

1 71 x 

*» 


17 x 

13 

2/3 

! 7 * 

5 

8/6 „ 

16 x 

12 

2/3 

6 x 

4 

8/ 

14 x 

12 

2/3 

[ 


1 _— 


SILVERED SHEET GLASS. 

Tariff No. 3661 w. 


Stock Sizi*. 

Pkk Foot. 

Stock Bizr». 

I-kk Foot 

Inchai. 

| 30 x 20 

1/ 

Inobe« 

27 x 15 

lid. 

1 26 x 20 

V 

| 23 x 13 

lOd 

i 24 x 18 

1/ 

20 x 12 1 

1 lOd 

29 x 17 

lid. 

1 21 x 11 j 

j 9d. 

28 x 16 

lid. 

| 14 x 10 

1 ^ 

22 x 16 

lid. 

! 

i- 
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PATENT PLAIN AND FLUTED ROLLED ROUGH PLATE. 
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GLASS TILES AND SLATES. 
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No. 3666 w.— ENGLISH SHEET GLASS— continued. 
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SHEET GLASS. 

EXPLANATORY REMARK*?, which apply to Tariffs No. 3G66 w. 

L —SHEETS AND SQUARES will be charged according to their 
superficial contents, except when tlio length or width exceeds the limit 
given in the same lino of pricoH, in which case they will be chargod 
according to their longth or width, irrespective of tho superficial 
contents. 

Examples:—Sheets or squares '68 by 28, or 44 by 44, though 
1 measuring under 15 feet, will be charged at the scale of prices of sizes 
not above 19 feet; while on the other hand, sheets or squares 49 by 34, 

• or 50 by 36, which measure from 11 to 13 feet, wiU bo charged according 
to their superficial measurement, and not by (lie lino of prices indicated 
by their length or width. 

2. —Sheets ordered of not Icsh than the extreme size which will 
come under ope lino of price (according t .0 the aroa, length, or width) 
will he charged at the price of the next lino. 

Example : —Sheets ordered to be not leas than 35 by 30, or 4* by 
38. will bo charged at the price of from 55 to 60 long, and from 36 to 
40 wide, respectively. 

3. -The largest sizes that can be made in tho various substaucosof 
shoot glass are as follows, but tho extreme limits of longth and width 
cannot he combined in tho same sheet:— 



Exlreme i.engtti. 

Extreme Width. 

Extreme Area. 

13 ,<w. 

60 in. 

40 in. 

15 ft. 

21 „ 

90 „ 

50 „ 

26 „ 

26 „ 

90. 

50. 

25 „ 

52 „ 

85. 

50. 

21 „ 

36 „ 

70 „ 

44. 

17 „ 

42 „ 

70 „ 

44 „ ' ... 

15 „ 


The extreme area, taken in connection with the oxtromo length or 
width required in tiny particular case will indicate approximately the 
corresponding limit of width or length. 
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eg 

s* 

1 

T 

& 

I 

.1 

6 

Sc 

fe 

I 


co 

co 

< 

J 

O 

H 

(d 

W 

to 

Q 

W 

H 

P 

P 


I 


Obscured fluted, in crate. Id., and in .quare., 2 feet and 
upwards, 2d. per foot oxtro. 


■]tno\|Jodu» ioo; 



fractional part, of inclJ^TlOths to 

-A*- 1 - 
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Tariff No. 8808 w. 

FOREIGN HORTICULTURAL SHEET GLASS. 


Sizes usually kopt in (took. 

4tha aud 3rd«, 21 o*., in boxes containing 200 or 100 ft. 
Sold as iraportod. Boxes fres. Ouo site in a box. 


I in. in. 

"in. in. " 

in. in. 

in. in. 

in. in. 

in. In. 

1 8 x a 

14x10 

10x12 J 

22 x 13 | 

24 x 14 

20x10 

' Ox 7 

10x10 

18 x 12 

24 x 18 

1 18x16 

22x16 

j 10x 8 

18x10 

20x 12 

10 x M 

20x15 

24x10 

12x8 

20 x 10 

22x12 

18x14 I 

22 x 16 

20x18 

, 12 x 9 

22 x 10 

24x12 

20 x 11 

24x16 

22xlR 

I Hx 0 
j 12 x 10 

24x10 

14x12 

17 x 13 | 

20x13 

22 x 14 j 

18x16 

24 x 18 


Tariff No. 8669 w. 

FOREIGN 16 or.. SHEET GLASS. 


Ono size in a box. Sold oa imported. Boxes free. 

Sites usually kopt in slook. Coarse, 4tlis and 8rds qualities. 

300 ft. boxos t- • 



Tariff No. 8070 w. 


FOREIGN SHEET GLASS, 

In onsss ns imported, in various brands. 


IS ox. 21 cz. 20oz. 32 ox. MG ox. 42 ox. 



16 ox. oosrse, 4tha and 3rda qualities contniu about 800 ft., all other qualities aud 


substances 200 ft., in a cuso. 

Noti.—W e’ always keep o largo stock of c-.lrn large shoot glass in 21 ox. and 20 o»- 
up to about 80 in. long, and up to about 46 in. wide. 

Spociai quotations will be given on application, as prices fluctuate so inorb. 

ROCHESTER ROW, WESTMINSTER, S.W. 
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Tariff No. 867 lir. 

„.oz. FOREIGN SHEET GLASS, in 5° Boxes. 

4ths 3sds, 2nds, amd Best Qualities. 

n. <w a — "" “ 



Special prioea will be quoted on application. 
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FOREIGN COLOURED, ENAMELLED AND 

fluted sheet glass. 

So. UU'ltw. 

16ox.200ft.cMeu. 21 or.. 200 ft. cum 

Uuby . 

Illuo pot metal... 

„ flashed . . 

Yellow pot metal 
Rrango 

Green „ ••• ti 

„ Hushed . S 

I'urple pot metal . » 

Amber stained ... '3 

OratiKo , — u 

Signal groen ... £ 

• > [nil pot motel ... 

,, Rushed 
„ obscured ... 

Enamelled . 

Xnamollod and ground 

Rouble etched. . 

Fluted ordinary pattern 

., broad >■ J 

<W * d tS^aSm^k M . »•«•"» "S' 300 

Special prices on application. 

XV. nairurns of enamelled, see pages 1114 to 111«. 


CRYSTALLINE SHEET GLASS. 
Jf.v «*74w. , . 

StocV sites. 

.... . . ... per ft. 1/ 

?>•*• . ... p „ 1/4 - 

'•nth ... ... •• i/8 

i'ot ami floahod molal coIouih ... , V(>H W ft. 

Crystallising on plnioglsss, 10d per n. 

For prlcos o( plain, sre ps K e s 10»1 a nd lull*. 



ROCHESTER ROW, WESTMINSTER. S.W. 
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No. 3677 w,—M U F F L E D GLASS. 


White 

Tints 

Ruby 


Stock Sin 
... /« 

... n 


Cut to Siree. 

/8 per foot. 

... 19 ■„ 

... 2/8 


No. 3678 w.—AMBETTI OR DOMESTIC GLASS. 

White and Tinte (tt ook ei ren) ... . 9d. per foot. 

No. 3679 w.—SHEET CATHEDRAL GLASS. 

Stook Hires. Out to Bite. 

16 or. 21 or. 16 o*. 21 or. 

. /» /» ... /8 /10 per foot. 

Pot metal. /8 /10 ... /10 1/ „ 

Sanding lid. per foot oxtra. 


ORNAMENTAL FIGURED ROLLED GLASS. 

IN STOOK SIZES AS MANUFACTURED. 

No. 81180 w. - ) ■ — Clieqnerod Rolled 1/ por ft. 

„ 8081 W. ( S— Muranoee (•mall)'] 

» 8082 n.Cs- (Wgo 

Luetre ... ... 

Figured Rolled, A 


8684 W. 

8085 w. 

8086 n. 
8687 tv. 
8088 n. 


8088 vr." 
8084 tv. 
8095 w 
81190 vr. 

8697 w. 

8698 w. 
8099 w. 
8700.W. 
3701 W. 


• 2 » ^ 

62 » g 

"B i, E 

£ S> Trinldlcal 

2. I’yramidical ... 

Ovate . 

Diaper . 

Uoorinh. 

Moroooo ... 

.» Shell . 

c— Kaloldorcope 

1 — Banket . 

(S Si Dimpled. 

S. Venetian Rippled 

MediiovAl „ 

Qoilted . _ 

If out to lire*, 


White. 

/0i 


Tinte. Pot Metale. 
f8 /10 per ft. 


"(or. 0702 vr. to 37555 w. „ .„ ,, 

— — 61-Pago* 1114,1116, 1116, /4 


IS 04 . 

n 


1 0 17 j9 per ft. 

ENAMELLED 4 GROUND SHEET GLASS <k DOUBLE ETCHED. 

IS on. It 0*. 

>or. 8726 n. and 3727 W., pago 1116.—Stook alxee ... /8 1/ per foot. 

Cuttoeiron ... 1/ 1/* ,, 

DEADENED EMBOSSED GLASS. 

Stock alien. Cat to Slxu. 

No. 8728 W.-Pnge 1110.. ... 1/ . 1/4 per foot. 


ROCHESTER ROW, WESTMINSTER, S.W. 
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T. & W._ 

FIGURED ROLLED GLASS. 


ORNAMENTAL FIGURED ROLLED GLASS. 


ORNAMENTAL 






wmmm 
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ROCHESTER ROW. WESTMINSTER, S.W. 
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T. A W. FARMILOE, Rochester Ro w, Westmin ster, 3 W. _ ^ 

en"amelled SHEET GLASS. 


1114 T. & W. FARMILOE, Ro chester Row, Westminster, 8.W. 


Ho. 8712 w. 


No. 871**: 


No. 871&JT. 


No. 8700 tt. 


' "78“' 

For prices, see page 


qw * 

































I no T t W FARMJLOE, Rochester Row, Westminster, S.W. 
E N A M ELL ED SHEET GLASS. 



tj>:» «•}!»!:<£* 

Iff 



N*. 8732 m 
181 




■ENAMELLED AND GROUND SHEET GLASS. 


DEADENED EMBOSSED 
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EXPLANATION OF CURVES AND DIAGRAMS. 

On I’ngos 1120 nud 1121. 

A—Curve, are thoee wtWan. bent to u .riven radio, one wny of the £>* only. 

^ C ^ P tS’o?»!c^.a , LT 1, wir , uSi o^gMl-f "ho bentddoo^ane. 

Example, length of the bont .Mo of pane 96 in, depth of bond not above U in. 

U—Corvee are there whiuh nru bon. more then ono^oigbth, but. not to oxcce t o 
•luarlcr of a eifelo or about 1 iu 5j. Examplo, pano <i m, bcn.i t* m. 

0—For the »nmc curve a. B, but a part Hat, the lint part not U. excoed one-tl.ird. 
Example, pano 72 in, bond 49 in, flat 24 in. 

. U-For flat curve., with one pun flat, the depth of the bmHl-vr.not to exceed 1 
‘1 12, and’tho flat part one half. Example, pano .2 in, bfcnd 36 in, dci 
"it 36 in. 

fc —P„r curve., the bent part not lo.. than a 6 in. red!,,.. a " d ,““ t . t ^ ‘ ,j 

^ttam i- of a circle, with flat part, the flat part to exceed one-third but not to 
^©•thirilt. Kiumplo, pano 72 in., bond 24 iu., tint 48 in. 

1 -Curve arc thoxo which arc bout herond the quarter pf the circle, but not to 
exuccil i in 4 r.vim.'le, pane Si in., depth 21 in. 

G -cm* il.no 11. the depth of bent part not to exceed > ^ W, »d tholtot 
to oxeced ouc b lit, but not to exceed throe-fourth*. Example, pane 72 in, ucn.i 
18 iu., depth 11 ’n , Hut M lh. ^ 

80 »n., bend 60 in., tint 10 in. oneb Midr- or iibnut 5 one sido and l.» the other. 

3 - P 0r OG curve., depth not to exceed 1 in 16. Example, pnn. 641*. depth I in. 
k K-Similar to F-, with flat part, to excoed two-thlnl., hut not to excoed Avelxth.. 
pane 06 in., bend 10 iu., flut 80 in. 

1.—For angle curve, (mdiu. not lw. than « iu.), *• «“‘ f ; 'rt.w’Au 
'iaartor circle, sod tho flat to exceed ono-fourth, but aot l ^ ' ***. 010 »ide, 

Kxample, pane 72 in, bond 18 in, flat 27 in. each .ide, or .da.ut U in. on one , 
R °d 40 in. on the other. . ... 

M-Curve.are thiwe which are bent beyond 1 in A but art to ,^4^ 
c ‘rcIo (dinmoternot lew than 12 in ). F.xample, pane i& in, d. ptb «bo 

N-Curve, are for double bond, for oiroular dome light., where tho opening, are 
004 lux. than 12. 

0-Curve, are for orallight opening., not lew tlian 16. 

T—Curve, .re for circle, for dome. d.pth ^“Jorehendfi: 

^WeUr of circle after bent 48 in, depth O.a. N 11 ~Cbarged the *uxe Ue. w o K 
M—Curve, are thoae boiond the half circle, with equ.l ^ Kvami'lo 

'■do, tho ni^notto exceed one-fourth, and iliumotor not u*.th«12in. Ex.n H) lo, 
Pune 48 in bond 36 iu flat part. 0 lit. c.oh .Ide, diameter about 2- in. 

Curve, are for ell,pal. no. bw. than 12 in. diameter, or 6 in in d«Pj^bendi 
. K —Cunea no: to exceed the quarter of a circlo at »« *> ® ) t hau two- 

^ than 6 in.)! the bent parfnnt Ice. than one-thtfd, “ d ‘ h "^‘^n 
Example, pane 72 in, bond 12 in. aach ..do, centre flu. 48 in 
T to K, but .bo number of opening, lew than 12, but not lew 

" Curve, .iriiilnr to 0, hut tho number of openinge low th.n 16, but not lei. 


ROCHESTER ROW. WESTMINSTER. S.W. 
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Vagrams of curves for bending— <ontd.. 

For explanation of curve*, tea page 1119. 


DIAGRAMS OF CURVES FOR BENDING. 

For explanation* of curves, sec page 1110. 


Scata. i in. to tbo foot. 
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IMPROVED GLASS AND LOUVRE VENETIAN 
VENTILATORS. 


A 1 |! 

} " 

L_i 

L 

{ .. J 


A - \ 

^ . \ •fin. 3783 »v. 


.a 



OOritH.) Kimu wim Bosiswe. (Shot.) 


1st Quality, 

i o .6 


i n 
i it 
1 10 

■z o 


2nd Oaalltj. 
£ ». d. 

0 H 0 
0 lfi 9 

on 6 

0 10 9 
12 3 


1 4 
l 7 
1 11 
1 3 


1 7 
1 11 
1 10 
1 18 


0 

0 

e 

2 

0 

0 

9 

8 

8 


Jrd Qnnlltjr. 
0 8 0 
0 9 8 
0U0 
0 12 d 
0 1* 0 
0 IB 8 
0 17 O 
10 0 
OHO 
- 0 16 6 
0 17 0 
10 0 
1 3 0 

1 8 0 


Other iitos ifuotod for specially. 


CUuroh quarry ventilator* made only bow. quality. 

*'•' dinionaloui of all Louvro ventilators should bo jtnlren from the tiyht l in* of aaab 
bars, HOT IK m* sckatjc. Ainu state if the patty is inside or ouioldo. 

Kvsry description of ventilator made to order. 


No. 8781 w. 

PERFORATED GLASS. 

Sheet 3/0 per ft. sapor. 

,i in. rolled pinto */ ,» 



ROCHESTER ROW, WESTMINSTER, S.W. 
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CIRCULAR GLASS VENTILATORS. 



No. 3m w. No. 87H& w. So, 8736 w. 

Diae up to 10 Inchon, ioolndlng glam 
M«*.kha»t.|Wol.l 


12 0 1 4 


j 1 10 
t 12 
i ia 

l 16 


i oi. wheat !Joj.»h«ot 


l 16 
1 10 
1 17 


2 10 i 

a n i 

2 18 i 

2 H 
2 10 


Three Tontitutora can bo cot from 4 to 24 tnohei diameter, ia any alio plate, or 
any kind of glaa*. .wid to any dcaign, in plain, oniamonbld, etained, or painted glaa» 
windows, anil able for oUarobw, holla, mnuaioua, aliopa, akyliglita. 4o„ &o. t and can 
lie cat without tho claa* boing taken out of tha aaabee by aauding it to the work*. 
For extra a,'res *pemal prlroe will bo given. 

In all ordorti, plraeo any which ia tho top of »<n>iua, and how far from l ha top 
thj vontilator i« to be out. 

Saahea end platoa taken out. ventilators opt in, and replaced aamo day by 
arrangement. 

No. Si87w.~ SLIDING GLASS VENTILATORS. 
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GLAZI K R S’ D I A M O N D S. 

ORDINARY CrtOWN DIAMONDS. 



Fig. 0 12 3 

9/ 12/ 15/ 18/ on. 


If with rack 1/6 ea. extra. 

SHEET AND PLATE DIAMONDS. 



DIAMOND FOR WRITING OR MICROSCOPIC USE. 



E»sr. lo 

” ith ivory hand I < 


.No 3741>v. 


and si Ivor ferrule. 

GAUGE DIAMOND FOR SHADES, 

^4^ 


Fig. 17 


No 3742 w. 

31/6 oa. 


9 / 08 . 
2/C 
4/C „ 
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GLAZIERS' D I A lyl ONDS. 

KNIFE DIAMONDS, TWO BLADES. 


iog pressure tubes . each £1 

ROCHESTER ROW, WESTMINSTER, S.W. 
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GLAZIERS’ TOOLS. 

THE GLAZIERS’ POINT DRIVER. 


3747 w. 


This tool, which is carofully constructed by oxponeueod workmen, 
focom iv.onds itself to all glamors, because they are enabled by its nno to 
insert points with move than twice the rapidity of the old method, and 
w *th le„ H liability to breakage of gloss. 

6J in. long. 12/6 oa.. 

Dirkotiovs por Use. —In awing tho driver, press duwn lightly upon 
^*e glass, so as not to check the forco of tbo blow, and move forcibly 
forward against the saah, which endures driving tho points to tho proper 
depth. To incroaso or diminish tho forco of tLo blow, adjust tho screw 
*n the lain To take tho driver apart, draw tty ram back, until the 
driving plate is free from tho guido plate, and lot it come forward 
below the guido plate. 

No. 374$^GLAZIERS’ POINTS. 

These points, as shown in cut, 
arc designed for uso in connection 
with tiiu driver They have the 
same bearing in iho sash, projoct 
over the glass tho same distance, 
and are guaranteed to hold the 
glass firmly in its place. 

These j - inn. ore cemented 
together in columns of about nno 
hundred points each, ready for in¬ 
stantaneous insertion >n the driver, 
by which they are struck off and 
driven one by one into the sash. 

Ei'srgod Vieir of ftlniisre' Point. Per box of 5,000 points ... 1/8 ch. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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WINDOW LEAD VICES. 

For the production of every description of Window Load for Plain 
and Ornamental Work. 



EXTENDING VICE, with loose or solid cutters, and 
eliding chocks, specially suitable for lead glaziers. 
Capable of taruing o«i all sizes and patterns of lead. 

. ea. £7 0 0 


To turn one lead 
,, two „ 

„ three „ 

„ four ., 


7 13 0 

8 f> 0 

8 18 C 


TVo. 3749 w. 


iNo. 3750 w. — EXTENDING VICE, with four pairs of loono or solid 
outters, and 16 pairs of checks. Various patterns, producing 64 
leads of different patterns and sizes... . £|y n 6 


BOX PATTERN VICE, with HOX PATTERN VICE, with 
back plate, solid cutters and . , 

slide cheeks; back P ,ftt6 ’ de,, S ned iov 

loose cutters only. 




No. 3752 w. 

\ No. 3751 w. L , , , ■ 

, , „ ' X o turn one lcuid ca. .C6 7 6 

" 0 turn one load ch. £6 7 6 

,, two „ ,, 7 0 0 " two o' *» 7 0 0 

„ three „ „ 7 10 0 >i throe „ 7 13 0 

foor ' » -860,, fear „ .,, 860 


Ejctra Cutters, Checks, or any ports supplied or repaired. 
ROCHESTER ROW, WESTMINSTER, S.W. 
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WINDOW LEAD VICES. 

REPAIRS AND ALTERATIONS. 


New Work. 

No. 3753 w.—Chocks ... 14/ 
No. 3754 TV.—Largo spindles 22/ 
No. 3755 W.-t Small ditto ... 19/6 
No. 3750 w. —Cog whcols ... 22/ 
No. 8757 yr. —Loose euttors 14/ 


Remits. 

No. 3758 w.—Cheeks 
No. 3759 W.—Large spindles 
or cutters. 

No. 3760 w.—Sraal) ditto 


POWER GEAR. 

For propelling Lead Vices by gas or steam power, 



With shifting fork complete ... 


To work 1 vice ca. £8 2 9 

„ 2 vices ,, 10 16 0 


No. 3762 w. "MOULDS FOR CASTING LEADS. 

To coat 3 loads. 4 leads. 3 leads, various sizes. 4 leads, various sues. 

43/ 48/9 46/ _ ottch - 

No. 3763 W-DRAWN WINDOW LEAD. 

In coils ready for milling, Nos. 1 to 12, at pci ton. 

, This is a great improvement on the old system of casting^ ** 

being of uniform thicknesa. The edge* arc smeo 
°u«ior to mill, and eavea friction in tho ticc. 

No. 3764 w.—MILLED WINDOW LEAD. 

Lectors A to W, ready for use, at per cwt. 

Can be had various widths of heart if required. 

A to y. - Ro Jd Beaded Lead; G to Q-]UlMtou»d bead; U tAW-Klat beadal Lead- 
For illustrations see page 1130_ 


ROCHESTER ROW, WESTMINSTER, S.W. 
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GLAZIERS' LATHS AND SQUARES. 

No. 376Gw.-GLAy.IBUS' CUTTING LATHS. 

Divided into inched and eighths. 

in. wide by 1 in. thick. 


. ... 13/ 

. ... U/ 

No. «7C«tr. 


24 


8 / 


14/ 17/ SO/ 

-Best quality (London make). 
42 


60 


3/0 '4/6 i/8 

With wood blocks — 

T SQUARES, FOR GLASS CUTTERS, GLAZIERS, Ac., 
Divided into iaoho* and eighth*. 

No. 3767 vr —Bra** tipped. 


Boc poliihed 


24 


30 


36 


33/ 


... 21/ 26/ 

... 10/ 22/ 26/ 

No, 876S w.—Bo« quality, London make. 


81/ 


GLASS PLYERS. 


Made to open parallel for plate glat*. 



No.'8703 w. 


<5 7 8 

Per do*.. 80/ 33/ 80, 

PLATE GLASS PLYERS, with hollow handle* 



Bright nolid welded none. Blkck handle*. 

6 in. (pnoket *ize), will grip 1 in. (date and under . 13/ dot 

8 in. (bouch »ixe), will grip | in. „ „ . 22/ 


OLD PATTERN CLOSING KNIVES. 



No. 3771 w. 


ROCHESTER ROW, WESTMINSTER. S.W. 
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BRILLIANT CUT WINDOW GLASS. 



"SST 

for Brilliant Oat 

ling Pen 

on. containing 

Designs, see page* 1183 to 1140. 

Vapor!" 

Up to 
7ft.*itp 

Up to 
10ft. iu. 

Up to 
14ft. •«. 

lift. S'! 



No. 8772 w . 

„ 3773 n, 3774w, 3770 w, 8777 w 

„ 8776 w, 8778 w, 3800 w . 

8770 w . 

s. d. 

1 11 

2 10 

3 2 

8 1 

H. d. 

2 3 

8 2 

8 8 

8 2 

». d. 

2 10 

8 8 

H 5 

n. d. 

3 2 

4 4 

4 0 

8 11 

«. d. 

8 6 

4 8 

6 0 
•9 8 



., »780 w, 3789 w, 3806 w 


4 tl 


5 6 

<1 6 


li 

„ 87biw, 3807 w. 

4 .0 

4 4 

4 10 

6 2 

0 l 


t 

„ 87831 w, 8788 w, 8790w, 8701 w. 8708w, 
8706 w, 11700 w, 8801 w, 3803 w ... 

4 n 

4 11 

j 6 5 

6 10 

6 10 


1 

„ 878t w, 3785 w. 

7 2 

7 3 

i 7 7 

8 0 

8 7 


3 

„ 3786 vr, 3702 w, 3706 w . 

0 4 

! t! 7 

6 11 

7 2 

7 10 


ft. 

„ 8787 w, 3788 w, 3704 w, 8806 w 

„ 3797 w, 8802 w, 3804 w 

,. 8708 w. 

3 8 

i> 6 

4 4 

; -t 1 
[ 6 10 

l 10 

I 4 « 

1 P 4 

I 5_ 2 

4 11 

8 10 

6 9 

6 » 

7 8 
ii 8 




(lettering obei-ged extra el i/4 nut per letter in 2 inch to inch loiters. 
The ebovu prloes ere for brilliant cutting oni.v. Glen obergod oxtr*. 


5g» poliahed pint* gl*ii*. bat we would strongly recommend 
npou, It being much more effective then the other klndu of g!e*». 

Jf the cutting 1» done on treneperent enrfeco, 10% to 16% will b« 


t eapcrfloiel. >Ve eliell lie happy ti 


lie price* oo 

.1 ■hoot, end 


edlled to el»*n price*. 


BRILLIANT CUT BORDERS. 

On ruby. bine, end white o>,toured eheet *1***. 16 ot. Yolloerend en.lier, td. i>«r fool -itre. 


Dosigns, *->o pege 1130. 

3i in. 

4 

in. 

4) in. 

6 in. 

61 in. 

« in. 


- 

*. d. 

. e. 

d. 


a. d. 

* d. 




Nos. 8808 w, 3809 w, 3810 w 

1 1 

’ i 

4 

1 7 

1 ft 

1 11 


4 


3 

sail w . 

1 7 


9 

1 11 

2 1 

2 6 


9 


8 

„ 8812 w . 

2 3 

2 

7 

2 11 

2 11 

3 2 

3 

6 


i 

8818 w . 

1 11 

2 



2 7 

2 a 

2 

U 


■ 3 

„ 3816w . 

2 10 

3 

1 

3 0 

3 0 

4 1 

4 

4 


| 

„ 3818 w . 

3 8 

4 

0 

4 4 

4 7 

5 0 

6 

0 



.. 8814 w. 3817 w . 

6 6 

r> 

8 

C 11 

o a 

8 9 

7 

2 




Thoen prices, include glass and brilliant catting. 

I • i .-til | from is to 48 in., M. per monlng f oot eytt *; 


BRILLIANT CUT ROSETTES. 



T. & W. FARMILOE, Roohester Row, Westminster, S.W. 1133 

BRILLIANT CUT CENTRE PANES. 



No. 8776 vr. 


(These Pettern* cen slou be Kroboisod I 

For prices see page 1132 


No. 8775 w. 


Tie 8777 














































































i.i:u t. & w. FARMiLOf. ftbohoater Row, Weatmlneter, 8.W, 
BRILLIANT CUT CENTRE PANES. 



T. & W. FARMll.OE, Rochester Row, Westminster, S.W. L13.V 
BRILI.IA NT CUT CE NTR E PANK S_ 



ffe, W S ; I 

U^ wi .A 

No, 37.37 w. No. 3788 w 

iTIiciw I'niiovn* vm al*o V K 




































































































1136 T. & W. FARMILOF. Rochester Row, Westminster, S.W, 



Thru, hnl tcrti« can ilio be Bmfc<>»»e<l .) 

For prices $*e Driee M32. 



^ 7 /\! 



















































































1138. T. A W. FARMILOE.'-Rochester Row, Westminster, S.W. 


BRILLIANT CUT CENTRE PANES. 



No. 880b % No. 380fi W. No. *807 w. ; 

(Th«»o Pattern* u!»o bo Embo*»od> 
























































































11+0 T, A W. FARMILOE, Rochester Row, Westminster. S.W. 



N*. S828n. No. B8B4 w. No. 8826 n. No. 3888 w No. 8827*- 




(Thimo Patlonm can ulao bo Ktnl>o*s«(l.) 

For prices see page 1132. 


T. & W. FARMILOE. 


llil " 


LEAD GLAZING, EMBOSSING AND FACIA 
WRITING. 

9he whole of this work is executed on the premises under the 
•ucrcl supervision of a practiced manager, 64- competent stuff 
°J artists and workmen are engaged upon the work, and customers 
>*ay reh/ that all orders will he executed in a purely artistic style, 
combined with the lest workmanship, 

Apodal designs will at anytime be furnished free of charge upon 
Application, and requirements being given. 9he colours shown m 
d■•signs may be varied, and, if desired, samples of the actual glass, 
together with working drawings, will be submitted for approval. 

t/n ordering, please plainly state — 

/.it. — y ‘eull height and width of openings in rebates. 

2nd. — Sight or dag light sixes. 

She height should always be given first , although it is better 
to mark which is height and which is width. 

Marrow lights under 12 in. will be charged per linear foot, and 
nil lights under 12 in. by 12 in. be charged as i2 in. by 12 in. 

We. will always send to take- sites and other particulars, and 
fix lights ccmpUte, but the prices do not inolude this. 

Prices of Leaded Ligh ts for Church, Domestic and other purposes: 

PeaigtiB pages 114.3 to 1162. 



P* !• c. 

i. <1. 



d i 



i 

0648 w 

... J 6 j 

l\ T o. 3860 w 

... a 

3.1 

No. 3872 w 

... 4 

'• 

3849. w 

... i 6 j 

. ., 8861 w 

... a 

& I 

„ 3873 w 

... 4 

•V 

3850 w 

... i 8 ; 

., 3862 w 

... 2 

9 J 

3874 w 

... 4 


3851 w 

... 2 3 1 

„ 3333 w 

... 3 

o 1 

„ 3875 w 

... .5 

0 

3852 w 


„ 3364 w 

... 3 

oj 

„ 3876 w 

... a 

0 

3853 w 

] 

... 2 y 

; 8865 w 

... 4 

0 i 

| ., 3677 w 

... 3 

0 

3854 w 

... a 3 

; „ 3860 w 

... 3 

0 

„ 3878 w 

- 3 

(i 

3855 w 


1 „ 3867 w 

... 6 

0 

| „ 8679 tv 

- 5 

3 

385G w 

... 2 <J 

i .. 3868 w 

... a 

6 

; „ 3880w 

... \5 

0 

38;.7 w 

... 2 9 

j ., 3869 w 

... 4 

0 

; ., 3881 w 

... rt 

6 

3858 w 

... ip 

„ 3870 w 

4 

o 

| „ 3882 w 

... 7 

0 

3859-w 

... a 9 

i „ 3671 w 

- 3 

6 

i Gmtin "' d 

page 1142. 


ROCHESTER ROW, WESTMINSTER, S.W. 





















































































I. 

■ ft. 

d. 

6 

6 

6 

3 

3 

3 

3 

6 

3 

6 

o 

6 

3 

6 

6 

o 

9 

9 

o 

6 I 

6 I 

i 

o 

3 ! 

6 j 

6 ! 


& V/. FARMILOE, 


T. * W. FARMILOE, Rooheeter Row, Westminste r, 8.W. 1143 

DESIGNS OF LEAD GLAZING. 



ROW, -WESTMINSTER, S.W. 


No. <W3 w. 



















































































































1H4 TAW. FAHMILOE, Roohea'e? Row, We8tmln9tar, S.W. 


DESIGNS OF LEAD GLAZING. 




No. 835*1 n. 


Vo. USCO w 




T. A W. FARMjLOE, RochosterRo w, W eat minster 8.W. _ 

DESIGNS OF LEAD GLAZING. 







































































































































































































































_ T, <fe W. F ARMILOE, Rochester Row, Westminster', S.W. 

DESIGNS O F L E A D G L A Z I NG. 


DESIGNS OF LEAD GLAZING. 




y 


®y 





X 

.! 

! 











X 






No. 8878 w. 

For prices see page 1141. 


For prices see page H41. 











































































































































































































































U48 T. 4 W. FARM1L0E, Rooheeter Row, Westminster, 8.W, 


DESIGNS OF LEAD GLAZING. 





snp 

las 

P|i 


[A 

'm 

% 

— 

j 

' 

z? 

I] 

2 

- 

j 

.1' 

.i 



- : 

J 




K©VNiE] 


No.«8Sl W. 

trr-,.rxr-xzzzrzsrr: 

==Sfl 


For prices see page 1141. 


DESIGNS OF LEAD GLAZING. 


1ZT 




No. !W!>4 «. 


Nil 


















































































































































































































































































































11.10 T. & W, FARMILOE, Rochester Row, Westminster, S.W. 


DESIGNS OF LEAD GLAZING. 
-1— 



For prices see page 1 1 412. 


1. & W. FARMILOE, Rochester Row, Westminster, S.W. mi 


DESIGNS OF LEAD GLAZING. 


F 



» 70 E 1 

4' 

o" 

Q- 


■ H ’ 'Mf&str \\ V-P - 


■3 
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. kh 


► d> 
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Wo. S004W. 
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■X 
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C=2 
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■ms- 
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■ ffl 
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. z 




L- 

. (A Q (4 (:) • 

-X 

Z5 
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* 

X 

N> 

< > 

_L_ 

c~ 

“ T 

X 
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■s 

.M ^ 

Ifeii 
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1/ - 
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La 

A/ 
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>’.» SMS w. . No. :W0C w. 












































































































































































































































i i ■: r.; a w . [ ah niiLuc, nooheaier How, W estminster, s.w. 

~ D K S i GN 8 OF LEAD C LAZING 


T. & W. FARMILOE, Hoohester Ro w, Westminster, S.W. 1158 
D !•: S ION S OF LEA D GLAZ1 N G. 


'w' 

KTft 

\jnS‘ 



1 

- 


x- 


1 


" 


w - 

ft 


§ 

/* u \ 


\n/ 

/*\ 






~i—r 


XX 



No. 51)11 w. 

For prices see page 1)4-2. 


No 31!I"” 

J 


For priees see page 1)4-2. 


No. tt0‘20 o- No. 3901 w. 


















































































































































































































































































] 154 T. & w, FARMILOE, Rochester Row, Westminster, S.W. 
DESIGNS OF LEAD GLAZING. 



T. & W. FARMILOE, Rochester Row. Westminster,, S.W, 1155" 


DESIGNS OE LEAD GLAZING. 

































































































































































































































.156 T - A w - FARMtLOE. Rochoster flow, Westminster, S.W 


DESIGNS OF* LEAD GLAZING. 



No. fc0&8w. No. MM*. 



No. i«M> rr. flo. ['.Ml W. No- 89 * 2 w * 

For prices' see page 1142. 


T. & W. FARMILOE, Roohestar Row, Westminster, S.W, U57 


DESIGNS OF LEAD GLAZI NG. 



for prices see page 1142 



































































































































































































































1158 T. A W. FARMILOE, Rochester Row, Westminster, 8.W. 


DESIGNS OF LEAD GLAZING. 



i 

." 

i 







'M 

N?n 





1 

I-X- 4^11 , i , 

I 



Ho. mi w. 




m 


St 

Mil 

I0TEL 

i>l 

la 

y ; 

m 




N». 8960 w. 

For prices see page 1142. 


T. A W. FARMILOE, Ro ch ester Row. Westmins ter, S.W. U59 


DESIGNS OF LEAD GLAZJNG. 



'-QE1 


<381 



-J&- 




]—<. 

1 ✓ 

c ■ T 77 

- ~ T - 

7 — r 

-Qo 

s 1 



[SPIRITS 

' 1 - T 

\ 


“W“1 




“W“ 



No. 30C1 w. 




Ko.MMw. 

For price* tee page 1142. 








































































































































































































































































1160 T, & W. FARMItOE, Rochester Row, Westminster, 8.W. 


DESIGNS OF LEAD GLAZING. 




■& 

gay 

m 




Ho. 8858 *. 


So.ft!)0Ow, 

For prices see page 1142. 


Ho. rr. 


1161 


I 


T. & W. FARMILOE, Rochester Row, Westminster 3.W-. 
D E S \ G N S O F LEAD G L A Z f N G. 



No. soon w 
















































































































































































































No. .1369 it. 


T. & W. FARMILOE, 


1163 


DESIGNS OF WROUGHT IRON CASEMENTS 
AND VENTILATORS. 

A- No. 3970 w. 

.HOPPER VENTILATOR. 
Wrought iron. 

Boot workmanship. 

Any size Op to 24 x 94. 



No. 3071 w. 

SLIDING VENTILATOR. 
Wrought iron. Best workmanship. 
Any size up to 24 x 24. 

Each . ... ...-21/ 




No. 3072 t. 

VENTILATOR ON CENTRES 
Solf'-closing pivot,. 

Wrought iron. Best, workmanship. 

Any size up to 24 x 24. 

Each . 2 V. 


No. 3973 w. 

rack casement. 

To open outwards or inwards. 

Wrought iron. Boat workmanship. 

Any size up to 30x 18. 

Each . 1 .<• ••• 30/ 

Brass Biting*. ... extra 3/ 

Will he made to open outwards 
unless otherwise ordered. 

If With fillets at sides, 2/9«a.e?tra. , 1 1 with filia te all rqnnd,4/6ea.e^ra . 
ROCHESTER ROW. WESTMINSTER, S.W. 



























































































1164 


T. & W. FARMILOE. 


DESIGNS OF WROUGHT IRON CASEMENTS 
AND VENTILATORS. 



No. asm w. 

FALL-BACK VENTTLATOIt. 
Wrought iron. 

Bust workmanship. 

Any size up to 24x 24, 18/6 oh. 

No. 897G w. 

HOPPER VENTILATOR. 
Fam. Back. 

Wrought iron. 

Boot workmanship. 

Any size np to 24 x 24, 20/on. 

No. 3076 tv. 

FALL-BACK V KN'I'I LATOIt. 
Lamckt Ht.u>. 

Wrought iron. 

BeBt worknmusliip. 

Any size up to 24 X 24, 24/C on. 
A template should bo sent of the 
opening. 



No. 3977 tr. 

CIRCULAR PIVOT OR SWING 
VENTILATOR. 

Wrought iron. Best workmanship. * 
Any size up to 18 in. difim., 21/ ca. 

:r with at Kilt**, 2,U Hn. U with fillut* »U 

round, 1/0 each extra, 

- Any of ihe abovn oah bo mndo in copperorguo 
mu'. A I of. special p.-ictn. 


J 


T. & W. FARMILOE, 


1165 


PRICES OF EMBOSSING, 

Calculated on panes containing C ft. superficial of work, on white, ruby, 
blue, orange, ur lemon. (Class extra.) 


Designs, Bee pages 1166 to 1172. 


i. 3978 w 


por ft. 

2 

<!. 

0 

No. 3995 w 

... por ft. 

3 

d. 

6 

3979 w 



9 

„ 3996w 



2 

8980 w 



2 

fi 

, 3997 w 


1 

6 

3981 w 



a 

£ 

3998 w 


1 

9 

3982 w 



2 

G 

,. 3999 w 


1 

6 

3983 w 



2 

2 

., 4000 w 


2 

0 

3984 w 



1 

u ! 

.. 4001 w 


1 

10 

3985 w 



1 

« 

„ 4002 w 


1 

9 

3986 w 



l 

6 

’ ,. 4003 w 


8 

3 

3987 w 



1 

8 

4004 w 


3 

0 

8988 w 



2 

2 

„ 4005w 


2 

6 

3989 w 



2 

2 

„ 4006 w 

IS 

2 

6 

3990 w 



1 

7 

4007 w 


3 

0 

3991 w 



1 

6 

„ 4008w 


3 

2 

0 

3992 w 



1 

7 

„ 4009 w 

... M 

6 

3993 w 



1 

10 

4010 w 


3 

0 

3994 w 



1 

7 

„ 4011 w 


2 

6 


EMBOSSED BORDERS (OP 'ro 8 m wipe).' 
Designs No. 4012 w to No. 4021 w (pago 1173), 1/10 per ft. Iinoar. 


EMBOSSED CORNERS. 

No. 4022 w to No. 4026w (page 1173), 11/ per dozen. 

Tho above prices are for work on white glass, but if done on coloured 
glass add 10 per cent. 


EMBOSSED AND ORNAMENTAL POLISHED 
PLATE ULASS FACIAS. 


No. 4027 w (page 1174) per ft., 3/6 

„ 4028 w .4/3 

,, 4029 w „ 4/3 

„ 4030 w .. 4/3 


No. 4031 w fpago 1175) per ft., 
„ 4032 w „ 

„ 4038 w ., i. 


5/ 

6/ 

5/6 


TIioho pricee aro for Facias 12 in. ami over wide; under 12 in. eamo 
prices por ft. linear. 

In all ensos the prices are for work only, and do not i: c.udo Cic gloat*. 


ROCHESTER ROW, WESTMINSTER. S.W. 



























I LOG T. A W. FARMILOE, Rochester Row, Westminster. 8.W. 



No. 8078 w. 


No. 


No 8080 w. 



T. & W. FARM1L0E. Rochester Row, Westminster. S.W. H67 



3887 w. 


No. 3888 w. 


No. 8980 w. 




















































































































































































1J68 T & W. FARMILOE, Rochester Row, Westminster, S.W. 


D E SIGNS.OF EM BOSS IN G. 


J 

^^1 

No. 8991 w. 



\M 


S3 

yij 

ISS 


No. 3998 Y/ 




No. swr»w. 

For prices see page 1165. 


T. & W. FARMILOE, Rochester Row. Westminster. S.W. UCi> 



No. 8099 k. No 4000 w 


ag 


n 



i 

1 


nS 

m 


Ltl 

i 


I 


! 


1 


£ 


1 

B A N K 

j 


1 

» . -M 

Hfl 


SB 

.3® 


m. 



No. 4IK>1 w. 

For prices see page 1166. 

























































































































11.70 T, A W, FARMILOE, Roolinutar Row, W«j6tnilnntor, 8.W. 
D K SIGNS 0 F K M B O S S I N G. 




For prices see page 1106. 


V. A W. FARMILOE, Roohontflr Row, WooUnlngtor. 8,W, U7i 



No 4000 w 

For prices aee page 1166. 






















































































'.172 T, A W. FARMILOE, Rochester Row, Westminster, S.W. 


T, & W. FARMILOE, Rochester Row, Westminster, S.W. m3 




































































































































































T, & W. FARMILOE, 


DESIGNS OF FACIAS 

ON POLISHED PLATE. 

P 

Pi 

[SOT 

1 

No. 4027 vt. 

Embossed or burnished gold letters on any colourod ground. 


:i2I(E.3E 

1 

No. 4028 w. 

Gold.embossed diaper ground, ornamental black or other colonr letters, 
and bright gold margin. 


Kl e @W 

in ( 

£7 \ 

No. 402* w. 

Embossed gold lottors, with burnished line blocked in colours on any 
coloured ground 

3 

M 

T & W„ FA 

Gold 

No. 4030 vr. 

embossed diaper ground, plain black or other colour 1 ottors,. and 
bright gold margin. 

For prices see page 1166. 


ROCHESTER ROW, WESTMINSTER, S.W. 


T. & W. FARMILOE, 


.1175 


DESIGNS OF FACIAS ON POLISHED PLATE. 



No. 4031 w. 


Embossed or burnished gold letters, blocked in colours on any 
coloured ground. 



No. 4032 w. 

Embossed or burnished gold letters, with maroon line, blocked in 
colours on any coloured ground. 



No, 4.033 w. 

Embossed gold ornamental letters, blocked and shaded iu illuminated 
colour* <>r: any coloured ground. 


For prices see png* 1166. 

The whole of thii work it done on the pretniee*, and 7r.1i/ retr »'.? 
fxer cited i» uting onhj ’.he heel colour* Mltl the bed linglitk gold. 


ROCHESTER ROW. WESTMINSTER. S.W. 






























































GENERAL INDEX. 


AM»oy Lavatories.283 

A. B. C. Door Spring . 760 

Acid Bottles, Gutlu, Pnrcba 768 

„ Carboys „ 768 

„ Funnols „ 768 

„ Jugs ,, 768 

Aomfi Bur Polls .817 

„ Cnrlt Drawers . 842 

„ Kilters .802 

Acid, Carbollo . 1080, 1087 

Acids.1032 

Adams's Automatic Tanks. 307 

. Latrine Closets. 71) 

„ Trough „ 78 

Adamant Wnter Waste Preventers 136 
Air Brioks, Cast Iron ... 220,247 

„ Inlet Tubes . 266,260 

„ „ Valvos .220 

„ „ Wall Boxes . 220 

„ Shafts, Hellyers . 192 

.. Vents .. . 834 I 

,, VussiiIh for Pumps . 097 i 

Air-tight Manhole Ct-.ors, 

172 -175, 178, 179 

Adjustable Pipo Tongs ... ... 1)63 

„ Spanners . 964 

, .Stocks and Dies 934, 937 

Alahustine Brushes.1946 

Albert Green, dry. .. 1020 

„ „ in oil.1023 

„ Lavatories. 283 

Albo-Cat'bon «28 

„ „ Lights ... 615-628 

Ale Regulators . 827 

,, Extractors . 828, 82ft. 

Alexandra Baths . 411 

Allianoe Closets 
Alum ... 

Amlwr Glass 

Arnbutti ... 

American Sorew Hammer 

Ammonia . .. 1032 

Anderson's Water Waste Preventers 122 

AngeU's Alr-tignt Covers. '76 

Angle Back Pressure Valves . . 531 

„ Bar Zlno .931 

„ Wheel Valvos .533 

Anti-All Traps . 1G0 


... 1032 
1108, 1109 [ 
... 1110 i 

i 


Antl-J) Traps 

„ Corrosive Paints 1022. 1 

Freezing Pumps 
A mill’s Traps 

Antique Glass ... . 1 

„ Green ... 1023 i 

Antwotp Blue .1 

Anvils . 

Apbrotlito Baths . 

Aquafortis ... ... 1 

Aristcm Closets 
Armoured lldse 

Arnott'a Ventilators 

Artesian Wells . 

i, Well Boring Tools 

Artists' Palette Knives 1 

Artisan's Basina, b!ini|><:'«. 

Asbestos Oaa Fires . ... 031 —> 

„ Milllmai.1. 

Packing ... 

," Sheeting. 

Asphyxialor Drain Tests 
Astragals. 7'.ine .... I 

Atlinnu Lavatories ... 2f»« -i 

Atinoapheric Air Bulbs ... . « 

,, Burners ... .. I 

Atlwutor'ii Pipe'Wrench Jaws I 

Austin's Sash Cords 
Automatic Flush Tanks ...77, £09 
„ Torches ... . WOO II 

„ IJrinnl Tfinks, 380, 398, 1 
Aylesbury Bib Cocks 
Azure Bloc. ... V 


Bscs Pkxssorx Vihh 
Badger Softeners ... 

„ Tools 

Baker's Soldering Fluid 

Ball Cooks. 

„ Joint Drop Pieces ... 3 

,, Levers ... 

„ 'J'raps, (Jennings') 

„ Valves (Chandler's'. ... 

„ (Croydon) 

„ „ (Drinking Fountain) . 









General Index.' 


, New River 621 
, Portsmouth 
, Reverse Action 
„ Trott's 
„ Uudorliny's 
j, Universal 
Brill Volvo Fitting* 

Hulls and Stoma . 

Banner's Drain Expioror ... 
u „ Ferrets 
„ Ventilator* 

Barge Pump* 

Bar Stove*. 

„ Tapping Cock*... 

Barrel' ruiihos, Electric 

„ Unions . 

Barrels, Spirit . 

Bane* and Plato* . 

Banin Counter Cocke . . 
Balia Cock*, Bracket 

„ „ Horizontal ... 

■f i, Upright 

„ „ Urn Pattern... 

„ Vaivoa, Non-conouasive 

if „ Sorow-dovm 

„ „ Spring 

„ Wsehors and Gratra 

.. „ ri'iS" 

Banina, Lavatory . 

n Plug •• ’ . 

„ „ (Enamelled Iron) 

„ Tip-up . 

'n „ (Kuatnolled Iron) 

Bucket, Qlniui . 

Baskets, Ourpuntor*’ * . . 

„ Pali, tom' ... 

Bas-relief Buths 
JUss Gnmpo Bruabuv 

Bath I toil or*. 

' „ Cook* . 

„ Pitting* . 

„ Lover*... . 

„ Nozzle* . 

„ Overflow# 

„ Socket* 

„ Spnuta. 

„ Stuffing Box.. 

.. Suppjy . 

„ Valves, quick Waste ... 

„ Washers ana Unites .. 

• n ii Flags ... 

Baths, Alexandra . 

„ Aphrodite . 

„ . Bas-relief . 

„ Cabinet (Gtm) 

„ Cast Iron, Plain 
,, .Citizen (Shrinin') 


.127 -843 
325, 320 
347, 340 


... 1038 
881,882 
460—1IU5 
1017,1024 
455- 472 
•W4, 405 
451), 4?0 


Baths, Colonial . 

„ Copper PIungo 
,, Eureka (Shanks') ... 

„ Excol*ior (Gan) 

,, Genera) Gordon (Gan) 
,, Gladstone (Ge*) 

,, Hospital . 

„ llygoia . 

„ Independent (Shanks') 


403 

•100 


Imperial (Shanks') .. 

Marvel (Gas) 

Moncrieff . 

Oceanic . 

Oriental . 

Parisian . 

Porcoloin . , 

„ Emunolled Iron 410,420 
Queen (Ga«)... 

Rochester 
Salisbury (Ous) 

Shoot Iron ... 

Sitz 


418,438 


... 417 
424, 426 


Spango 

„ Stamped Copper ... 4! 

, „ Steel ... 45 

„ Stool Clad. 

„ Knllaiiti . 

„ Times (Shanks’) 

,, Universal (Sbankn’).. 

.. v . ot „ y . (Gas) ... . 

,, . Westminster. 4 

„ WboutbM . 

„ Zinc . 

Butterioe, Klectrlo. 7' 

Bun or*’ Link Spanner 
Beach’s Cooks 

Bean's Water Waste Preventer . 

Bear Hair Mop* ... .. 

Beard A Uont'i Traps A Bonds 
Bedford Cistern Pitting* ... 
Bedford Urinal* ... 383,5 

Bqor Carrying Can* 

CllCKU. I 

„ Engine Handles 

,, 'Extraclorn . 5 

,, Punnels 

I'owter Bov.., 

,, Tapping Cc'iAs ... i 

„ Warming Pots 
„ Engine Front Cock* ... 

,, Spouts, 

i, Engine Barrel* 

„ Drainers ... i 

„ „ Pot Stands ... 

Sinks... 


Struii 


■: i > 


Oil 




. j Boll 0 


General Index. 


Boll A Whoatljr Water Wi 
venter 

Bell’s Asbestos 
„ Cocks ... 

Boll Cntriagou 
„ Cranks... 

,, Guido Box 

pnii* 1 *!" 

„ Slides .. 

„ Springs 
,, Staples 
„ Traps ... 

Tube (Eino) 

i, Wheel und Chains ... 
Bellamy's Graining Boiler* 

„ Indiarubbsr Combs 
llollhangur’s Pliors... 

Bolltnan's Gullies . 

Bollowa Closet Regulator .!. 

Bolls, Elsctrio . ; 

and Gratos 

Belt Fasteners . 


Bolting 
Bonch Pliors... 
lit neb Screws 
„ Vico ... 

„ oud Vice 

Bonding Glass .1117—1121 

Bending Sticks . 

Bond* (Lead) Hydraulio drawn, 

180. 162. 183 

„ „ Cast . 165 

„ Cl.annul . 207, 208 

Inspection 


Bib Cocks, Lambert's Valves 
„ Lord Kolvin's ... 
„ New Elver 

.. . 

■> Quartoi'-tnro . . 

„ Qniijk Thread . 

Ramsgate Pattern 
,, Range 

„ Rotherham 

„ Koundwny 

School Board . . 

„ Slate Cistern 

Tank . 

„ Trott's. 

.. Tyler's Waste-not 

Bib Valvos, Cureloss 

„ Screw-down ... 


801 

380 


„ Ventilating 
Bout Main Ferrules 
„ Shave .Hooks 
Berlin Blaok. 


. 1018 


Berry’s Wind Guard Chimney Pi„ . wv 
Bovnlled Varnish Bnmbes... 1040—1061 
„ Wiro Bound Tools ... 1051 
Bevelling on Glass ... ... ... [083 

Branch Plpos . 733 —735 

Bib Cooks, Aylesbtuy Puttorn ... 480 


Brighton Pattern 
Cam Action 
Capstan Head ... 
Cntorham Pattern 
Darrah’s Connection . 
Diaphragm ... 4 

Double Valve ... 


Full-way . 500 

Galvanized Iron ... 501 

Gland . 508 

Guest A Cbrimc' ... 477 

Gun-motal . 434, 607 

Horizontal . 406 

Hose Union 473. 498, 737 


„ Warwick 
Billiard Lights ... 

Hilling's Pipe Bender* 

Black Japan. 

.„ Lead . 

i, Manganejc ... 

,, Paint. 

,, Putty. 

Blacks. 

Blades (Saw). 

Blast Bellows 

Blook Shonrs ... .. 

Block Tin Pipe ... ... mg 

Blocks for Go* Brackets . ao7 

Blow Lamps. 1007, 1008, 1089 

Blnw.pipe*.ion 

Blow-pipo and Bellows .1010 

i, Solder ... ... t))9 

„ Torches... ... loOS—1011 

Blue Black . u™> 

„ Black, Ground in <jil. 

„ Ohm* . 

, „ Paint. 

„ Ruddle... 

Blues... . 

Boat or Yacht Varnish 

Bobbins . 

Hodogn Conk* . 

Body Varnish . 

Boiled Oil . 

Boiler Check Valves 

„ Cook*. 

„ „ (Trott's) 

„ PJog (Ftmible) 

Safety Valve* 

„ Screw* 


... 1618 
... 1033 
... 1038 
... 1023 
... 1020 
> 020 , 1028 
... 077 
... 1010 


... 1023 
1108, 1100 
... 1023 
... dOJO 
1010.11 123 
...:iui7 


Quarter-turn 
Screw- down 
Boiler-inaker*’ Hammer* ... 

Boiler* (Bath) . 

(Boot) 

(Greenhouse) 
(Range) . 


608 

505 
















General Index. 


Boilers (Rogintsr). 

(Saddle) . 67! - 

Boiling Stovo* ... ... 648, 

ttbntt Boilers. 

Bill'll* .I 

Boss \Valor Waste Preventers 
Bosaiug Iron* 

„ Mo I lot* . 

Bimtell’s VV»tor Wnito Pro-ontera 

Bottling Cock* . 

„ Furttiel* 

Bonrnemouth Water wasto Pro¬ 
ven ter* . 

Bow Saw* . 

Boxwood Roller* .1 

Boyle’* C. C. Ventilator*. 

„ Kxhuuat „ . 

Mica Flap. 

„ Ridge „ . 

„ Roof ,, . 

„ Soil Pipe ,, 

Brace Stool:. 

Brace*, Rate-hot . 967, 

Braoltot (tanks ... 586, 592, 

„ Sliowor* . 466, 

Bmokots for CiHlornx . 

„ Albo-Carbon . 1 

„ Ga». 611-i 

Braiuah Valve Cloaet* 

Branch Jot* and Spreadora 

Pipe* . I 

Brae* Bucket# . 1 

,, Bung* for Tanka . i 

„ Clmm.• 

„ Cloaet Regulator . 

„ Connection fur Cloaota 

,, Oouplora .' 

„ Coupling* 

„ Elbows . 

„ Flange Socket . 

„ Grate*...’ . 523, 

„ Lavatory Chain 

„ Relief Valve*. 

„ Socket. 

„ Solder.! 

„ Spannora . 

„ Standardu for Lavatory Cock* 

,, Stock* and Dies . ! 

„ Suckort . ' 

i, Syringe* . 1 

,, Too-pioce* . i 

„ Thiuihlen . ! 

Bray'aGa* Burner*. . i 

Brnaior*' Cloaol* . 

„ Urinal* . I 

„ Wntor YVaa»o Preventer... 

Brraat Drill Bi-ecn. ... 1 

Breeohing Union*. ! 

Brower*’ Hpso . ' 

Brigg's Patent Solderer.i 


Brighton Excelsior Cloaota ... 66 

,, Pattern Cockn . 481 

„ Water Waate Proventor 107 

Brilliant. Cut Glaae- . 1 182— 11 *’ 

British Pitch . 

Broad's Manhole Covan ... 
lli-'ii k'a 01)nii. Tonga 

Hi onto Gracn . 

„ „ Ground in Oil 

.. „ >, Tnrpt 


Brown Hard Spirit Varniah 

„ Lako . 

,, Oolite '. 

„ |, Ground in Oil 

Paint ... ’ ... 

Pink... . 

,, Sable Linnru 

„ „ Pencila 

„ „ Writer* 

Bruwna 

Brunawiok Black ... 


94? 
1020 
1023 
1026 
1032 
... 1010 
1010, 1022 
. 1010 
. 1024 
. 1023 
... 1021 
... 1076 
1075, 1070 
... 1074 
1010,1023 
J010 
... 1010 

;, , Ground in Oil ...-1023 

,, Green, „ „ ... 1023 

„ I°20 

„ ,, Ground in Turpa 1026 

„ „ Ground in Oil ... 1028 

BniBh Bridles . 1051. 1062 

Bruahea with Oatoa* Suapendors 

1041, 1080 

Buchan'a Drain Trnpa . 195- 

„ Grcnao ,. 105 

„ Ventilator . 238 

Bucket Shape Paint Kottlca ... 1088 
Bucket*and Kuokura ... 668 079,700 

„ 1084 

„ Fire. ... 666 

Buckingham Intercepting Trap* ... 202 

Buomm Ayro* Ventilator*. 210 

Buff Colonr Paint.1024 


Bung* for Tauke 
Burglar Alarm* 
iWuor Cock* 

„ Elbow* . 

„ Piter* '. 

„ Socket# 

„ Tap*.. 

Burning-OfT Lamp*. 

„ „ Stovo ... 

,, Muchinon ... 

Burnish.mi ... . 

Burnishing Gold Sizo 
Burnt Ocliro... 

„ ,, Grohml in Oil 

„ Oxford Ochre 

„ Sionua . 

„ „ Ground 


Oil 


784 


. 1004 
. 1017 
. 1020 
. 1024 
. 1019 
. 1019 
. 1023 
. 1026 
. 1019 
1023 
. 1026 


General Index. 


Burton Cloaote 
Butlers' Pantry Cock* 

.. Washer# and i 

., Slop Sinks 

Buts Cock* . 

.. „ G&lvanixod Iron 

Byo-pos* Tap# . 


■Cabinet Kautiiiinwakk Tor*, with 

Fittings ... .. 300 —312 

Folding ... 303,304 

i» (ins Tfalh ... ... ... .j.23 

» Lavatories . 279-292 

» '*u Iron Stands, 203-802 

" lavatory Tup* ... 327 -348 

►» Topn (hunmclioil Iron), 

346 -348, 350, 361 
.. „ (Fireclay) ... 320,321 

.. ,. (Ideal) ... — - 

Calda 0«yfem 
Culm Moulds ... 

Cam-Action Bill Valve# 

,, Lavatory Valres 
Carnal-hair D.ibbor* 


TAOK I 


313-315 
445, 446 
... 1120 


Line 
Mapio Dot ter* . 

Mop* . 

Mottlers 
Ponoil# .. 


Swau Fcrruloa . 
Tools, itf tio 
Wash Brushes ,, 

Camphor 

Canvas Firo Bucket* 

m Hosa . 

Cap* and Liniugs .., 

,. Screw* 

Carbnnato of Ammonia 
Carbolic Acid 

., Powder* ... 

Carbon Block Filters 
ii Blocks 

Carbonitus Preparation. 
Card Wire 
Curolns* Bib Vslrea 

Carmine . 

Ournation, Red " 

i. Lake 
Carpontors' Ba*kote 
Carriages, Bell 
Carriage Varnish ... 

Carrim-s for Lulhps 

Oartor'* Gas Valve. 

Cart G route .. 

Coat Buck Knee# 


863, 36-1 
. . 10(14 
... 1077 
... 1070 
... 1064 
... 1066 
... 1077 


. 1077 
,. 1061 
. 1064 
. 1077 
. 1031 


. 1032 
5,1037 
. 1086 


. 1021 

. 1021 

. 1022 


Cast iN'oao Piece# ,. 694, igifl 

j „ Shoot Lead ... ’»)17 

.. Straight Bit*.. <;04 

| (JfiHomoutH, Wrought Iron ll«i3. | 1(54 
| Cu*tollated Oak Overgraimir# mug 

| Cast Iron Air Bricks . 220 

„ Junction, with Brass Tail Pipo ItiP 
I l’lttiu Bath* ... tig 

„ Stand Pipe* for Baths tr,s 

1, Supply Cisterns .. ... ,y)o 

, „ Well Stages ... <495 

I Cast Load Soclcots . 475 

| ,, Trap! and Bauds 165-107 

Caterbam Bib Cocks . ,([49 

| Oatbudra) Glass .nog 

„ Shoot Glass ... .1110 

Cottle Trough* ... ... ... gpj 

Caulking Tools <479 

Caustic Brushes . ... 4057 

Cedar Pnnoil Sticks .4073 

Ceiling Hook# and Roses ... go* 

- . 336,698 

n Umone . ... 827 

Celestial Blue .40454 

11 ,1 ground in oil .. 

Centre Outlet Closet 
Certainty Water WustP Prmnmtor 
Chain, Bnisa • 

,i Stay, for lovatory. 

,, Tonga ... ... ... 14.49 

Chalk Red ... ... ... ., 1024 

11 White 1022 

Chamber and Flange . ... ... <399 

Tail Pipe* ... ... 090 

Chamois Leather*. 4034, 4090 

Champion Goyaor. 444 

Chandelier Light (Albo-Garbon) ... (34(j 

Chandler's Bull Valve* ... ... 531 

Channel Bond* ... . jq7 

„. Junction* ... . 208 

• Bend* . 208 

„ Pipe* ... ... o,,o 

Charcoal . 

„ Stovo 


48 


707 


. 1033 
. 1689 
. 008 
■ 944 


Ohook Springs 

Check Valves . 554 

Cheerful Gas Stove* 639-642 

Chulaoa Rod ... . . 1021 

Chemical# ... ... ... ... 40.92 

Cheijuomd Polished Plate Glass ’ 1092 

n Rolled n]£, 

Chimney BroaetVentilator(Howortli'a )250 

•> fKite’s) 261 

1, Pot (Berry's Wiudguard) 369 

„ „ (Dupre's) .260 

,. (Empress) . 2(;0 

11’einbridge) 201 

Tope (Pionee ) 

(Steven*^) . 


242 












General Judex. 


.. Hod 

Chipping Knives ... 
Chittel Knives 
Olilorido of Limo ... 
Chocolate Brown 

„ ground in oil 
Chrome Grne 


Chri 


Ochn 


n oil 


Church Oak Varnish 
Cirol« Board Diutmmt 
Circular Flush Tanks 
,, Olaim-Vontiln 
Cistern Brackets 
„ Kill era 

,, Hummers 
Pulls 


.1022 

.101!) 

jil ... 1023 

.1021 

. 095 

..1082 

... J032.1037 

.1019 

.1023 

.1U20 

.1024 

1021. 1024, 1026 


,, Valve 
stems, Ciri 


Olsten 

Hot Water . 

,, Boot angular 

f-opply . 

„ Water Waste Preventing, 

art- Wiitor Waste Proven 

Ciltyen Itullis . 

„ Closets . 

Lavatory Tops ... 308, 

Clack Moulds . 

Clan/.er Closets 

Clarku Syphon .Stoves . .. 020, 

Claughtou’s Lend Trup 

Cieiir-wuv Stop Valves . 

Cleats for Well Hods . 

Cleopatra Baths . 

Oiffe-Vale Lavatory Range 

Tops.. 320, 

Cliir-Vule Sinks . 271, 

Clips for Lead Pipe. 

Closet Arms (lead) 

Cistern Valves ... 9S 


Cottage Valves . 4,1 

Disinfector . 07 

Door " Indicator" Fastening 99 

Grips . 4,3 

Handles and Dishes ‘> 4 

Overllown for Valvn W.C. 98 

Pans. Flush Kim 80 -82 

.. Ordinary Rim 83, 84 

It eguis tors 
Rc.pi* irs 
“ t Brackets 


Seats 
Seat BulVf 


.Sundries ... . 

Traps, Earthenware 

Valve Busins . 

Valves on Frames 
Valves (Wusto Prevent¬ 
ing) . 161 “ 

Alliuncc, Wash -out 
Ariston, .Wash-down 
Attixun 
Burton ,, 

Brighton Excelsior 

Bruxior’s. 

Cast iron Wnsh-out 

Centro Outlet . 

Citiaen Wash-down 
Clunzor Wnsh-ont 

Column . 

Combination. Wush-ont ... 
Compound Wnsh-dtywu ... • 
Crown, Wush-out... 

Dultico Wash-down ... 

Dotinlo ••• 

Boulton's ... 23-2o, fl 

Earth (SIoulo's) •• 7 

Bos Wash-out . 

Kconomin .' • •• 

It Inst ic Valvn . 

Kmporor ... . 

Enamelled Iron ... 

Excelsior. 

Guinea ... . 

Household. 

Hygienic (Hellycr’s) 

Improved riunlmry Wash-out 42 
Ionic ., a ’j 3 

Ivauhoe Wash-down ... 48 

Jeuning’s ... 15—18,81-63 

Konsiegton Wash-out ... 41 

Lambeth Combination ... tit 

„ Flush o ■ “ 

Latrines ... 

Lilly man’s Wash-down . 

Manor 

Mottle's Earth 
National Wash-out 
Neptune „ 

New Pattern „ 


49 

63-68 


76—79 


71, 72 


Pat 

Patent Wash-out... 
Pedestal Combination 
Pedestal Vnso 
Primrose Wash-down 
Kapidus Wash-down 

Shall ks^ . 

Slmpliuitas 

Sluice . 

Sultan Wash-out ... 
Swift Waah-down 

Tidy . 

Times 


28,29 


General Index. 


Closets, Tornado , 

,, Trent Wash-oat . ai 

.. Trident Wash-down 49 

" Trip^lox Wash out. 34 

„ Triton ... ... 

»• Trough ... 75—fit 

.. Turbine Wnsh-oat 

,. Tabs) 

Tylor's Colnmn 

" •• Compound ... „„ 

n I, Valve ... if} _ 22 

■i Cuitaa Wash-out... 30, 37 

.. U tilts „ down ... 43 

» >alv « ... ... i _ 07 

■1 Victor Wash-out... 

n Vortox 

„ Wash Trap "'m o7 

„ Waubago Wash-down . 

„ Wostminster Tidy 

Closing Knives ... 1 l0s , 

Clout Nails ... . 

Cluster Light n 2a -d. 

Clybum Spanners ... .°^~ CU ' 

Coach Wronohes 

Jacks... . SS 

coot Pitch ... ;;; . 

S bW " ~ :::‘S 

:: ~ 

" I»»”™ j® 

*•«*«. ... ;;; ;;; 5“ 

” Waxbora and Jumpers ... 430 

Cooks, Aylesbury Bib ... 

1, Bar Tapping... ’ 

.. Unin. . - h 3 

J fgfc 

:: S.y" z -■ 

■11 Sng - - '{g 

.1 Bracket ... 888 

» Brighton Pattern 


.. Butlers’ Pantry . 

n Ciua Action ilia 

y CVvtorliaiA Bib 

•1 Curator 

n Cylinder 

.1 Diaphragm ... 

V ■ -i Boiler 
1, Double Valve 

•1 Dubois Bib . .. 

■■ Loudn.-j Step . 


£84 


Cocks, Elbow (Gan)... 

1, Full-way . 

1, Galvauizud Iron 

1- Gauge . 

„ Gland Bib . 

» ,1 Boiler. 

n ,, Stop. 

„ Globular Bib. 

11 „ Stop 

» Guest and Chrimes' 
Gun Metal-(Plug) ... 

11 Handy Stop. 

-n Iron Bib . 

1, „ Butt . 

n „ Stop . 

11 Jar 


... 600 
601 602 
... 636 


602 


- — ••• ••• ••• ... os* 

J.amborl'11 Bib and Stop ... 494 

Damp.r.8G 

Cook. 831-833 

Lord Kelvin’s ... 488-490 

Main for Iron ... 681 - CS3 

Tinned. 683 

Now River Stamped ... 470 

11 „ Stop Ferrules ... 479 

Nose-pieco . 683, 597 

Pantry ...' 


Pet 


638 


, Plug Bib and Ball ... 

.. 8 top . 407 

FDlar . ... 683,607 

Pipe Light ... 697 

Quarter Tom Bib . 491 

„ Boiler .... 600 

Quick-tin uuda . 475 

Racking ... 634 

Kamsgalo Bib and Stop ... 430 

Range Boiior . 604 

Round way Bib ... ... tOS 

11 Stop ... 49S, 499 

School Board ... 478,479 

> Screw-down ...- ... 47S—484 

.Sloto Cistern . 60.3 

Southampton Stop ... 495 

Spirit. ... 822—624 

Spring Stop. 309 

StiHiou .... . 82J 

Stop tor Gas . 7,97 

Stove. ... 591 

•Street Main Stop 494, 495 


frol 


668 


Tank... ... . 

Tapping ., .... 8x6, fieg 

Too (Uuu) . ... t>60 

Thico-Way Stop. ... 4*9 

Tl-ott't Patent . . <86—487 

Tube (Oat). 601, 60S 

Tylor's Waste nut ... . 493 

Union (Cat).083, 607, f.OL ' 

''•»*... 499 
















denoted Index. 


Codec Urn* . 848 V mo 

Coleothur . • • 

Colebrook's Pump*... • •• ' 08 ~) ,, 

Colonial Bnth . ••• ’Jf 

Lift Pomps 668—665,061 
’’ M ami Force Pump* 007,678 
Pumps on Barrows 678 

Obloujred Glass, English . 

Colourless Size . 

Colour*, Dry . 1010—1022 

„ Ground in Oil ... 1025,1024 

Turpi.1026 

„ Water .1026 

’’ in Collapsible Tubes ... 1027 

Column Closet ‘ . 

Colza Oil . • • 

Combination «*> Kitten' Toola 01. , 944 
„ Pliors .. 960.957 

” ., Blovos. 042 

Lavatory Volvo ... 3J><> 

„ Mixing Bo* . 

Combined Bath Fitting" •• 

„ Tube Cutter * 1 


.. 465-488 

Wrench 

... 1072 


Combing Boiler* ... 

Comb* . 

„ Graining 
Commotio (Earth) .. 

Compo Cleaning Brushes . 

„ Hooks 

Composition Pipo ... 

Compound Clnsot 
Concentrated Site ... 

Connection* for pumpi 
(Gutter) 

J ( (Rain Water) 

Coniervatory Pumpi 
Contractor*’ Pump.. 

Cooking Steven 
Copal Varnish 

Copper Air Vowel. _ 

Bill* und Stem* . 

Hand Diitempor llruihoi... 10-H 

Bondi . '*26 

Hit« 089,991,902 

„ sVovo ... m 

Bound One Knot Varnish 


... 1071 
... 72 

... 1065 
... 007 
... 918 
... 09 

... 1081 
... 079 
007-910 
904 - 906 
056,660 
703, 704 
043 -649 
. 1014, 1016 


Bruih 

Bronio . 

Cup Duiters 
„ Paint Bruthei 

Cylinders . 

Fans and Screws ... 

Funnel! . 

Measure* . 

Pan*. 

Pipo . ••• 

Pump Lining* 

Pump Rod ... 

Plunge Bathi 

Rivet* . 

Rose* . 


r Bath* 


Copper, Shoot 

„ Porforatod 
„ Soil Pot ... 

„ Spargo Pipe 

Spirit Pnmpi 
„ Stamped Baths 

,. Stand-pipes for 

„ Suction Roses 

, .Syphon* 

„ Tacks 

„ T- Piece* ... 

Wiro 

Copporos, Whlto 

„ G re.on . • 
Copper Door* and Promo* 
„ Gratings ... 

Coppers, Portable 
, Wuebing ... 

Cork Drawer* 

Corn Bins . 

Corrugated 8hoct Iron ^ 
Cottagn Basins (Sharpe’s 
„ ordinary 
", Closet Valves 
Pomps 65 

Cotton Waste 
Counter Boor Pulls... 

„ Cooks 

County Council Fitting* 

„ Regnlntio 
Coupler* (Brass) ... 
Coupling Pliers 
Couplings for Well Hod* 
Cousin’s Gully Sink* 
Coverings for Pipe ... 
Covers, Manholo 

,, for Hydrants 
Cradle Urinals 
Cramp for Drill Braces 
„ and Jack 
Cramps, Plumbora’... 

Cruno Pipes. 

Crank Brace. 

Cranks, Boll. 

„ (Closet) ... 
Crimson Lake 
Croons Brown 
Crossloy’s Ventilator* 
Crown Closet 
C/own Window Glass 
Croydon Ball Valve* 
Cry’slaline Glass 
Cup and Bull Joint* 

„ Plier* 

Cup Leatbors 
Cutting Knives 

, Nippors ... 

„ Plier* 

C.V. Lavatory Top* 
Cylinder Cook* 

Cylinders, Hot W*tor 
Cyprus, Red. 


000, 602. 604 
... 1083 
816-817 


... 749 
... 900 

791—793 
96,627 
... 1022 
... 1019 
248, 249 
... 38 

... 1101 


... 636 
888,880 
1031 


Genoral Index. 


D. 


i Double Sizo ... 


D Traps (Lkad) . 

Dumpers and Frames 
Damp Blue ... 

„ Dutch Pink. 

„ Lake. 

„ llouo Pink ... 

„ Wall Solution 
Darruh’s Branch Pipes 
„ Hose Unions 

„ Nozzle „ 

Doud Weight Safety Valve* 

Dondenod Kmbnssarl Glum 
Dean’s Grease Trap 

Dock Valves. 

Docorators’ Colours in Tubm 
Deep Well Pumps, 080 -683, 090, 091 
„ „ Pump Arrangements, 690, 091 

Frame* .. 08(5-083 


. 1024 


mo, mo 


. 1027 


74-1, 718 


,. „ Handles ... 084,68.' 

Delivery Ifosn 

Deluge Closets . 

„ Grease Trap 

„ Water Waito Proventer 

Derby Cistern Fitting* 


Red . 


150 


. 1021 


. 1099 


Doleotor Sewer Traps 
Diamond Rolled 'Plate Gloss 
Diamonds, Glaziers’ ... 1125.1120 

Diaper Glass. . 1110 i 

Diupbrngm Basin Valve 301 

„ Bib Cock .. 482 i 

„ „ „ wi>h Hose Union 737 ! 

„• Boiler Valve ... ... 506 , 

„ Stop Cock ..183 ' 

„ ,. with Jet A Spreader 731 

Dickson’s Brush Bridles ..1052 

Differential Pulloy Blocks. . 980,981 

Diminlshers (Gas). 606 

Dimpled Glass .1110 ; 

Dippers . 1070 : 

Disc Ohms Ventilators .1124 j 

Disconnecting Trap with Air Shaft 183 ; 

Farmiloc's 300.201 j 
• Weatberley . 


.1034 

637, 592, 599 
„ Vnlvo Cooks ... ... 478 

Doulton’s Earthonwaro Closet# 61, 05 

Paragon Geyser . 443 

„ Urinal Tanks . 397 

Valve Cloaota ... 23-25 

,, Water-Waste Preventers, 

'32 133 

Downright Bath Cock* ... ‘OO, 461 
Downt. ui’# Ship Closet 
Drab Colour Paint ... 

Drngon's Blood ... 

Drain Air Shaft . 192 

Disconnector* ( Uellyer’s) ... 190 

„ Kxplotor . 218 

„ Ferret* (Banner's). 217 

„ Intorcoptors (Hellyer's) ... 188 

„ Hods and Fitting* . .. 212,213 

„ .Sentinel (Hollyor'a). 189 

,, Smoke Testers ... 214- 216 

,. Syphons (Hellyer's) ... 189 

„ Testing Pings . 214 

„ Traps (Buchan's) . 195 

„ „ (Has’) ... 190. 197 

Drainers, .Spirit and Beer ... 819 

Draught Stop* . 760 

,, Tubing . 75tl 

Drawing Knives 995 

Draw-off Sink* (Hellyer’s) 274 

Dressers . 997 

Drill Bracos. ''.OO 

,, Ratohot Bruoea ... 967, 968 

Drilling Machines. 908 -871 

„ Pillars . 967 

Drinking Fountain Ball Valv. « ... 530 

Drip Cups . 844 

Driven Tube Well*. 714, 715 

Driving Cranks . .791 

Drop, Crimson Lake . 1022 

„ Ivory Black . 1020 

. Ground in Oil ... 1023 


9 / 

1041 I 
... 10S3 j 
... 1122 
... mo ! 

914,916 ! 


Disinfectant* . 1036 - 1037 I 

Disiufeotor for Cloeet* and Urinal* 
Diltomper Brasher* 

„ Strainers 
Domes. Glass 
Domestic Glass 
Domical Wire Guards 
Donato Washdown Closet 

Door Fasteners . 99 

„ Springs .yjo 

,. Stop*.750 

„ Triggers . 73.; 

Double Action Pumps 676. 677, 693,094 

„ Marcel Deop Well Pumps... 682 

„ Coach Wrench ... 964 

„ Etched Glass .1109,1110,1110 


„ I’iecos . 

„ Scarlet Lake .. 

Dry Batteries 

,„ Colour* . 

,, Gas Meters . 

Dryers, French Powdered 

„ in Tubet . 

„ Litharg* 

,, Ozonised . 

„ Patenl. 

„ Kugin of Lead 
„ Terohone 

White Copper** ... 


Zinc 


Dubois Bib Valves ... 

„ Traps »cd Rends ■ ... id/. 
Duplexioon Watev-Wosio Preventer 
Dope’s Chimney Pot 


. 1026 
. 1027 
. 1026 
. 1015 
. 1025 
. 1025 
. 1010 
. 1025 
. 10*5 













General Index. 


Dul»tv*’u Ventilator . 258 

Bunt Bio* . •... 895—897 

Duxtor*—Brashes . 1042, 1043 

Butch Pink . 102X 

„ „ ground in tnrps ... X025 

E. 

Ears for Loud Pipo. ... 17X 

Barth Olowts (Moalo'a) ... 71,72 

Eurthonw&ro Lavatory Top# 327- 343 

„ „ with fittings 805-312 

,. „ (Idual) ... 313—316 

„ Slop Receivers ... 87 

,, with Drainer 68 

„ Slop Sink . 88 

i. Tops . 89 

„ Trap#. 80 

East London Slop Cocks. 49i> 

Eclipse Cork Drawer . 843 

Economic Closot ... ... ... 82 

Edward’s Paint Mill .X085 

Elbow Cooks (Gas). 684 

„ Drop Scrowfl... . . 595 

Elbows, Brass ... ... ... 002 

,, No»e Piece* . 004 

Electric Bati ones . 770—772 

„ Boll Boards ... ... 708 

„ Bull Pining* ... 702-786 

„ Bolls . 762-706 

„ (method of 6xing)785, 760 

„ Floor Coni nets . 784 

„ Gas Lighters . 790 

Congo . 760 

■ Indicator.. 767-769 

„ Pushes . 776—782 

„ Pull'a . 780,783 

„ Trigger* . 784 

„ Wires . 778,774 

Embedded Suction lloso ... 745 

Embousod Class ... ... 1105 — 1173 

Emerald Groom .1020 

„ Tinted Groan .1020 

„ „ ground in oil ... 1023 

Emery ... .1033 

„ Cloth.1033 

„ Paper.1033 

Emperor Closot . 45 

Empress Chimney Pot . 200 

„ Vonlilator . 221 

Enduiol Paint . 1024 

,. Varnish . 1016 

Eoamoliod Glumi . 1109, 1110 

„ and Ground Glass ... 1110 

,. Iron Baths ... 419,420 

„ „ Olosots . 70 

,, „ Jaw Boxes ... 278 

„ „ Lavatory Tops, 

345-348, 360, 351 
„ ,, Pedestal Lavatories 362 

Plug Busins 347, 349 


Enamelled Iron Sinks ... 275 — 277 

„ „ Tip-up Lavatories 34* 

„ „ Urinals ... 391—895 

Endless Bolting ... ... ... 756 

Engine Paoklng, ... 700 

Enginoors' Hanimors . 982 

„ Screwing Tools 944 

,, Stooka and Dios 937— 939 

„ Taps .938 

„ Vicos . 901,962. 

English Colonial Pgmps ... 064,655 

„ Fluted Glass .1105 

„ Shoot „ ... 1102-1104 

Eos Closot ... 40 

Equilibrium Ball Valvo. 629 

Kuroka Bath (Shank’s) ... 401,402 

Kvuno’ Rotary Pomps . 712 

Excelsior Hath . 429 

„ Closot# . 06 

„ Door Spring . 750 

Exeter Hammers . 982 

Expansion Box . 878 

„ Joints ... .... ... 637 

Extra oxtra Paint Bruahos.1040 

., „ Varnish „ 1049 

Extractors, Ale or Boor ... 828, 620 

Extractor Joints . 829 

„ tubing . ... 829 


e'a Valve, W.C. Duplex Aolion 4 
„ „ Elastic Valvo 7 

„ „ Improvod Action 3 

„ „ with Lambort's 

Valvo ... 8 

• „ „ with Slop Top 6 ' 

„ „ Trappod above 

Floor Lino 6 

,, „ 4 in. outlot... I 

„ .3 in. 2 

Automctio Urinal Tank* 390 
Hutlora’ Slop Sink 202,263 
Cabinet Lavatories 279— 284 
Cast Iron Junction* 
with Brass Titil Pipe '169 
Disconnecting Traps 200,201 
Disinfector ... ... 97 

Drain Testing pings ... 214 

Drinking Fountain Vulvc 530 
Gully Traps ... 180-185 

Guinea Closot ... 32 

Intercepting Traps 200,201 
Latrine Closot* . 70,77 
Mica Flap Freah Air 

Inlets. 220 

Mica Flap Wall Boxes 220 

Pan Closot .28, 39 

Quick Waste Valve 459 
Range Lavatories 316,317 
„ Urinals... 878-381 


General Index. 


Par mi loo’s Rovetrse Action Ball 

Valve. 530 

„ Soil Pine Ventilator* ... 211 

,, Triplox Clnant (Wnah-out) 3* 

,, Wash-trap Closer. ..39,31 

„ Waste Preventer*— 

„ Brighton . lo; 

„ Dyplexicon. 101 

„ Gravity ... loj 

,, [jundnn ... 10J 

„ Rochostor ... .. I0f 

„ Universal . lot 


ISO 


„ Westminster Ti<ly Closet 

Facias, filasa .’ jiy.i, | 

Factory Light (Albo-catheti) ... < 

Fancy Gas Bracket* ( 

Fan* and Screw* ... 

Felts. 

Ferrules, Main 
Fibre Diatempur Brushes 
Fibre Sheet ... 

Finld’o Flmh Tank ... 

Figured Rolled Glas* 

File Handles 
Pile* anil Rasps 
Filling Onn*, Spirit... 

Fiiling-up Ochre 

,, Towder ... 

Filter* . 

Firo Brigndo Unions .. . 

Bucket*. 660 

>. Cock*.650 

Extinguisher*. 567 

,, Extinguishing Appliances 549—657 

,, Hydrants . 662 

Stand Pipe* 

„ Valve. 

Fire Clay Enamelled Sinks 

264 - 260, 209—272 
„ Lavatory Range... 

» „ Tops ... 

„ Trough Urinal ... 

Fire Stone Cloth 

Papor . 

Fitches 

Fitoh Hair Overgrainor ... ... , 

Fitoh Hair Varnish Brushes 1053,1051 
Fitting* for Ball Valve* ... 

Steam. 

Fitting* for CUtorns 
Fittings for Corragnted Roofs 
i, „ Hot Water Pipe* 

.. „ Iron Tubes ... 908,903 

» • „ Stove Pipe*. 910 

Fittings, Drain Rods ... 212,213 

Fittings for Pumps. 679 

i, „ Speaking Tubas ... «0l 

Flange Pipes ftfo 

„ Connection* for ... 370 


083.880 
... 621 
... 1045 


. 1110—111* 
974 
973-477 
.. 841 

... 1020 
... 1033 
861—862 


549, SSI) 


820, 321 
... 381 
... 1090 
... 1090 
... 1058 
... 1009 


s Plini 


iers 


Flake White... 

Flat Camel Hair Tools, i 
Fist Varnish BruiUos, in 
Flatting Varnish ... 

Flesh Colour Paint... 

Fletcher’* Honcb. Stove 
., Copper Bit 

Fire Put . 

,, Goysor*... 

,, Ladle Furnnn 

Soldering Bolt 
Flexible Tube Backs 
„ Cock* 

., Nose Pieces 

Floggors . 

Floor Conlncts 
Fluid for Soldering... 

Flush Tanks ... 

„ (Urinal) 

Fluted Rimora 
Fluted Rolled Gins* 

„ Sheet, English 
Foliling GnallUors' Tools 
„ Lavatories... 

„ Urinals 

Followers . 

Foot Print Tube Vies* 

Force Cups, Rubber 
Foroe Pumps, Plumbers’ 

Foreign Coloured Glass 
„ Enamelled , 

Fluted 

„ Sheet ,. 

„ Sash Tool* ., 

Foundation Felt 
Foundry Mallets 
Fountain Jets 

Four-Way Bath Cook* . _ 

Frame* for Deep Well Pump* 0H8—688 
Frankfort Bluck 
French Chalk 


Dryc 
Ochr 
Oil Varnish. . 
„ Polish 
„ Tools 

Frost’s Water Motonx 
Fnnnuls, Bottling ... 
,, Brass 

„ Copper 

„ Gutta Percho 
„ Pewter 

„ Tin. 

Furnace Fronts 
. „ Pans 

Furniture Varnish ... 
Fntilda Pings 


955 


1022 
... 1061 
1053, 10B4 
... 1017 
... 1021 
... 990 
... 9W 
.. H90 


... 991 

... 698 
594,598 

... «t* 

... 107o 
... 784 


942 


— 998 


... 1109 
... 1109 
... 1)09 
1106, 1107 
... 1048 


739—741 


. 1020 


.. 1026 
.. 1020 
. 1015 
. 1017 
. 1062 










General Tnetex. 


G. 


GairCoiling 1 locks and Rosen 

... 604 

Gal lories for Gas Fittings... 

600,601 

,, ,, Tlate* 

586, 606 

Gallery Screws . 

... 602 

„ Cock Screws . 

... 602 

Gallipoli Oil. 

... 1018 

„ „ Washers 

... 002 

Galvanised Bolts and Nuts 

... 928 

„ Cooking Stoves 

6-13—049 

„ Buckets. 

... 1084 

„ Couplers, Braes 

... GOt 

,, Cattle Troughs... 

... 891 

„ Cups and Balls 

... 589 

„ Circular Cisterns 

... 891 

Piminishors. 

... 595 

„ Cora Bins 

... 898 

„ Diminishing Drop 8orowg ... 595 

„ Cylinders 

888 

,, Drop Piocos. 

... 599 

„ Dust B.ius ,.. 

895—897 

,, Elbow Drop Screws ... 

... 595 

„ ’ Fire Baokets ... 

... 566 

,, Elbows, Brass 

... 602 

,, Farnnco Puns ... 

... 901 

,, Flexible Tube Backs... 

... 598 

„ Gutters. 

... 909 

CockB... 

691. 598 

,, Hot Water Tanks 

... 887 

„ Noso-piooen ... 002 

„ Iron Bib Cocke... 

... 501 

,, Force Pumps. 

... 719 

„ Butt „ ... 

... '502 

,, Galleries . 

600,601 

„ „ Stop . 

_ 502 

,, Gallery Screws 

... 602 

,, Mcnh Netting ... 

... 929 

,, Governors . 

... 625 

„ Oil Tanks 

893, 894 

,, Grilling Stoves 

... 049 

Opon Cisterns ... 

890 

,, Harp Lights. 

... 014 

Rain Water-Pipes 

... 909 

,, Homing Stoven 

029—642 

„ Ridge Cap 

... 927 

„ „ „ Anbcstos 

631—639 

,. Rivet* . 

... 928 

„ ,. „ Cheerfal 

639—642 

„ Roofing Hooks ... 

... 928 

.Clark's 

... 620 

„ Screws and Nails 

... 928 

„ Hooks. 

... 607 

,, Sheet. Iron 

... 927 

,, Kettles 

... 642 

Suction Uoeos ... 

... 700 

„ Lamp Cook*. 

... 585 

,, Supply Cisterns 

... 891 

,, Lamp Top* and Bottom*' 

... 693 

Vrtililating Pipes 

... 910 

Lengthening Noso-piecei 

i ... 002 

„ Washers... 

.. 928 

„ Lighter* . 

... 790 

„ Wutor Cans 

... 729 

,, Main Cooks. 

581—683 

„ Wire Gas Globes 

... 607 


... 680 

Gamboge . 

... 1021 


... 695 

Garden Barrows . 

... 743 

,. Nose-piece Cooks 

683, 597 

,. Branch Pipes 

731-736 

,, Pendant Bodies 

... 590 

„ Engines 

723 -727 

Nocks 

... 593 


... 746 

Tops.686,602,596 

,. Hydrants . 

... 738 

Pendants 

608—610 

„ Syringes 

... 730 

| ,, Pillar Cooks. 

583, 597 

„ Water Burrows ... 

726—729 

„ Pipe-Light Cocks 

... 697 

Garratt A Fowler's Burning off Lamp* 


965-967 


1009 

S Hooks . 

... 604 

Gauge Glosses 

546 

.. Span nor* . 

... 607 

Gauges, Prossuro ... 

647. 548 

Star Light* . 

... 614 

., Wator . 

544,545 

., Stocks nod Dies 

934—036 

Gas, Almo-Cahbon Liuiits 

615-628 

., Stop Caps . 

... 5917 

„ Atraospherio Bulbs ... 

... 006 

„ „ Cooks . 

... G97 

Bog* . 

... 758 

., Stove Cocks. 

... 691 

,, Bar Stoves . 

846, 847 

„ Stnffiug Boxes 

... 608 

Bases and Plates 

... 693 

„ Swivel Cooks ... 

... 688 

. Bntlli;. 

423 -430 

.. Swivels .587,592,599 

,, Boiling Stoves 

... 048 

„ Taps . 

... 941 

„ Brackot Bnoks ...686,592.596 

,, Too Cooks . 

... 586 

„ Brookuts . 

011—013 


... 602 

„ Burner Cocks. 

... 584 


962,053 

„ Klbows 

600,601 

" Tube Pieces -. 

... 604 

„ Sockots 

... 601 

„ Tubing. 

746, 747 

.. Burnera, Bray'S 

... 606 

„ Union Cocks. 

697,598 

„ Bye-pees Tap* 

... 600 


... 699 

., Caps and Linings 

... 594 

„ Uulcus. 

594,603 

.. Cast Muse Piocos 

694 003 

„ Water Heaters 

489—454 
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Sus Wing Backs ... 

,, Wood Blocks ... 

Ginge Cocks. 

Ouiring (Pump) ... 
Gdlatino 

Gctoral Qordoo Bulan 
Gonuium Luke 
German Sash Tools... 

n Silver Tankards 

Ceyiers, Calda 

,, Champion ... 

„ Fletohor’s ... 

Lightning ... 

,, Lilliputian 
„ Mnughnn’k... 

Now llnpido 
Paragon ... 

» Quick Hocln 

„ Tubal 

Wyman’s ... 
QildoiV Burnishers ... 

„ Cushions 
„ Knives 

„ Tips. 

Whiting 

Gladstone Gas Baths 
Gland Bath Cocks ... 

Bib „ 

Boiler Vnlvos 
Stop Cooks ... 

Glass, Cathedral 

Cloth A Paper 

Coloured 

Domos 

„ Enamelled ... 

„ Fnoiao . 

FJutod 

„ Pliers. 

„ Stained 

Tiles and Slates 
Glare (patent) 

Gliiiiers' Diamonds . 

,, Hammers . 

„ Irons . 

„ Laths 

,, Point Drivers 

„ Set Dasters 

,, Too Square 

Glow Worm Stoves 

Glue Brusbos . 

Gluo Pots . 

Glues. . 

„ Powdered 

Gold Site . 

Gold Bronxo ... 

„ Lacquer 

„ Leaf. 

Golf Ball Paint 
Gouges; Plumbers’ ... 
Grahtryz Dram Testers 
Grain Finishers 
Grained Tin. 


. 1064 
. 10(58 
. 1064 
. 1003 
. 1032 


... 1108 
1033,11100 
1108, 1100 
... 1122 


. 30121131 

... 1127 
.. 1043 
1012 . 1131 
... 870 
... 1080 
... 982 
... 1031 
... 1031 
. 1016,1017 
. Il>32 
... 1032 
... 1032 
... 1024 
.. 095 

... 215 


Graining Combs ... ■ . 

„ Paper . 

„ Rollers. 

I G ranking llruahou. 

, Grant's Waste Preventing Vnlvoa 
Grates, ilruss ... 5 

: Gravity Water Waste Preventers . 

! Grease Cups. 

j Grease Traps, Buchan’s 

„ Dean's . 

) „ Deluge 

Hellyers. '. 

] „ Kensington . 

I ,, Ventilating. 

J Green Lake. 

„ Copperas . 

i - „ Glass. 

I M Paints . 1021 

Green's Strap Fasteners ... 

I Grid Grnt.es. 

| Grinding Edges of Gloss . 

Grinding Stone . 

Grips for Closets. 

Grosvonor Lavatories . 

Ground Distemper Brushes 

„ Paint Brushes ... 1038 

Gnost & Chrimo’s Cocks . 

„ Waste Proventui 

Guinea Closet, Farnuloe’s . 

Gullies, Farmilou’s 

„ Fresh Air ... . 

„ Running ... 16 

Gully, Bellman’s. 

„ Grease »•> 

Revorsihlo . 16 

„ Sinks (Ceasin’*) ... 

„ Trap, <!r ’ ' 

„ Traps 
,, Vard and Street . . . 

Gams .. ■ I< 

Guu Jletal Cooks . I 

,, Range pucks ... Mt 
Out Bands ... ... .• ’ 

Gotta Porcha Bottles i 

„ Carboys ... i 

„ Fuunols ... • i 

„ J°K*.5 

„ Sheet. 3 

„ Tissue ... 7 

Gutter Brackets . 911,‘j 

Gutters, Half Round and Connec¬ 
tions, Cast- Iron . (I 

„ 0 . 0 . . 0 

Valley Cast-Iron.9 

„ Wrought Iron . 0 

„ /tine ••• -8 


.. 1071 
.. 1073 
.. 1073 
. 1059 


ei.se, Xnterceptirg IbS 







General Judex. 


Round Gutters 907, 909, 910 

Gutter Brackets 911, 012 

Boilers . 877 

ton’s Abilmstine Brushes .. 1040 
Badger gtiftcnur# ... 1062 

Tools.: 

Covollcii Varnish Brushni 

1040 1061 
Camel Hair Liners 1077 
„ Moltlors 

„ Pencils 

„ Tools 

„ Writers 

Combing Hollers 
Copper Bound Tools 
'Distemper. Brushes 

Dusters. 

Fitches .._ r _ 

Jfitoh Hair Overgrainors 1060 
Flat Varnish Brushes 1063 


. 1006 
. 1077 
. 1061 
• 1077 
. 1072 
. 1048 
. 10W 
1042 
,..Uop6‘ 


Giuin Finishors ... 1072 

Granitlng Brushes . 1050 

C>ronin 1 llrushoH 1038 - 1040 
Hog Ifnir’Mottlors ... 1065 

,. Ovorgralnnrs 

1006, 1007 
„ Softeners ... 1082 

Kulsomine Brushes ... 1045 

r Brushes ... 1647 


Line 

Maple Betters ... 
Maple Kyo Tools 
Nail Stuck Brushes 


ail tstin. _ ... _ 

Paper Bangor*’ Brushes 1050 

Pencils.1076 

Plasterers' Brushes ... 1046 
Ponnnli Brashes ... 1001 

Quilled Tools.1054 

Sabla Overgrainors ... 1009 

Sable Writers.1074 

Snub. Tools . 10-18 

„8cono Painters' Tools 10ft|l 
.Stencilling Broshes .. 1059 
Stippling Brushos 1060. 100} 

Tur Brushes .1055 

„ Stnok Brushos ... -1055 

Varnish Tools.1051 

Washing down Brashes 1045 
Weather Board Brushos 1047 

. 082, 990, 1081 

.. . Arrow . 964, 066 

Hand Shower Lavatory 369 


Hammers 




Handles, Beer Engine 

„ and Dishes for Closets . 

and Pulls for Closols 

„. for PCimps. e 

HtCJ^Jy. Garden Pumps 


962 


Harp Lights. 

Ilareis’ Belt Fastonorn 
Harnant’s Motal Pot 

Hat Polish . 

Hatchet, Bits. 

Hoads, Bain Wator... 1 
Heald Varnish 
Koclu.Goysnrs 
Helvetia Laces 

„ Latho Banda 

„ Machiao Bands 

Hoi Iyer’s Air Shnfts... 

„ Anti-D Traps 

„ Disconnecting Traps 

„ Drain Discomieotnra 

I, „ Interooptors 

,, „ Sontinols ... 

„ „ .Syphons ... 

„ Grpaso Traps . 

„ Heightening Pieces 

„ Hygieuio Closets ... 

„ Opt!nets Closets ... 

,. Manhole Covers 

,, Mira Valvos 

„ Bain Wator Shoes 

„ Slop Sinks ... 2 

„ Soil Pipe Connectors 

„ „ Trap* ... 

., Ilrinals . 

,, Ventilntors . 

„ Vortex Closols . 

,, Water Waste Proventers 

Hemp. 

High Speed Drilling Machines 

Hinge Bond Grates. 

Hip Baths . 

Hog Hair Eyo Tools . 

„ Fitches. 

„ Lining Toole . 

„ Mottlcrs. 

„ Orergraiucre . 

„ Softeners . 

„ Varnish Brushes 

Holding-up Valves. 

,, „ and Rosas 

Hollow Hniidla Pliers 

Hook .fc Wyes . 

Hooks and Boson for One ... 
Hdppor Busina, Sharpo’s ... 

„ ,, Tall anti Short 

Horixontal Basin Cocks ... 
Horizontal Shafting 

Horse Goars . 

,, Shoo Boilers. 

Hortioultural Shoot Glass ... 1 

Hose Coupling . 

Fittings . 

.. Plpo . 

„ Boole. 

„ Unions. 620 

Wrench . 

Hotos, Leather . 


... 1070 
... 1058 
...’ 1068 
... 1’065 
... 1967 
... 1067 
1053, 1054 
698—6U9 
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203 A 272 


Hospital Baths 
„ Sinks 
lot Liquor Clooks ... 

„ Oups .... 

,, Quilting . 
lot Water Cylinders 
„ Plpo Fittings 
„ Pipos ... . 

„ Bings ... 

Tanb) ... 

Valves' ... 
ttmoohold Closols ... 

„ Filters ... 

,, Stop Kocoivers. 

Bousomaid’a Fire Olay Sinks- 
„ Slop Sinks 262 

Howard’s Pan Closets 
Howarth’s Ventilators 
Uulmo’s Burning-off Stores 
Hump Closets 

Sutnphornon's Wasto Pruventor 

Hydrant Oovors 

Hydrants, Firo . 

Hydraulic Bends 
„ Pum'p 


Syphous. 108 

„ Traps . 167-168 

nygoia Baths . 418 

I. 

Ideal Lavatory Tops ... 318- 316 

„ Pantry Siuks.266 

lie’s Intorcoplimr Traps ... 196, 197 

lmporial Baths, Shooks . 404 

„ Lavatories, with Stands 287 
Tope 306, 307 

„ Yellow .1021 

Implement Varnish 1016 

Improvod Paint Strainers.1083 

„ ' Sanitary Closet... ... 42 

India Rubbor Belting . 75? 

„ ., Buffers ... ... 762 

„ Olosst Cones 96, 527 

Combs .1071 

. „ „ Cord. 752 

„ „ Draught Tubing ... . 750 

„ „ Force Cup*. 762 

„ „ Hose ... 741-747 

„ „ Insertion Shoot ... 751 

„ ,, Sheeting . 751 

„ „ Rqueogss . 752 

„ „ Washors ... ... 761 

Judian Bod. 1021, 1024 

Indicating Door Fastener. 99 

Indicator*, Kloclric ... 767-769 

Independent Batbs, Shanks’ . 400 

„ „ Steamloea 408,409 

Indigo .1019 


Ingot Tiu .919 

■Inodorous Folt . .. 886 

Inspection Bends. 208 

„ Junctions .208 

Insulated Wires . 773.774 

Intercepting Drain Trap ... 196,197 

„ Sower .. 193 

„ Traps, Buoklrtgbam. . 202 

„ „ i’armiloe’s 200, 201 

„ „ .Stoneware ... 204 

Interooptors for Mud . 204 

Interlocking Bath Fittings ... 467 

Invinoiblp Ventilators . 239 

luviuiblo Green .1020 

lonio Closet*. ■. 45 

Iron Air Vessels ... 897 

„ Deop Well Pumps ... 680 -683 

,, Enamelled Closots . 7<; 

„ Holding-up Valves 698 

" „ „ and Bosov., 09S 

„ Jack Pumps . «65 

„ Porcelain Sinks 275—277 

„ Shoot . 937 

Soil Pipe and Fittings 915 

„ Spanners . 500, 607 

„ Standard Pumpe 852 — 868 

Tabc ... 902,903 

„ Wo/1 Bods .696 

Italian Oohro . 10JO, 1024 

'Ivaahoe Closots . 40 

Ivory Black.1020 


805,666 


Jaok Pumps. 

„ „ Handle* 

Jack*, Lifting 
Jamb Brashes 

Japan, Black . 

„ Gold Sim . 

Japanned Pencil Cases 

Jar Cooks . 

Jaw Boxos (Enamelled Iron) 

Jennings’ Ball Trap 

,, Karthonware W.C 

„ Sinks . 

Valve Closots ... 

Jetsuud Spreaders. 

Jewel Cups (Lavatory) 

Jey’u Dislnfootants... 

Joiner*’ Bench Screws 
Jointed Ifahl Stick . 

Jones’Manhole Covers ... ... i/e 

,, I'atont Pipe Cultors ... 949 

Jumpers and Wuahers ... 480 

Juuolious.Cast Iron, with Bras* Tail t«G 

(Channol) .208 

< ., Bend) 208 

Double. 208 

(Load) ... 161,169 

Single . 208 


978,979 
... 1043 
... 1016 
... tote 
... l-)78 


1035, 1036 

, 5 » 















General Index. 


Kennedy’# Water Meter#. ORO 

Kensington Urease Traps ... 194 

>i Lavatory „ '. 167 

Valve ClcB»t Trap ... 166 

Wa«li-ont Closet ... -11 

Kershaw# Air Diffuser . 232 

Pneumatic Ventilator# 232 
.. Soil Pipo „ 231 

Kettles for Ga« Stovos .., ... (>42 

„ for Feint .1083 

, for Si*o .1083 

fv tnflr Bur On# Stove . 8-18 

King # Lynn Waste Water Preventer 124 
Kitchen /toiler Supply Cistern# 891,892 

l> Sink#, Enamullod Iron ... 277 

.#• „ PireClay. 270 

„ „ Stoneware 207,269 

.. „ Wood Lined ... 275 

Kite'# Chimney Breast Ventilator# 251 

. Hinge Ventilator#. 236 

, Sv.row Regulators. 230 

Soil Pipe Ventilator# .. 237 

.. Wall Inlet 


Knee Joint# . 
Knivos, Chipping 
Chisel 

,. Closing 

„ Cutting 

,, Drawing , 

„ Gilder#’ , 

., Hacking 

„ I’nletto 


OOl 


... 1064 
... 1081 
1079,1082 
... 1070 


,, Pocket ... 
Paporhnngers’ Stripping 1066 
Plumber# ... ... 905 

Potty 

■i Lnddokin 
Stopping ... 

Trowel 

for Tubo Cutter# 


.. 1082 


1081 


1022. 


I.rco#, Sowing and Lashing 
l.edilokiti Putty Knive# 

Ladle# 

uidln Fnrnaoos ... 

Lambeth Combination Cloriot# 

„ Flush-out ,, 

Lambert’s Ball Valvos 

» Wa#to-pro von ting Bib and 

Stop Valves . 404 

Lambort's Waste-preventing Valve* 

151,152 

■" » Cistern „ ... 155 


Lambert'# Wator-wasto P 
Laminated Lend 
Lump Har (’Aine) ... 

" p ooX"!* . 

>. Tops (outside) 

Lump Blttolc. 

Lard Oil 

Latbe Band#. 

Lutho Carrier# 


Latrine Olosete . 76 - 77, 71 

Lavatories, with Wood Ruoloanra*— 

„ Abboy (Fai-miloo's) ... 28$ 

„ Albeit „ ... 2S: 

„ GroKvnnor „ ... 232 

„ Piilace „ ... 282 

„ Pbiunix „ ... 281 

„ St.gtophnu’e„ 270,280 

„ Warwick „ ... 281 

„ Cuhinet (Sbanks') ... 286— 2H8 

„ Oitixen „ . 287,308,309 

„ Langtry .285 

„ Imperial „ . .287. 306, S07 

„ “Athena” . 295—800 

„ Cabinet (Morrison's) 280 - 202 

„ Folding . 303, 804 

flange . 284 

„ Vincent . 284 

„ With CaHt-iron Stand* 293—802 
,, „ Combined Shower ... 295 

„ Earthenware Tops with Fittings— 

„ 0. V . V 

Earthenware Tops ... 327—348 

» „ Ideal 813 — 915 

,, Enamelled Iron Pedostal ... 852 

» i, Top# 

845—348, 350, 351 
„ Fireclay Tope ... 320, 321 

„ Plug Basins. 825, 326 

„ Kongo ... ... 816—319 

„ School Board ... .. 318 

,, Steuiiilosa and Noiseless 311, 812 
„ Tip-up Basins and I’.eoeivor* 

322-824 

ii „ Knamulled Iron 344 

„ Washington ... ... 309,810 

Lavatory Basin Valve# (non-con- 

. missive). 358 

„ Basin Valves (ncrowdown) 356 

,» >■ (snrihg) ... 367 

„ Brim# Chain . 368 

,, Chain nndiStay. 368 

„ Cocka (IIracket). 350 

„ Cooks, Urn pattorn ... 355 

„ Combination Valvo# ... 869 

„ Iland Showers . 369 

„ Jewel Onps . 388 

„ Pull ... . 369 


Quick-watte 
Shampoo Valves ... 
Spring Stop Cock 


General Index. 


■ .xvii 


Lavatory Valve (Careless).360 

„ (School Board pattern) 369 
„ (Spring Bib) ... 360 

Valve# ... ... 353 —865 

Valvo# (Diaphragm) ... 361 

,. (Lord Kelvin's) ... 362 

„ (Screw-down Bib) 361 
„ (Screw-down Stop) 361 
. „ (Trott's) ... 303-366 

VVoahor and Plug. 360 

, Washer# and Gratfe ... 308 

Waste Ping and Trap 367 
Lawn Sprinkler# 

Lead Arm# for Closet# 

Barrelling 
Boll Trap# 

Bonds . 

Burning Lamps 
„ Machine 
Cast Sheet 

... 171 

„ Trap# and Bends 166-167 

Clacks . 

Cloent Traps .. 

Colour Paint .. 

I) Trap# 

Foot Traps 

Olaxtng Solder ... ... 919 

Junctions . 104, 169 

Lamina ted 

Linod Water Waste Preveutors, 

126—128 

Milled Shoot. 917 

Ovorflow Traps for Valve W.C. 98' 

Pig .918 

Pipo .917 

„ tin, encased . 918 

wnshed with 


Rainwater Heads 

Hollers . 

Saab Weight* 

Service Box. 

Shot . 

Slating Nnils. 

Soil Pipe 

„ Sockets 

Syphons . 

Tacks or Ear# 

Tea ... ... •** 

Trap* (Glnughton's) 

Hydraulic Drawn 
„ Measurements nf 
Washers 
Window 
Wire ... 

Leaded Lights 
Loader Boll Cranks 
Leather 

Belting 
Delivery Bose 
Fire Buckets 


065,666 
... 169 


Loathor Graining Combs 
„ Link Bolting 
„ Machino Band# 

„ Suction Hoso 

Leg Vioo . 

Lemon SipiuciorB ... 
Lengthening Noso Piece# 
Library Light# (Albo-Carbon) 
Liouvain’# Noodle Lubricator# 
Lift mid Force Pump# 

,, Rotary 

Lift Pump#. 

on iron Planks 
Lightning Conductors 


787,788 
Instruction# 789 
489,440 


„ Geysers 
Lillymnu’S Closoc 
Lime Blue ... 

„ Brushes 

Liinor Brnsbo# 

Lincoln Water Waeto Provontor 
Liner#, Brown Sablo 
„ Catnol Hair... 

„ Ox Hair 

Lino Hook#. 

Lining Tool# 

Link Bolling 
„ Spanners 
Linseed'Oil. 

„ „ F“ lt y 

Li(|uid Manure l'umps 


... 1019 
... 1045 
... 1047 


764 


954 


1018 
... 1026 
706,700 

LiverpoolWatorWiuitoProvonter 118,119 

Litharge.1025 

Lobby Lantern (AII)0-Carbon) ... 1127 

LondonOouutyOouucil Regulation#, 

579, 916 

„ „ SoilPipos... 915 

„ Water Wnsto Preventer ... 105 

Long Spindle Valvo# . 517 

Loom Ball Valve#.532 

Lord Kelvin’s Bib Valves. 489 

„ Lavatory Valves ... 862 

, Stop Valve# ... 490 
Louvre Vontilatore (Glass) ... 1123 
(Iron) 


Lubricating Oil 
Lubricator# ... 
Lucca Oil 
Lustre Gloss 
Lyonito 


... 1018 
638-643 
... 1018 
... 1110 
... 1029 


M. 


Maoiunx Band# . 754,755 

for Lead Burning ... 984 

„ or Lubricating Oil ... 1018 

Magenta Lake .102* 

ilaliogauy Gas Blook# ... ... 607 

„ Lake . 1010, 1022 

























General Index. 


Main Cooks (Go*) . 661—663 

i, Cotters .. 940,060 

„ Forrulos . 621 

„ „ New Hirer. 479 

„ Fitters’ Tools . 948 

„ Stop Cooks . 404, 496 

Mule Nipples . 696 

Uallosble Pipe Vioos . 960 

Mallets (Plumbers') . 907 

Malls (Plumbers').097 

Mandrils . 997 

Manhole Channel Bunds . 207 

Corors . 172-179 

Manganoso Black.io38 

Manor Closet . -19 

Manuro Pumps . 706,700 

Maple Betters .1070 

„ Ryo Tools .1070 

„ Yarnlsh .1017 

Marble Colour Slab .1079 

„ Lavatory Ranges ... 810, 817 

„ Mullers .1079 

„ Urinal Ranges ... 378—381 

Murine Green, ground In oil ... 1028 

Mnrking Tools .1068 

Maroon .1019 

Maroon Lako .1022 

Marvel Gas Buth . 428 

Mast Colour Paint .... 1024 

Maater Taps for Cos . 041 

Mastio Vnrnish .1017 

Mat Gold Size .1017 

Mather's Paint Mills .1086 

Maughan'e Geysers. 448—461 

Mauve Lako.1922 

Measures, Boer .837 

,, and Funnels . 722 

„ Ooppor.838 

Spirit . 830 

Measuring Apparatus ... 721,722 

„ Tapes .1012 

Melting Ladles .... . 089 

Memoranda for Working Pump# 060,861 

Mesh Netting . 029 

Metal Pots.087 

Motallio Red, ground in oil ... 1024 

Motalling Gold Sito .1017 

Motors, Gas ., .860 

„ Water . 658-681 

Methylated Finish ... ... 1017 

„ Spirit.1017 

Mica Flap Inlet Valves (Farmiloe’s) 220 
„ Valves (Boyle's) ... 248 

„ „ (Hellyer's) ... 245 

„ Wsll Boxes (Formiloe's) 220 

Milk Washer and Plug . 614 

Millod Lead.917 

Millers’ Pipe Wrenoh . 953 

Mills, Paint. 1086,1088 

Mineral Black .1020 

„ Greens ... 1020, 1023, 1025 

Red. 1024,1029 


Mineral White ... 1022,1024,1023 

Mitchell's Water Waste Preventor 123 

Mixed Psints . 1026 

Mixing Boxes (Bath) . 487 

„ (Lavatory)... 389,377 
Modo! Garde.. Engines ... 723, 724 

Monaroh Soil Pipe Yontilators ... 246 

„ Ventilators . 2 44 

Mourned Bath 
Monkey Closet 


... 1110 
... 1064 
... 1084 
... 1110 
. . 792 
... 106(1 
... 1066 
... 1129 
,..71,72 


°y 

Moorish Glass 
Mops, Bear Hair 
,. Camel „ 

Morocco Glass 
Mortice Boll Cranks ... 

Mottlers' Camel Hair 

„ Ho* . 

Moulds for Window Load ... 

Moulu’s Barth Closets 

Mounted Colonist Pumps. 861 

Mounts for Speaking Tabes ... 801 

Mouthpieces and Whistloe 798-800 

Mud IutorcaptorR. 204 

Muffled Glass .1110 

Mullers . 849,860 

M uraneso Glass .1110 

N. 

Nailed Stock Bxusbks ... ...1048 

Nalls, Clout.928 

„ Cone Hoad . 92X 

„ Slating . 918,928 

,. Wiro. 028 

Naphtha . ... ... Ill)7 

National Closet ... 88 

„ Water Waste Preventer... 136 

Native Oxford Oohre .1020 

Navy Greon, ground in Oil ... 1023 

Noodle Lubricators. 641, 642 

Noptuno Closet ... ... 45 

Novr Hurnlng-off Lamp ... 1006, 1047 
,, Pattern Wash-out Closet ... 62 

New Rivor Bali Valves ...628, 680, 631 

Cocks . 479 

Main Ferrules ... 479, 521 

Water Waste Preventers 
108, 109, til, 113, 126, 140, 142 
Newport Wator Waste Preventer 118 

Nipple Unions . 694, 603 

Nipples (male) .... 395 

Noiseless Baths . 410—414 

Cabinet Lavatories 290—292 
Non-oonoussive Lavatory Valves ... 368 

Norwich Cistern Valves . tut 

Water Waste Pruveutors 120 

Nosopiece Cocks. ... 583 

Noeeplecoi, Cost . 694, 603 

„ for Ploxiblo Tube* ... 802 
„ (Lengthening) ... 602 

„ (Tube). 804 

Nottingham Water Waste Preventer* 128 
Nursery Sinks (Hellyer's). 273 


General Index. 


O. 

OAE OVERORAINEHB. 106C_ |^ 

„ Stripers . - 

„ Varnishes . ••• 

Oates’ Suspender Brushes ... 1041, lOuO 

Obscured Sheet Gloss - 1103 > 1 V?? 

OocanioBath ... 

°-.! > G G ^r r s Breckeu ::: »-S 


Oil B 


98.4 


Cop . 

„ „ Syphon . — 

„ Dressed Leather ... ••• 'j’l 

,, Drum*. - 

„ Coyssrs. . 

,. Gold Hixo .. 

„ Measuring Apparatus ... 7-1. 722 

Pnmps.700.718. 7 3 

:SK = = ••• ~ 8 

0^ ::: ::: ::: 

olive Oil ..)«« 

One-Knot Point Bruahrs ... 1039,1041 

„ Varnish. }040 

Opnl Class. IV *..1100 

Optimuz Volvo Closets ... IB-13 

Orange Glaji ”<»’{g 

Oriental Bath . 

OuUide Lamp Tops “J*" 

, „ Bottoms . ® J3 

,. Lanterns (Albo-oarbon) ... 62? 

Oval Paint Brushes. 1039-1041 

„ Plug Basins. * 2B 

„ Varnish. 1049-1051 

„ „ Tools .1060 

„ Wiro Nails . ... 028 

Ovate Glass ... >4° 

Overgralnur. ... 1086, 1067, 1069 

Ox Hair Brushes . — »<«* 

„ Liners .JOT® 

„ Pencils . ... 1078 

„ Writers .1078 

Oxford Cistern Fittings . '* 7 

Oohre . 1019. 1024 

Oxide of Iron ... 1019, 1023, 1024 

Ozonised Dryer* .I® 16 


Paints, Ready for U.o - 
I Paisley Water Waste Preventer 

! Palace Lavatory . 

Palette Knives . 1J 

' Palettes 

! Pan Basins (ordinary) 

I u „ (Sharpe’s) 

i „ Closets. 

j Pans, Copper 
| Pantry Sinks 

,, Washer and Plugs. 
Paporhangers’ Brushes 
Canvas 
,, Hollers 


Pail Garden Engino 
Pails, Galvanized 
Paint Brushes 
„ Kettles 
„ Mills... 

Remover 
„ Strainurs 
Painters’ Baskets 
Knives 


P. 


... 726 
... 1084 
1088-1041 
... 1082 
1085,1086 
... 1080 
... 1083 
... 1080 
... 1082 


...28 2* 
95, 327 
204 -286 
206, 613 
... 1056 

... 1090 

... 1057 

__ ... 1088 

Stripping Knives ... H«G 

Wall Sciapers ... 10u6 

I 1016 

1006.1087 
... 1051. 


Poquelin Lamps 
Paragon Brush Bridle 
„ Goyeer 
Parallel Vicos 
Parisian Hath 

Paris White. 

Parrot-nose Tong* 

Patent Dryers 
„ Glaze 

Plate... * ••• 

„ „ Silvered . • 

„ Syphon Water Waste Preventer 124 

„ Wash-out Closet . 

Pearl-ash . 103 * 

Pearson’* Valve Closets ... 28 

Pookham Wator Waste Preventer 133 

Podestal Combination Gtoeot ••• 60 

Lavatory, Knamollod Iron > 15. 

" Vase Closet ... 

WaJih-trop CJoint, Pnrau.oo m 
” 30,31 

Peot’s Stop Valves ...- . 

Pembridgo Cowla ... 

Peuoil Oases. 

Overgratner* 

„ Sticks. 

PcnolU, Brown Sable. 

, Qamel Hair 

„ Ox Hnir ... 

„ Rod Sable... 

oA> mm 

’’ Necks ... 

„ Tops 

Pendants (One Light) 

(Two „ ) — oiu 

■Perfect Filters . 868, 867 

Perforated Copper. 

„ Gians .I' 2:1 

" l ino . 022,923 

PArmanont Green.'923 

Pdrnmngauate of Potash. 

Persian Red. i0S * 


... 1022 
... 943 
... 1025 
... 1016 
... 1096 
... 1097 


... 1078 
1067,1069 
... 1078 
1076,1076 
... 1077 
... 1078 
... 1076 


^586,392,890 
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General Index. 


Pot Cooks . 

Petroleum ... 

Pewtor Box (Boer) . 

„ Drainers 
„ Funnel Stands 
„ Funuols 

„ .M unsure* . 

„ Shoot . 

„ Sbhler . 

„ Tnnkurda . 

„ Water Jugs. 

1’hippe’ Patent JaokH 
Phcouix Lavatory ... 

Pip Load ... ... 

Pillar Boll Crank*. 

„ Cook*. 

„ Knginos . 

„ Light (Albo-Cnrbon) 

Pinoimi . 

I’iuk* (Paint) . 

Pionoor Vimtihvtor. 

Pipo (Ghannol) . 

„ Clip* . 

„ Light Cooks. 

„ Tack* or Ear* . 

Pip«v, Bonding Spring 
„ Clips for R. W. Pipo 

„ Composition . 

„ Coppor . 

„ Covering 

„ Plango . 

„ Hot Water . 

„ I.o*d. 

,, Ituinwutor ... 

„ Scrowing Machine ... 

„ Shavers nod Outtars 
„ Soldering Cramps for 
„ Square Iron ... 

„ Ventilating ... 

„ Vioo*. 

„ Malloable 
„ with Slide 
,, Wrenches 047 
., Wronoh Jaw... 

Pitch. 

Pitcbnr Spout Pumps 
Plnnot Boiler 
Plastor of Paris ... 

Plasterers’ Brushes... 

Plate Oluss ... 

Pliers, Bollhangors’ 

" Qua ... !" 

„ Glass. 

„ ‘Tinman’s 
ring Basins, Xarthonwnro .. 326 --820 | 

,. „ Enamelled iron 347,348 

„ ,. Fitted in Slabs* Ac. .. 317 

,. Cock* ... ... ... 496— SCO I 

,, Tap* for Gas ... ... '... 0*1 I 


; Plugs for Drain Tooling 
• Plnmbera’ Forco Pumps 
„ Gougoe ... 

„ Hammers 

„ Ladles ... 

„ Rules 

,, Saws 

Solder ... 

„ Syphon Pumps 

„ Tools ... 

i Pocket Gas Pliers ... 

Polished Pinto Ulas* 

: Polishing Bdgo* of Gloss 
Pnonah Brushes 


900 I Porcelain Buth Fitting* 465, 456, 470, 


1091 — 1095 
1003 
1061 


„ Bathe . 418,436 

„ Enamellod Iron Batin 419,420 

,, „ ,, l.uvntorios 

344 — 362 
, „ Sinks 276— 277 

,, „ Sinks... 269- 872 

Portnhlo Forgo* . 1)H 3 

,, Foresee*. BOO 

„ Oil Blast Furnace ... 088 

„ Pumps 673, 093, 694, 702, 703 

„ 8howcr . 468 

„ Vioo and Uonoh. 903 

Portsmouth Ball Valves . 528 

, Water-Waste Provonters 

lit— 117 


... 1034 
... 1040 
1091- 1096 


Potash .... ... 

Pot Stands. 

Powdered French llryor* . 
Power, Gearing, for Pump 

Premier Vuutilatpr* 

Pressels, Bleotrio ... 
Pressure Gauges ... 

Primroso Cloeet 
Prince Soil ripe Ventilators 
Prasaian Blue 
Pulley Blocks 
Pulls, Eleotrio 
i „ for Clstorns 


. 1033 
8)9 


057 i 


, Pumice Stone 
i Pump Crank 
Fittings 


224 

1019, 1023, 1025 
980, 981 
779,780,783 
144,146 
... 1034 
695 


Frames 

„ for Power'... 

Handle, on Planks - 
„ (Jack) ... 
Hook* . 


670, 606—701 


General Index. 


Pnmp Screws ^5 I 

Shall ing . 6S5 ‘ 1 

.. Stages . C06 

Pump*. Anti freexiug . 

A i Ionian . 

.. Barge. -704 

Chain... 70/ 

Cololn-ook’n. 708 -711 

Colonial Lift.653,654,601 

„ ,. auil Forco • • 667 

Contractors’. 701,704 

Conservatory 856,000 

tot i ago ... $36 660,662,664 

;; Donp Well . 680-001 

„ Deluge .703 

Double Action .. 693,694 

on Frame* 676,677 

English Colonial . $6* 

|| Force. 692 691, 702 

One Fitters’. 719 

” Gardon ••• 723 -725 

in A shape Frames. 682 

Iron Jack . 


652 - 686 
... 667-678 

n Plank* 

609 -672 
705.700 


Munuro 

Mounted Colonial 

on Iron Plank. . »»» 

Pitcher Spout ... $63 

Plumbers’ Force . 720 

Portable 67S, 098, 694. 702, 703 

,, . 


Q. 

Quadrant Boll Pull*' 
Quaker Groen 
Quarry Rolled Plato 
Quoou Go* Bath 
Quick Thread Cooks 
Waste, Bath... 

„ Lavatory 
Quilled or Fine Tools 
Quilted Clacks 
„ Cups 
„ Glass 

Quilting . 


Rooking Cocks. 

Hallway Gross* 

U*in Water Connections 
, „ GnltoVs 


... 1034 
004—906 
007, 908 
, 905, syc 


|| Deads, Iron 

,. Load ... 

Pipo Clips 1,11 

” ’ Pipe Guards... 914,916 

” u 1 ‘Ims ... 904,906.1W9, 910 

Shoes (Karuiiloo’s) 180 

|' lt (Ilollyor's) ... 192 

Rams, Hydraulic ... ••• - 7W 

Ramsgate Bib and Stop Cocks ... 480 

Range Boilers -. 

Range, COcks, Trutt’s 


I, Rotary Oil. 

„ Somi-Koiary. 

.. Ship’s. 

„ Stable . 

„ Standard . ••• 

Deep Well 

|| _| Lift and Force 

", Syphon . 

„ Tube . ••• 

Useful Moniornnda... 

|, Vibrating, on rianks 
„ Ward'* Patent 

„ . Yard . 

Purchase Crauka 
Purnell’s Water-Waste Pre- 

Purple Brown . 

„ Gloas . 

„ Lake 
Pushes. Electric 

Putty, Black. 

in Bladders ... 
i! Kuivc# 

„ Linseed Oil . 

„ Powder 
Red Load 
Pyrnrftidical Gins* 


709,712 
... 713 


504, 605 
316—319 
378 -381 
... 1018 


... 793 

ntor 109 
1019,1023 
1108,1109 

.1022 

776—779, 781. 782 

.1025 

.1026 

..1081 

.1026 

.1034 

.1026 

... liio 


| „ Lnvntorio*... 

Urinals ... 

! Rape Oil . 

] Rapid Geyser 
'Knpidn Filtro 
Rapldus 01o*«t ■ • I? 

Uu*p* and Files . 

! IUtcbetllri.ee ... ••• 

! Sienna** 1019. iti'-'T '.025 

!**," Umber - 1019,1023,1025 

! Reading Closets • . ’ 

i „ Cistern Fitting* . 149 

I Water-Wusto Preventer* 137 

: Receiver* for tip-np Basins 322—324 

Usd Chalk . 

I ,, Chrome... 

,, Load . 

' ., .. Puny - 

., Oxido . 

I , Sable Brushes ... 

I , n p? 00 * 1 * 

„ BW*- 

1 || „ Writers... 

| Reds'... ••• 

, Registor Boiler* ... 

Regulating Blow Lamps -- 
j Emulations, County Council 579,917 


851—853 


1021 
... 1021 
... 1022 
... 1026 
... 1021 
.. 1075 
1075, 1076 
... 1074 
... 1074 
1021, 1024 












General Index. • 


Regulation*,Water Companies’ 562—679 

Regulators for Closets . '-*1 

Reliable Wnter-Wsste Proven ter* 1J8 
Relief Vulvo (Beer Kogino) ... 830 

Removeable Pipe Covering* ... 886 

Repairs to W.C. 96 

ltem'n.1031 

Kotuinlng Valve*. 698 

Bn verso Action Hull V’nlvo* ... 630 

Reversible Gullies. 182, 204 

„ Wator-Waale Provonter* 111 

Riilgo Cop. 927 

Rlgnall’s Pipe Tongs . 953 

Rim. Grates. 623 

lliuior Taps.912 

Rimer* . 912 

Riplor Wreunhos'. 952 

Rippled Ginns .U10 

Rivets, Coppar . 025 

„ Galvanized. 928 

Hood Orates, biugud ... 177 

Kochentor Bath .417 

,, Water Waste Prevontors 106 

Roclcot, Smoke . 217 

Roil and Sling . 93 

Rods, Drain.212 

Rogers’ Woll Frames ... 680,087 

Roll Cup, Zino . 921 

Rolled Cathedra.! Glass ... ...1109 

.. Plate Cloas .1008 

Roller Guides .600 

Roofing Bolts and Nuts . 928 

„ Kelt. 880 

„ Hooks . 928 

RosoLake.1022 

„ Pink .1021 

Rosewood Ovorgmiuor 1060 

Roses for Brunch Pipes . 734 

„ ,. Water Cues . 734 

Roseau*, Brilliant Cut ... 1182,1140 

„ Km bossed ... 1103,1173 

Rotary Lift aud Koroe Pumps ... 671 

„ Pumps . 708-712 

„ Tube Cuttrt-s ... 046,947 

Rotherham Rib Cooks ... 473,477 

„ „ with hoso union 478,737 

„ Cooks (Nsw River) ... 470 
„ (School Bosrd) ... 478 

,, Stop Cooks .. 474,477 

Rotten Stono .1084 

Rougb Oast Tlate Glass . 1093 

Round Camel Hair Tools, in tin ... 10Gl 

„ Litnor Brushes . 1047 

„ Nose Boltliangefs’ Pliort ... 058 

„ „ Gas Pliers .965 

„ Paint Brushos 1038, 1040,1041 

,. Sot Dustors. 1013 

,1 Stippling Brusheii . 1061 

., Valve* . 02,510 

Roundway Rath Cooks ... 463 —466 

Cocks. 498,490 

Royal Green. 1020,1923 


... 719 
1108,1109 
... 1109 
... 1013 
180,181 
919,1011 


s. 

S-Hooks (stamped) 
liable Liners. . 

„ Pencil Ovorgrniuer* 

Writers 

j Saddle Boiler* ... 

Safety Vulve* 

, Sul-ammoniac 
j Salisbury On* Rath... 

: Saltpetre . 

I Handed Ruby Glass... 

Sanitary Closet 
! Ssnitns Preparations 
; Sarking Knit 
; Sush Mar (Zinc) 

„ Cutting Tools... 

,. Lines. 

„ Tools ... 

,. Weights (Lead) 

Snu.vago Cookers 
Suer Kilos 
,, and Frames ... 

, Blades . 

„ Plumber's 
Saxon Green 
St. Stephen's Lavatories 
,. ., Soil Pipo Vc 

Scarlet Lake. 

Scene Painters’ Tools 
Bohmnhl's Graining Paper. 
Schilnheyder’s Lubricators 
„ Water Motors 

School Board Cocks 
„ „ Lavatories ... 

„ ,, Lavatory Valves 

„ „ Slop Sinks ... 

Scissors ... . 

Screw-down Both Cooks ... 

„ „ Lavatory Cooks 

Screw Drivors . 

„ Hummers . 

„ Platos . 

„ Stock Ratohvts 

Screwing Head . 

Machines..; ... 9 

„ Tools . 

Screws, Cone Head 
Seat. Brackets 


... 601 
.. 1075 
... 1069 
1075, 1076 
... 1074 
871—870 
500, 543 
... 1033 
424, 425 
... 1033 
... 1109 
... 42 


... 977 
... 996 
1020, 1023 
270, 280 
itilator 219 
... 1022 
... 1054 
... 1078 
539, 540 


601 

478 
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Scats for Ciossts . 74 

floam Rollers .1057 

Section Outlet Ventilator. *28 

Self-Closing Basin Valves ... 557-360 

„ Lavatory. 859 

Self-Hooting Copper Bits ... 991, 992 

Soltzogenus ... '...845 

„ Powders ... ... ... 845 

SeraLPlug Basins ... 

Sami-Rotary Pamps... 

Servants' Closot Bssins (ordinary) 

„ „ „ Sharp's 

Sorvicu Bor us 

,, Cleansers . 

Sowey Flush Tank. 

„ Intercepting Air Trap 
„ Interceptors, Hollyer's 
„ Step Irons ... 

„ Trap, Dutuotor 

„ „ Weaver’s 

,, Vontilator 
Setting Stioks 
Shafting for Pumps 
Shampoo Lavatories 
„ Valves 
Shanks’ Bath Fitting* 

„ Baths 

Cabinet Lavatories 

285 -288,306 - 309 

„ Closets . 69,60 

„ Cononalod Ci inala ... 382 

„ Folding Lavatories 

„ Pvdfjtal Lavatories 

,. School Lavatories. 818 

„ Sit* Baths. 437 

„ Tubal Geysers . 4-12 

„ Urinal Tanks . 996 

Wator Waste Preventers 188,139 

Sharp’s Ai-tizans’ Closets. 82 

„ Cottage " 


713 


209,210 


872-877 
455 - 458 
401-407 


803, 804 


;; .&*' 

„ Servants 
„ Traps 
Shave Hooks 
Shears, Blook 
,, Stook 
Shoot Copper 
„ Iron and Fitting* 

„ „ Baths ... 

„ Glass, Cathedral 

„ „ English 

„ „ Foreign 

„ „ Silvered 

„ Zinc. 

Shollacs . 

Shell Pattern Gins*. 

Shari ingbam's Ventilators 

Ship Lavatories 

Ships' Bssins . 


81 


.. 1110 
. 1102-1104 
. 1106,110/ 
... 1097 


Ships’ Sheathing Felt 

Shoe Valve*. 

Shot, Load . 

Shower Bath Valve* 

„ Brackets 
„ Roses 

Side Feed Lubricators 
„ SockotTools ... 
8iomnn's Wator Motor* 

Siennas . 

Signal Green Glass 
„ Red Paint ... 
Silicate Cloth 
„ Paints 

„ Slabs 
8ilth Chant bora 
Silver Bronze 

„ Leaf . 

„ Band. 

Silverod Patent Plate 
„ Slieot-gluss 

Silvering Glass 
Simplioitas Closets... 
Singlo Couch Wrenches 
„ Swivels 

„ Whool Tubo Cutters 

Sink Traps . 

„ 1 nnd Cones 

„ Tye Jfc Xndrew 

Sinks, Beer Engine... 

„ Butler’s 
„ Oliffe Vale ... 

,, Enamellod Iron 
„ Klro-clay 
„ Gully... 

„ Hollyer's 
„ Hospital 
„ House maids' .. 

„ Jennings' 

„ Pnutry 
,, School Board 

„ Slop . 

„ Stonowaro ... 

„ Traps.. 

Sit* Baths . 

Size, Colourless 
„ Conoentrsted ... 

,, Double. 

Slag Wool . 

Sluto Colour Psinb... 

„ Lavatory Range* 

„ Range Urinals 

Slates, Claus. 

Slating Nail* 

Sledge Hammers ... 
Sliding Glass Ventilator* 

- „ Suction 
Slip Joint Onttera ... 

Slop Kecei 


I 


Sinka . 


with Drainers 


. 1082 
. 1032 
. 1034 
. 1097’ 
- 1097 
. 1093 


587, 692, 599 
946—947 

624.625 

167.626 


262,163 
271, 272 
276, 277 
269 - 272 


... 1034 
... 1031 
... 1034 
... 884 

... 1024 
816 — 818 
378—381 
... 1100 
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Sion Top* . 81) 

S. L. V. Oil Foedors ... ... 999 

Smoko Oure, “ Empress ". 260 

„ „ ’’Von.hridge’’ 201 

„ Drain Tester* 214—216 

„ Puper .216 

„ Rocket* . 217 

Snipe, Tinman'* . 972 

Snow Wliitu 1022 

Socket Tong* . 953 

Socket* C«*t Load. 171 

Soda Cauxtio.1032 

„ Oryntiil* . ...1032 

„ Silioalo .1032 

Soft Soap .1034 

. Soil Plpo Air Inlotn . 220 

i, ,, Connection, Hcllyrr’* ... 190 

„ „ Iron ... .. 915 

. „ ,, Junction*, Lend ... 164,109 

„ „ Lend . 917 

„ „ Socket*, Coat Load ... 171 

„ „ Trap*, Hollycr’*. 190 

„ „ Ventilator*, 219, 224, 220, 231, 

387, 238, 241, 243, 240 

„ I’ota .990 

fioldor ... ..019 

Solderc , 

Spidering 

„ Crump*. 9514 

„ Fluid . 089 

„ Lump* . 1000—1009 

Solid Sable Overgrainar*.1069 

,, Stocks and Die* ... 935 

Solution for Damp Wall*.1016 

Soot Door* ... ... ... ... 901 

Southampton 8lop Cock*. 495 

8outhJlnnt*.WtttorW**te Prevontcr* 121 

Spanish Brown . 1019,1023 

Spanner* for Cock*. BOO 

„ for Gan Cook* ... ... 607 

„ for Pipe. 954 

Sparge Pipe* . 380,925 

Speaking Tube, Xinc ... 800,921 

,, Tube* and Fittings 708—801 
Spherical Dome*, Glass ... ... 1122 

Sphincter Grip Hc»o ... 740 

Spelter . ... 921 

Spindle Volvo* . 92,517 

Spirit Barrel* 841 

ii Cock*. 822-824 

„ Cup* ... ... ... ... 839 

„ Druinor* . ... 819 

„ Filling Onn*. 841 

„ Foreo. ... 835 

., Fnunel* . 840 

„ Mi'imurc* . 839 

„ Pump* . 886 

„ Unit*. 828 

Stain*.1018 

„ Cm*. 844 

,. Varnish 1016 

Sponge Bath* . 438 


Sponge Cloth . 1034,1090 

; Sponge* . 1034. 1090 

, Spoon or Shoo Valves ... 93,615 

I „ Shave Hook* . 996 

I Spring Board* .93 

j „ Bond Spirit Cook. 824 

„ Stock Cock* . 360 

1 ,. Volvo Clomt* . 8 

„ Valve* . 93,616 

! Spruce Oolire . 1020,1024 

Spun Yarn . ... 760 

| Squaro Bain Water Pipe*. 906 

Squcegcs . 752 

Stable Pump* 656,660 

Stage* for Well* . 696 

; Stained Gin** .1108 

. Stain* for Wood .1018 

| Staiupod Gutter* .909 

„ Steel & Copper Bath* 431 — 433 

| Staple*, Boll.707 

Blcotrio .780 

1 Stand Pipe* for Baths . 458 

! Standard Pump* . 667 

! Standard*, Brn»* ... 369 

| Star-Light*. 614 

i Steadfast Ventilators ... .. 219 

! Steam Fitting* . 533^-618 

i ., Pump* ... . 601 

I „ Union* . 537 

„ Whistle* . 636 

Siotrtnlo** Lavatorie* ... 290— 292 

,, Lavatory Top* .. 311,312 

„ Noisolo** Bath*... 498—414 

; Stnol-olnd Bath* . 416 

I „ Graining Combs .1071 

; „ Stamped Bntli* 431-433 

t Stencil Pin*.1069 

! Stenoilling Brushes.1059 

| Stop Irons . 177 

| Step-turning Stiolc* . 998 

j Stevens’Ventilator* ... 241,242 

„ Bxhnust Chimney Top* 242 

Stidder'* Closer, Ann* ... 98 

| StiffBraokot* . Oil— 013 

; Stlllion Cock* .821 

I Stillson'* Patent Wrench. 964 

| Stippling Brushes. 1060, 1061 

' Stock Brushes ... ... .. 1046 

I ’ „ Shear* . 072 

„ Tap* and Dir* ... 934—941 

Stock* and Dio* for Bras* ... 941 

Stockholm Tar .1034 

1 Stone Oobre, Paint. 1024 

| Stoneware Sinks . 267—269 

; Stop Cock Boxes . 510,611 

I Stop Cooks, “ Beech'* 11 


Bell’* 

Brighton 
Cupafan Head 
Diaphragm 
Double Volvo... 
T ullway 


•492 

481 
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Stop Cooks, Galvanised Iron 

Gland. 

Guest k Chritncs’ 
'Gun Metal ... 

Handy. 

Lambert’s ... 
Lord KeWin’*... 

Now River 

Fluff . 

Quarter Torn... 
Quick Thread .. 
Knmsgato 
Rotherham ... 
Roundway 
School Board ... 

Spring . 

Three-Way ... 
Trott’* 


Trior 

VVflTtt 


Warwick 

Slop Capr. 

Stopping rCnive* ... 

Stovo Cook*. 

„ Pipe* . 

„ Standi 

Stovss, Bar . 

,, Copperbit ... 

„ Plumbum’ ... 

„ Tinman’s 
Straight Burner Socket* . 
„ Main Ferrule* 

„ Noeo Piocr* 

Strainors, Beer 
„ Paint 
Strap- Fastener* 

„ Screw* 

Street Gullies 
Strip Tin 
Stripping Knlve* 

Stuffing Box and Chamber 
„ ‘ with Flange 
„ Box Valve* 

„ Box** 

Sucker Hooke 
Suckers, Bra** 


„ Wood 
Suction Uom 
„ Rose* 

Suet Lubricator* ... 
Sugar of Lrad 


Sutcliffe’* Waite Plug and Trap ... 367 

Swedish Piloh . 1033 

„ Soldering Butt.992 

„ Torchos ... 1002 —1004, 1088 

Swift Closet* . ... 44 

Swing Go* Braokot* ... 611—613 

„ Grip Tong*. 952 

Switches, lCleolnc . 775, 776 

Swivel Cooler . 588 

Swivel* for Go* ... 587, 592, B99 

Syringo* <30 

8'yphon Cistern*, Fixing of ... 100 

„ Gas Bar Stoves . 847 

Ga* Stove* .. 


Oil 


030 


19 


„ Water Waste Preventer*, 

[*ec under Water] 
Syphon*, Copper . 835 


T. 


Table or Hydraulic Prawn Tram 

and Bends . 

Tablo Vice*. 

Taok«, Copper . 

Tail Pipe and Flange 
Tall Ho. 


700 


...81, 83 


Tall Hopper* . 

Tankard*, Gorman Silver .. 

„ Pewter. 836,837 

Tank Cock*. 603 

Filter*. 868 - 861 

Tank* for Urinal . 390,397 

Tank*, Galvnpixod Iron ... 837,890 

Tap Wronoho* . 942 

Tapor Piutit Strainer* .10S3 

Taper Tups for Bra** . 941 


. 1012 


Sulphur 

„ Paper . 

Sultan Clown* . 

Sultana Bath* 

Supply Cisterns, Coat lion 
„ „ Fitted 

„ , „ Wrought Iron 

Suspending Shower Hood* 


. 1022 
. 1026 
. 1029 
. 1032 


Tape*, Measuring .. 

Tapping Cap* .. 

„ Cock Strainors . 827 

„ Cook*, Bar . 821 

;, „ Beer ... 826,820 

Tar Brmdio* ... 1055 

„ Stock.1055 

„ Shupod Tool*.1048 

Tarpaulin Droning... 

Tarred Yarn. 


... 1034 


TeaL 


918 


„ Urn* .; 

Too Cock* . ••• &S0 

,, Pierce, Brass . 0°2 

„ Squaro*. — 1012,1181 

„ Union*. W9 

Terebiuo . 1016, lf>26 

TormiuaJn for Speaking Tube* — 800 

Terra-Alba.1023 

Thirlmere Water Waite Preventer* 133 
Tborr p*on’» (Sir Wm.) Valve* ... 362 

Thumb Piece* ... .1970 

Tidy Clo»*U, FarmiW*. 33 
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Tiles,.Glass . 1100 

Times Baths, Shuriks’ . 407 

Time* Closoto, Shank*’ . 60 

Tin . 916 

„ Plato# . 926 

„ Dippors . 1079 

„ Funnels . 841 

,, Pipe .... 918 

„ ,, Kncusod with Lead ... 918 

„ Washed Load Pipe . 618 

Tlphlng Fluid . 989 

Tinman’# Firepols. 690 

Mnllotu. 997 

Plior# . 957 

Snips . 972 

Solder . 919 

Tip-up Busina and Receivers 322 -824 
„ Basin Valves 853-356,562-364 
' „ ,, Plnnuiollod Iron ... 344 

„ Lavatory Ranges. 310 

Tivcr . 1021 

Tobaoco Paper . 215,216 

Torbay Paint .1024 

Tornado Olo»ot# . 36 

Tow.760 

Tower Pinchers . 905 

Tower Water Was to Prorontora ... 136 

Tftp4 Bell. 524 

- ., Cluoghton's. 170 

„ Disconnecting . 188 

„ „ Farmiloo'# 200,201 

„ „ Hollyw's ... 191 

„ „ Weathorley’s 194 

,, Drain, Bnobari's . 196 

„ „ lies’. 106,197 

„ Berthonwaro . 80 

„ Greeso 184,186—187,1B4, 196,198 

„ Gulluy . 182 

,. Intercepting £00- 202,204. 
„. Loud... '... ... 168-170 

,, Lead Foot ... 80 

„ Sower . 198 

,, Sewer JDoteotor . 203 

Sink. ... 268,526 

,, Soil Fine . 199 

Transparent Solution for Damp 

WaUu .1010 

Trapped WaMiers And Bings ... 514 
Tj pudle* for Urinals . . ... 396 

Trent- Oloeeto • 41 

Trident Closot# . 40 

Tri midi, cal- Glass .lUo. 

Trlum fJloXitH . 43 

Triples plus el# . 34 

Tiott'.i Ball > r .ilvta . 082 

„ Valves, . .303— 566,48$— 487 

Trough Cllcidto . 78 

Trough Usiutl*, Earthenware ... 881 

, Ba'amoDt'.l iron .. ,894 

Trdwo* Knives ... .1082 


Tubal Closets 
„ Goyaors 

Tube Backs. 

„ Cooks. 

„ Colours 

„ Cutter and Slinvor 
„ Cutter and Wrench 
„ Cutters 
,, Cutter Knives 
„ Nose Pieces ... 

„ Pump#. 

,. Tonga. 

„ Vinos. 

Tubes, Wrought Iron 
Turbine Closotu 
Turncook*' Tools ... 
Turn Pins . 


n Red 


... 442 
... 598 
601,698 
... 1027 
960, 051 
947, 948 
946—961 
... 946 
... 004 


... 1021 
... 1018 
... 1021 


Twin Clouets, Pearson's 
Twyford's Hinas Closot Connection 96 
„ Ir.ilio-rubbnr Conos 96,627 
„ Wator-Wasto Prnventers 185 

Tyo ,i Andrew’s Traps . 526 

Tylor’s Yalvo Olosotu ... 19-22 

,. Waab-out 68,69 

„ Waste - not Valves for 

Cistern".J64 

„ Wcste-not Valves forOlosots 153 


u. 

Ullratnarino Blue.1010 

„ Groon ... •.1020 

Umbor .1010, JU23 

Unbreakable Pile Handle. 974 

Underbuy'# Ball Valves . 530 

„ Pan Olnaots . 28 

„ Fnttorn Valves ... 580 

„ Valro Closets . !> 

Union Cocks . 583 

„ . Joints ... 519, 603, 827 

Unidns, Barrel ... ... 519, 594 

„ Ceiling ... „. bS7 

,i Elbow . 694 

„ for Bodw ... 620; 66 

„ „ Steam . 657 

„ Gm>... ' . M>4, 603 

,. Nipple . 694, (V.l3 

„ Tec. 4:6) 

lighted . 1503 

'i’luned . 803 

Unite# Closets . 33—37 

„ Water Yf.n.to Prevontors... 166 

Universal Baths, Shanks’. -'.06 

„ .. for Gtrs. ;.V> 

Hull Valves ... ... 53 1 

„ Swivel# ... 687, 51*2, 598 
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Universal Water Wnsto Frevontcrs 1 

Upright Banin Cocks . 8 

„ Bath „ 4 

„ Lavatory Valves. 3 

Urn Basin Cocks . 6 

Unis, Coffee, or Tea. 848, H 

Urinals, Concealed. 3 

,, Enamelled Iron ... 391 — 3 

„ Slate and Marblo Hangos, 378 - 3 

„ Trough . 3 

Urinal Automatic Tank# 380, 398,3 


23—26 


, . „ BraiioP* 

„ ,. Hollyer’s 

„ Fittings 
,, Pipos • 

„ Treadles 
„ Valves 
Utills Oloseto 


Vjloovm Watjiu Wastk PksvcPtess 18- 

Valley Gutter# . ,Ki7 

Valve Closot Basina 

„ OverUnw Traps 
„ Closets, Bianmli 
„ „ Doulum’* ... 

„ ,, FarmiWs ... 

„ „ Hollyor’s ... 10-13 

„ „ Joumnff'* *•• 

„ PoarHOu’s. 26 

Ships' . W 

„ „ Trapped above flow 

lino ... 6, 14 

Tyler’s ... 19-22 

„ Underhay’s . 9 

Valves and Regulators on Framer 90 

Ancle . 533 

"• j) 0 ||. ... 628-632 

Dubiu Nou-conousaive ... 368 

,, gorew-down ••• 350 

„ ., Spring . 357 

„ Carter's Go# • •• 682 

Fire. 649 -680 

,| for Cistern* ••• 154—156 

„ for Closets . 161-153 

for Urinals .. 3tl6, 398— KW 

lint Water.869 

:: iwh . m 

Whi'ol . S33 

' Lavatory Cam Action 353—364 

' ., Combination ... 369 

' Diaphragm ... 361 

, Lord Kelvin's ... 362 

” ,, School Boar*! ... 369 , 

„ Screw-down Bib 361 J 

’’ „ Shampoo 370--377 1 

Sl*>0 Screw-down 361 

Spring Bib . . 360 

” ,. Trott's.. 363— 365 I 


Van Jocks . ••• 979 

Varnish Bruslms . 

Groon ... ••• 

’ K ... 1050-1051 

Varnishes . ••• 1014—1 ?' 7 . 

Vat Cooks ... . , 

Vugotablo Black . 10-0,10-3 

Voining Pitches .f06b 

Homs ... . u,7(t 

Venetian Rod . 1021,1024 

Ventilating Cowls ... . 

, Grenso Traps. 184 

’ ” pipos mid Bonds 257, 910 

Vontiiators, Air Brick . £20 

ArnoU’s ••• • “53 

Banner's . 243 

Boylo's 226-230,246 

’’ Buaban’s .. ... 288 

, Crcssloy's ... 248—249 

Bupris ... 2.58,269 

,, Empress • •• ••• 221 

„ for Sowers . 177 , 

Olas# ... ••• 1128,1124 

" Ilowarth'a ... 233,250 

,. Ifollyer's . 245 

,, Invincible . 239 

, Kershaw's 231,232 

, Klto'u 230,237,251.363 

', Louvrn, Glass ... 112S 

' „ Iron. 264 

„ Mica Vlw 

„ Jlonaroh 

,, Pioneer . -w 

,1 Premier . 225 

I,. Prince. 22* 

„ - Boction . 223 

„ Bbonlnghani's ... 247 

Boil Pipe . 219 

Stnvon’s •• 241,242 

Tobin’s Inlet Tube 265, 256 

Victoria . —2 

, Vorto* ... 231,235 

„ Wrought Iron 1163 -1164 

Vorandah Cap . 

Vordigris . 

Vorditor Blue . 

'Greens . ■ «« 

Vermilion .^ 

■Voruiiliortottc 

Vibrating Standard Pump. 6o7, 


244, 245 


Vicos, Knginoe”' 

Baud ... - 

,, Leg ••• 
1’aniUel 
P'pe 

Portable 

Table ••• 
Window Lead 
Victor Closots 
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Victor Cork Drawer . 812 

Victoria Baths . .. 410 

Victoria Green . 1020,1023 

„ Lako .1022 

Victoria Ventilator . 222 

Vincent l/uvatorioa. 234 

Vincent Water Waste Provonter ... 123 

Violet Lako.1022 

Vortox Closets .' 53 

„ Ventilators. 234, 236 

Vulcanised Insortion Shoot 761 

,, Rubber Socket Rings ... 761 

Washers ... 751 

„ Shoot Knbher. 751 

„ Speaking Tube... 800 

„ Tubing. 747 

w. 

Waif Air Briokn . 220 

„ Boxes, Air Inlet . 220 

„ Inlet Ventilators .252 

„ Scrapore .1S60 

Ward's Patent Pumps ... 073 - 077 

„ Pulley Blocks . 980 

Warming Pots, Boor ... ... 841 

Warwick Bib and Stop Cocks ... 47S’ 

„ Lavatories . 281 

„ Water Waste Provsntor 137 

■Wash-Down Closets ... see Clouets 

,, bombers . 1034,1000 

„ Trap Closet, Fsrmiloo's 30,31 

,, Tub Washers ahd Pings ... 614 

Wash-out Closets .Soe Closot* 

Wushago Closets ... 47 

Wnuhoru, Galvanised Iron. 1)28 

„ lodia-rnbbor . 761 

„ Bath ... 47U—472 

M „ Lavatory ... 308 

,, ami Graves . Gl6 

I, „ Bath... 470,471 

„ for Basius ... 808 
, and Jam porn ... 480 

Lend ... ... . 918,923 

„ and Pings. 613, 614 

„ Pantry. 20(1 

„ and Wastes . 612 

Washing Coppors ... ... 900,901 

Washing-down .Brushes .1045 

Washing-up Bowls. 820 

„ Drainera . 820 

Washington Lavatory Tops 809, 310 
Wasto Plug and Traps ... ... 807 

Preventing Cistern Valves 
” 154-168 

„ Closet Valves 151 — 163 
Cocks (I.smbort’s) -194 
” „ Crinal Valves 390, 400 

Waste-not Valves (Tylor'i) - 493 

Water Barrows . 728,729 

„. Cans.729 

Companies' Begulationi 582—679 


Water Dlrootorn . 

Jng«, Pewter 

Meters . 

Shoot Slop Sink 
Water Waste Preventers ... 

„ Adamant 
„ Anderson’s 


731, 732 
644, 545 
430 - 454 


,, Bell 4 Whoatloy's 

I, Boss . 

,, Boetoll'n. 

, Bournemouth 
„ Rraspir's... 

„ Brighton. 

, Certainty 
, Dolugo ... 

, Duplex icon 

, Gravity ... 

, Guest 4 Chrime's 
, Hoi Iyer’s..'. 

, Hutnphoruou's ... 
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